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MIOfiD TO THE flfiST VOLUfflE 

The urgency of overcoming agricultural production problems, such as drought and 
disease, and the dominance of wheat among Canadian agricultural exports, have tended 
to relegate research on the preservation, storage, and transport of perishable foodstuffs 
to a position of secondary interest and attention. Of late years the volume of wheat 
exports has diminished and conversely the exports of meats, fish, fruits and vegetables 
have increased, so that for the years 1937-39 inclusive, the average annual values were, 
for the wheat, $107,628,000, and for the perishable foodstuffs, $85,282,000. With in¬ 
creasing difficulty in disposing of wheat surpluses, the trend should be to enlarge our 
exports of these other products to the maximum possible. Moreover, the production of 
most perishables being seasonal, preservation is essential to our domestic as well as to our 
export trade. There is thus every reason to encourage and support these institutions 
and scientists who have embarked upon a programme of investigations in this field. 

Part of the lag in research on food preservation has been due to a lack of the 
experimental cold storage and other rather expensive laboratory equipment required. 
While this deficiency is gradually being rectified, it is likely to be a limiting factor for 
some time yet. It is therefore gratifying to find in the institutions concerned a disposi¬ 
tion to pool their resources as far as this may be practicable and necessary to the realization 
of their common aims. This volume of Collected Papers is part of the fruits of this 
co-operation. 

The Canadian Committee on Storage and Transport of Food grew out of a con¬ 
ference on cold storage held in Ottawa in June, 1934. Its general objective is to promote 
and co-ordinate Canadian investigations designed to increase the storage life and improve 
the quality of perishable products which must be stored for domestic consumption or 
transported to markets in other countries. To deal satisfactorily with the diversified 
problems coming within its scope, the Oommitte is organized in four sections, dealing 
respectively with (l) fruits and vegetables, (2) meats and meat products, (3) fish, and 
(4) engineering problems. Small panels for the study of taints and refrigerated railway 
cars have been set up under the section on engineering. 

The Committee is sponsored by the National Research Council of Canada, the 
Dominion Department of Agriculture, and the Fisheries Research Board of Canada. 
The first of these organizations is studying in its own laboratories the handling and 
storage of meats, canning problems, and engineering problems. The Department of 
Agriculture, through its Experimental Farms laboratories, is investigating the processing 
and storage of fruits and vegetables. The investigation of problems in the preservation 
and transport of fish is of course a responsibility of the Fisheries Research Board. The 
Committee has also the co-operation of the Ontario Agricultural College, where a pro¬ 
gramme of studies on fruit and vegetable storage, designed to utilize the joint facilities 
of that institution, the University of Toronto, and the Horticulture Experiment Station 
at Vineland, is under way. 

Beginning with 1937, the Committee has issued mimeographed annual reports, 
consisting of the summaries of the year’s progress contributed by members to the annual 
meetings. This was intended to give to workers in the same field, particularly in other 
parts of the British Commonwealth, advance information on Canadian studies under way 
or projected, thus to encourage direct contacts and exchange of information between 
workers. At the same time the Committee initiated a numbered series of papers, reprints 
of which can be bound together in volumes to be placed in the libraries of institutions 
conducting food storage investigations. The number of copies of each volume to be 
bound is not great enough to make them available to individuals. The first volume was 
issued with the hope that it may prove a convenient and useful reference both to members 
of our own Committee and to workers in other places. 


February 5, 1941. 


ROBERT NEWTON, Chairman, 

Canadian Committee on Storage and Transport of Food. 




F0MU10BD TO TH£ THIfiO VOLUDIE 

(Jill 'he origin, sponsoring bodies and organization of the Canadian 
JIL Committee on Storage and Transport of Food are described in 
the foreward to Volume One of these Collected Papers. The impact 
of war, however, diversified the activities of the Committee and 
.stimulated investigations in other fields, particularly dehydration. 
In these circumstances the name of the Committee was changed to 
the Canadian Committee on Food Preservation and Volume Two of 
the Collected Papers appeared under this title. 

The importance of preservation and transport of perishable foods 
during the war years resulted in a considerable increase in Committee 
activities. The sponsoring bodies assumed heavier responsibilities, 
and food research in university laboratories was extended through 
funds made available by the National Research Council for grants-in- 
aid of research. A new section on fats and oils was added and the 
Committee has now organized five subcommittees to deal with edible 
fats and oils, fish, fruits and vegetables, meat and animal products^ 
and the engineering phases of food preservation and transport. 

The present volume contains material that originated dtuing the 
war years. A number of problems arose in connection with the 
feeding of Service personnel and extensive studies on ration biscuits 
and related items were undertaken to secure the necessary information. 
Wartime shortages of refrigerated shipping space, containers and 
packaging materials, and edible oils also brought a number of new 
problems to the Committee’s attention. As a result most of the papers 
in the present volume deal with a wide variety of dehydrated foods 
and with packaging and substitute containers, preservation of bacon 
for shipment in non-refrigerated shipping space, and the conversion 
of linseed oil, normally an inedible product, into an edible shortening. 

W. H. Cook, Chairman, 

Canadian Committee on Food Preservation. 


March 31, 1947. 
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MICROBIOLOGICAL ASPECTS OF EGG POWDER 1 

C. K. Johns 2 

Science Service, Department of Agriculture, Ottawa 

(Received for publication February 19, 1944] 

Although small quantities of spray-dried egg powder had previously 
been produced in C anada, the decision of the British Ministry of Food early 
in 1 ( )42 that all eggs should subsequently go forward in powder form created 
tremendous problems overnight. The production of millions of pounds of 
egg powder oi a quality high enough to make an acceptable dish of scrambled 
eggs for the British consumer some* months later meant that a great deal had 
to be learned regarding the entire process. That remarkable progress has 
been made in quality improvement is evident from the very high reputation 
enjoyed by Canadian egg powder in Britain; much of this can be attributed 
to the excellent co-operation between the Special Products Board and its 
technical adviseis on the one hand, and the drying plant operators on the 
ol her. 

Am one who has smelt a rotten or musty egg should appreciate what 
bacterial growth can do to egg quality. However, eggs used for drying are 
first candled and graded; then when broken out the\ a re again carefully 
in^petud for abnormal appearance, and smelt to detect any off-odour. 
With the high quality of eggs being broken for drying in ( \mada (84% 
Grade V 1C f (hade B in 1 ( >43) the initial pioduct contains very few 
bucteiui ((), 7, 11, 12, 15), but in a small proportion, m»stly soiled 
eggs, bacteiia ha\e penetrated the shell. Given favourable tempera- 
tine conditions these organisms will grow rapidly and cause spoilage, 
hence tli*’ need for temperatures m\tr their freezing point if eggs 
tar to be* held for any extended period. The broken-out eggs, com¬ 
monly referred to as melange', generally contain relatively few bac¬ 
teria (H); if the melange is handled in pioperh saniti/ed equipment 
and kept sufficiently cold before drving, the resultant powder should 
show a very low count. (The drving process itself mav destroy as 
high as { ) ( ) 5 ( /f of the organ Fins in the melange (8), although the average 
reduction is much less than this (2, 4).) Fnfortunately, plant sanitation 
and practices are not always what the\ should be; when conditions are not 
right, higher counts on the powder may be anticipated. Consequentlv, as 
a means of checking on plant practices, limits for total viable count and for 
E. coli were incorporated in the specifications for the 1 ( >43 contract. 

OFFICIAL BACTERIOLOGICAL CONTROL OF CANADIAN EGG POWDER 

Standards 

Since little was known regarding the proper limits for bacterial content 
in egg powder, the standards finally agreed upon were a compromise betw een 
the view's of the British Ministry of Food, the Special Products Board and 
its technical advisers, and the driers. They were as follows: 

* Contribution No. 182 (Journal Series) from the Division of Bacteriology and Dairy Research, Science 
Service. Department of Agriculture, Ottawa, Canada. 

* Associate Bacteriologist. 
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Grade A Powder (prime powder for use in fresh egg dishes); total viable 
count after 48 hours incubation at 37° C. shall not exceed 500,000 per 
gram, with E. coli absent from 1/100 gram. 

Grade B Powder (residual fractions, for baking purposes only); no limit 
for viable count, but E. coli absent from 1/1000 gram. 

A tolerance of one car in four exceeding either the viable count or 
E . coli limits without the penalty of degrading 3 was agreed upon for Grade A 
powder, provided the presence of Salmonella types (other than S. pull arum), 
hemolytic streptococci and coagulase positive staphylococci could not be 
demonstrated. (This proviso regarding the absence of certain pathogenic 
types was suggested by the British Ministry of Food, who suspected that 
dried eggs might have been responsible for outbreaks of Salmonella food 
poisoning in Britain. However, in the absence of convincing evidence 
that such suspicion is justified, the reference to pathogens has been dropped 
from the 1944 specifications.) 


Simplified Technique ^ ETHODS 

While certain bacteriological studies on dried eggs had been carried 
out by the Division of Applied Biology, National Research Council (4, 16), 
the official control work became the responsibility of the Division of Bac¬ 
teriology and Dairy Research, Science Service, Department of Agriculture, 
on January 1, 1943. In addition to this routine work, investigations on 
various points, both in the drying plants and in the laboratory, have been 
carried on. Work was immediately commenced on the development of 
methods of analysis which would be better suited to routine control than 
were the research methods previously used (16). To this end, the standard 
agar medium employed in official milk control (1) was substituted for 
proteose peptone-tryptone agar, shaking of the primary dilution of powder 
with broken glass was substituted for the more laborious grinding with 
sand, while the number of tubes of Brilliant Green lactose bile broth used 
in the detection of E. coli was reduced from 20 or more to 5 per sample. 
In the latter connection, time was saved by the use of a single long copper 
cap covering the tops of all 5 tubes, in place of individual cotton stoppers. 
A detailed description of the official methods of analysis appears in 
Appendix A. 


Preparation of Sample 

Plating out from several replicate portions of certain samples soon 
revealed the need for a more adequate technique of mixing the sample. 
The official carlot sample, taken by the inspector at the plant, is a com¬ 
posite of portions taken from 80 or 90 packages. Since the bacteria count 
often varies greatly during a single day’s drying operations (8), the com¬ 
posite sample may contain portions of powder of widely different bacterial 
content. After experimenting with a number of methods, the one finally 
adopted consisted in running the powder twice through a sterilized house¬ 
hold flour sifter with a 4-armed rotating beater. Replicate portions of 
powder so treated showed a more satisfactory degree of uniformity in 
counts. 


% Degrading of a carlot of powder from Grade A to B meant a reduction of 5c. per pound in the drying 
charge paid the drier—approximately S3,000 per carlot. 
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A Simple Test for Plant Control Work 

Since the driers were to be severely penalized financially whenever a 
carlot of otherwise satisfactory powder failed to meet the bacteriological 
standards for Grade A powder, consideration was given to the possibility 
of developing a simple plant test whereby the drier could check his product 
from day to day to assure himself that his counts were not too high. To 
this end, the methylene blue and resazurin reduction tests (1), widely used 
in milk control, were adapted for use with egg powder. The powder was 
reconstituted by adding 2.5 gm. to 7.5 ml. of sterile physiological saline 
in a s" X 6" test tube containing broken glass, stoppering and shaking 
for a minute or two until the powder had gone into suspension. The 
reconstituted powder then had approximately the same moisture content 
as the melange before drying. The usual dye concentrations (1 :300,000 
methylene blue or 1 : 200,000 resazurin) were employed, and tubes were 
incubated at 37° C. 

Because of the wide differences in the intrinsic colour of reconstituted 
powder from one sample to another, considerable difficulty arose in deter¬ 
mining the degree of colour change. This was particularly true with 
resazurin. Consequently it was decided to concentrate on methylene blue, 
using complete reduction as the end-point. The comparative plate counts 
and methylene blue reduction times for 80 samples of powder tested between 
November 1942 and February 1943 are shown in Figure 1. It will be 
observed that the average reduction time for a given plate count is con¬ 
siderably longer than for an equivalent bacterial content in milk. This 
means that incubation would have to be continued for an inconveniently 
long time in order to detect all samples with plate counts in excess of 
500,000 per gram. 

Since this work was conducted, Scott and Gillespie (14) have described 
the use of the resazurin test as an indicator of quality in egg pulp in 
Australia. The test was modified by using a stronger concentration of 
dye (1 : 120,000), a lower incubation temperature (30° C.) and a pink end¬ 
point. The results showed a close correlation with the plate count on 
beef extract agar after 3 days at 25° C. However, in dealing with the 
quality of melange usually encountered in Canada, the test would be of 
limited value because of the long incubation period required. (A plate 
count of 500,000 per ml. was equivalent to an average reduction time of 
approximately 6 hours in their studies.) 

A more promising method for plant work is the Burri Slant Method 
(1, 7). In this method a calibrated loop is employed to pick up a very 
small portion of the liquid (approximately 1/2,000 gram); this is then 
distributed as evenly as possible over the dried surface of a trvptone glucose 
agar slant, and the tube incubated at a suitable temperature. This method 
has proven exceedingly useful in connection with plant sanitation studies, 
and much wider use will be made of it in 1944. 
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Direct Microscopic Count Method 

While the plate count method has been of distinct value in directing 
attention to faulty conditions, it was noticed that the powder from certain 
plants gave much lower counts than would be expected on the basis of 
sanitation surveys. It is generally agreed that the plate count of dried 
milk solids is not a reliable indication of the quality of the raw r milk used, 
since the process of manufacture and subsequent storage have a direct 
bearing upon the extent to which the bacteria survive. Information at 
hand suggests that the same holds true for dried whole egg (4, 8). In the 
dried milk field the direct microscopic method furnishes valuable informa¬ 
tion concerning the previous history of the product (10), and it seemed 
logical to assume that this also holds true for dried eggs. Bartram (2) 
has recently reported that this is the case. Consequently, starting July 28, 
1943, it was decided to make direct microscopic counts concurrently with 
plate counts. 

The results of these comparative studies, which are being reported 
elsewhere (9), confirm the opinion that the direct microscopic count does 
afford a better indication of the care given the melange prior to drying. 
A direct microscopic count limit of 2,000,000 per gram is therefore being 
incorporated in the 1944 specifications for Canadian Grade A powder. 


Coliform Organisms and E. Coli 

The determination of coliform organisms or of E. coli in egg powder 
has not been found particularly helpful. In drawing up the specifications 
it w r as expected that there would be a fairly close parallel between total 
counts and the presence of these types of bacteria, as has been reported for 
frozen eggs (13). The data presented in Table 1 indicate that this is 
frequently not the case; a high level of coliforms may accompany a low 
count, or a low level of coliforms a high count. Furthermore, there seemed 
to be little agreement between the results of coliform tests and of plant 
sanitation surveys in several plants. In consequence, the determination 
of coliform organisms and E . coli in Grade A powder has been dropped Tor 
1944. 

Resume of Results of 1943 Operations 

That Canadian driers, with few exceptions, have done a fairly 
satisfactory job from a bacteriological standpoint is indicated by the sum¬ 
marized distribution of plate counts in Table 2. Only 10 (4.25%) of the 
235 cars of Grade A pow^der exceeded the limit of 500,000 per gram. Of 
these 10 high counts, 3 could be attributed largely to slow freezing of 
melange stored for subsequent drying, with consequent bacterial develop¬ 
ment in the central core of the block; 2 others were due to the growth of a 
heat-resistant streptococcus in a tubular pre-heater, while only 2 could 
definitely l>e attributed to faulty care of equipment. Of the 3 remaining 
2 (from Plant H) appeared to result from a peculiarity in the construction 
of the driei. 
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The high counts due to the use of a pre-heater are of interest. This 
plant (G) had used the same tubular pre-heater since commencing opera¬ 
tions in August 1942 with a satisfactorily low level of counts. However, 
during February 1943 a powder cooling system was installed, whereby 
the powder was cooled to 80° F. or lower as it left the drying chaml>er. As 
Gibbons and Fulton (4) have reported, prompt cooling of the powder 
means a significantly higher number of organisms surviving. This, together 
with a gradual increase in the length of the day’s run as production increased, 
resulted in a markedly higher level of counts. Studies at the plant showed 
that counts near the start of the day’s drying were quite low (14,000 to 
41,000 per gram on 4 days) while at the end of the 19-hour run counts as 
high as 24,000,000 per gram were obtained. This enormous increase was 
found to be due to the growth of bacteria in portions of the melange adhering 
to the rubber gaskets and to the walls of the tubes, which latter frequently 
showed serious scoring; the melange came from holding vats at tempera¬ 
tures around 35° F. and was heated to around 80° F. in the tubular heater 
by water at 120° F. In at least one instance, the material remaining in the 
tubes at the end of the run was so acid it had coagulated. The* organism 
responsible for the high counts was found to be a streptococcus closely 
resembling .S’, thermo phil us. It produced pin-point colonies on t.ryptone 
glucose agar, and died off very rapidly in the powder. One sample gave an 
initial count of 2,700,000 per gram, yet after 12 days’ storage at 40° F. the 
count had fallen to 710,000. Upon elimination of the pre-heater the count 
fell abruptly, the highest at the end of the next 3 days’ runs being 7,000 
per gram. 

Kffect of Temperatures in T ransit upon Bacterial Content of Powder 

As was previously mentioned, the viable count of bacteria in egg 
powder is markedly affected by the temperature to which it is exposed after 
leaving the drying chamber. In order to determine what bacteriological 
changes might be brought about in official carlo! samples en route from the 
plants to the laboratory in Ottawa, two series of experiments were carried 
out. In the first experiment, samples of powder were taken directly from 
the sifter at a local plant on 5 successive days; in the second, similarly taken 
samples were shipped by express from each of 6 other drying plants. In 
each case the sample, after thorough mixing, was subdivided into a number 
of portions, each of which w ; as exposed to a definite temperature for a 
definite period. Fach sub-sample was then analyzed bacteriologically and 
the results compared with those from the initial analysis. From the 
average values, shown in Table 3, it appears that at 40° F. the bacteria 
counts showed no appreciable change even after 5 days; at 70° a moderate 
decline was noted after 2 days, being much more evident in the higher 
count samples, while at 86° to 90° a sharp reduction was noted, this being 
evident even after 1 day. Coliform organisms and E . coli appeared to die 
off more rapidly than the general flora at all three temperatures, the decrease 
being particularly pronounced at the higher temperatures. 

In order to keep such changes at a minimum, consideration was first 
given to the use of dry ice in the shipping container. However, this had 
to be dropped as dry ice was not available at several points where eggs w ere 
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being dried. Instead, it was decided to have the samples cooled as thor¬ 
oughly as possible before shipment. Samples from Western Canada were 
to be sent by air express, those from Eastern Canada by railway express. 
In this way all samples should reach the laboratory within 24 hours, with 
little or no change in their bacterial content. 


Bacterial Flora of Melange and Powder 

Some studies were conducted upon the flora of melange and of powder. 
Approximately 100 colonies from each of a series of plates prepared from 
samples of powder from 7 plants, and of melange from 1 plant, were fished 
into litmus milk and incubated at around 86° F. (30° C.) for 5 days. Smears 
were made from each tube, stained according to Gram’s method and exam¬ 
ined microscopically. While the flora of the single sample of melange 
comprised a variety of types, Gram negative rods predominated; in the 
powder samples on the other hand, a streptococcus which produced slight 
acid but failed to coagulate litmus milk was the preponderant type, often 
comprising over 90% of the colonies fished. 
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Figure 1. Comparative methylene blue reduction 
times and plate counts on 80 samples of dried egg. 

SUMMARY AND CONCLUSIONS 

The standards and procedure employed in the bacteriological control 
of Canadian dried eggs for export to Britain are described, together with 
some of the results for 1943. In 1943, out of a total of 235 carlots of 
Grade A powder, 95.75% gave plate counts of under 500,000 per gram. 

As a simple plant test for bacterial content of melange, the Burri slant 
method has been found most useful. Dye reduction tests were not so 
satisfactory because of end-point difficulties and the long incubation 
periods required. 

The direct microscopic count was found to reveal the past history of 
the product more satisfactorily than did the plate count, coliform or E . coli 
test. 
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The possible changes in bacterial content resulting from exposure of 
samples to various temperatures en route to the official control laboratory 
were investigated and arrangements made to minimize such changes. 

Studies on the flora of melange and powder revealed that the Gram 
negative rods which predominated in the former were generally replaced 
by a weak acid producing streptococcus in the powder. 
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Table 1.—Relation between bacteria counts, couform and E. colt content of 
Canadian grade a dried eggs 



| Bacteria count (thousands per gram) 

No. of tubes* Positive for 

Sample 

Viable 

Direct 

Conform 

E. coli 


microscopic 

organisms 


A 

21 


3'5 

3/5 

B 

12 

220 

20/20 

19/20 

C 

41 

| 880 

15/15 

11/15 

D 

3 

j 

12/15 

10/15 

E 

5 


11 /25 

8/25 

F 

21 

880 

10/20 

9/20 

G 

55 

550 

15/15 

10/15 

H 

26 


2/5 

2/5 

I 

15 


5 /5 

2/5 

J 

38 


8/10 

7/10 

K 

470 


0/5 


L 

1,300 


1/5 

1/5 

M 

630 


5/25 

3/25 

N 

2,000 


6/25 

6/25 

N 

580 


0/5 


O 

1,100 

12,000 

0/10 


P 

2,000 

35,000 

1/5 

1/5 

Q 

2,000 


6/25 

6/25 

K 

1,200 


2/20 

2/20 

s 

1,100 

4,100 

0/5 



Inoculated with 1/100 gm. of powder. 

Table 2 —Distribution of viable counts on dried eggs. 1943. 


Grade A | 


Viable 

counts (thousands per gram) 



No. of 







Plant 

carlot 

samples 

<10 

10-25 

26- 100 

101-500 

| 501-1,000 

>1 ,000 

A 

,20 

l 

14 

i 

4 

1 



B 

21 

1 

1 

9 

8 

0 

2 

C 

29 

2 

1 

10 

14 

1 

1 

D 

55 

19 

13 

21 

2 



b: 

1 11 


2 

1 

8 



F 

15 

1 

8 

5 

1 



G 

49 

15 

4 

16 

11 

1 

2 

H 

1_22 




20 

2 


1 

j 13 

1 

1 

4 

6 


1 

Totals 

j 235 

40 

44 

70 

71 

4 

6 

Percentage 


17 0 

18 7 

29 8 

30 2 

1 7 

2 6 

Grat 

Je B 







A 

1 6 


1 

3 

2 



B 

14 

1 

1 

5 

5 

1 

t 

C 

19 

0 

1 

9 

7 

0 

2 

I) 

12 

4 

4 

3 

1 



E 

V 

G 

5 



3 

2 

i 


6 


1 

4 



1 

H 

5 




1 

0 

4 

1 

3 

1 

0 

2 




Totals 

70 

~ 6. 

8 

29 

18 

1 

8 

Percentage 


8 6 

11 4 

41 4 

25 7 

1 5 

11.4 
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Table 3.—Effect of temperature on bacterial content of whole egg powder 


Scries I 

Days 

Temperature (°F.) 

(Averages of 5 samples) 

held 

40° 

Q 

O 

86° 

Plate count 

0 

76,400 

76,400 

76,400 


2 

84,300 

55,900 

30,900 


5 

79,000 

50,000 

7,680 

Coliform organisms* 

0 

40 4 

40.4 

40 4 


2 

60 2 

48 8 

5 2 


5 

53 4 

20.0 

0,0 

E . coli * 

0 

20.6 

20 6 

20 6 


2 

56 0 

13 1 

0 8 


5 

18.4 

1 7 

0 0 

Series II 

Da vs 

40° 

70° 

90° 

(Averages of 6 samples) 

held 

Plate count 

0 

98,100 

98,100 

98,100 


1 

100.000 

90.900 

52,600 


2 

117,000 

70,000 

29.000 

Coliform organisms* 

0 

8.4 

8 4 

8 4 


1 

5 1 

2 2 

0 6 


2 

4 2 

1 3 

0 3 

E. coli * 

n 

1 8 

1 8 

1 8 


1 

2 9 

1 8 

0 3 


2 

1 8 

0 7 

0 0 


♦ Most probable number calculated Irom inoculation of 5 tubes with 0 1 gin and 5 tubes with 0.01 gm. 
of powder 


APPENDIX A. 

Official Methods for Bacteriological Analysis of Canadian 
Wuoi e Cgg Powders 

(1) Prepa ration of Sa mpir 

Studies have shown that certain samples vary widely in count from 
portion to portion. Thorough mixing of the sample is therefore essential. 
Running the powder at least twice through a suitable type of Hour sifter 
(which has previously been sterilized) has been found to give good results. 
Where the same sample is to be used for chemical analysis, care should be 
taken that it is not unduly exposed to the air because of the ease with which 
it picks up moisture from the atmosphere. 

(2) Reconstitution of Powder 

A 1 : 10 dilution is prepared by weighing out 11 grams of the thoroughly 
mixed sample into a sterile wide-mouthed jar or flask of approximately 
200 ml. capacity containing a spoonful of glass beads. The contents of a 
dilution bottle containing 99 ml. of sterile physiological saline solution 
(0.85% NaCl in distilled water) are then poured into the jar or flask and 
the contents shaken vigorously until a uniform suspension is obtained, 
usually within a minute. The dilution should be allowed 1 6 stand for 
several minutes until the air bubbles have risen to the surface before 
preparing further dilutions. 
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If desired, the 1 : 10 dilution may be prepared by using 10 grams 
of powder and 90 ml. of saline. 

Further dilutions are prepared by introducing 1, 10, or 11 ml. portions 
of the 1 : 10 dilution into dilution blanks containing appropriate amounts 
of sterile saline solution. 

(3) Escherichia coli Test 

From the 1 : 100 dilution five 1-ml. portions are pipetted into a similar 
number of fermentation tubes containing 2% Brilliant Green bile broth for 
the E . coli presumptive test. A 10-ml. or 11-ml. pipette graduated in 1 ml. 
is convenient for this purpose. Tubes are incubated at 37° C., and ob¬ 
served at intervals over 48 hours. As soon as gas formation is observed, 
the liquid in each of such tubes is streaked over the surface of a plate 
previously poured with eosin-methylene blue agar and allowed to harden. 
Two such streakings may be made on separate halves of the same plate. 
The streaked plate is incubated at 37° C. for 18 to 24 hours; the appearance 
of typical black metallic colonies is regarded as indicative of the presence 
of E, coli. 

(4) Total Viable Bacterial Count 

For total bacterial count, duplicate plates are prepared from both 
1 : 1,000 and 1 : 10,000 dilutions. From the 1 : 100 dilution, 0.1-ml. 
portions may be transferred with aid of a 1.1 or 2.2-ml. pipette to the 
plates for the 1 : 1,000 dilution, while 1-ml. portions of the 1 : 100 dilution 
are transferred to a 99-ml. saline dilution bottle to give a dilution of 
1 : 10,000. From the latter, 1-ml. portions are pipetted into plates for 
that dilution. If desired, dilutions may be prepared from the 1 : 100 
dilution by introducing 11-ml. quantities into 99 ml. dilution blanks, or 
10-ml. into 90 ml. blanks. 

Approximately 10 ml. of medium, melted and cooled to 41-42 0 C., 
are poured into each plate and mixed with the inoculum within 20 minutes 
of preparing the 1 : 100 dilution. The medium employed is the standard 
medium for milk analysis, tryptone glucose extract agar containing 1% 
skim milk. If desired, the skim milk may be omitted, since it has no 
appreciable effect upon the count obtained with egg powders. After the 
medium has hardened, plates are incubated at 37° C. for 48 hours and all 
colonies counted with the aid of a Quebec colony counter or equivalent 
device. The average of duplicate plates on the dilution represents the 
total bacterial count. 

Retest of Samples Exceeding Limits for Grade A 

Should the total count exceed v500,000 per gram, or should 2 or more of 
the 5 fermentation tubes contain E. coli , a further 11 (or 10) gram sample is 
taken and the above analysis repeated. An additional 10 tubes containing 
Brilliant Green bile broth are inoculated with 1 ml. portions of a 1 : 1,000 
dilution to ascertain whether the powder exceeds the limit for Grade B 
(not more than 4 of the 10 tubes to contain E . coli). The grade of the 
powder is then determined on the average of the results from both sets of 
analyses. 
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DIRECT MICROSCOPIC METHOD IN BACTERIOLOGICAL 
CONTROL OF DRIED WHOLE EGGS 1 

C. K. JOHNS and H. L. BERARI) 

Dvmsion of Bacteriology and Dairy lie search, Science Scrvt cv. 

Department of Agriculture , Ottawa , Canada 

(Received for. publication, .January 17, 1944) 

The sudden demand of the British Ministry of Food for enormous 
quantities of dried whole eggs of a quality suitable for fresh-egg dishes 
has introduced, among others, the problem of bacteriological control of 
breaking and drying operations. Since the nine drying plants in Canada 
are widely' scattered, main reliance had to be placed upon bacteriological 
examination of the powder itself at a central laboratory, supplemented 
where possible by plant-sanitation surveys. 

As a result of discussions between the driers, the British Ministry of 
Food, and the Special Products Board and its technical advisers the fol¬ 
lowing standards wore agreed upon for the 1913 diwing season* 

Crude A powder (for uses in fresh-egg dishes), total viable «*ount on tiyptone 
glucose agar, after 4S hours at 37°C\, shall not exceed 300.000 pel grain, with 
E eoh absent, fiom J/100 gram. 

Crude B powder (residual portions, for baking purposes only), no viable count 
limit, but E. coh absent from 1/1,000 gram. 

While tin* plate count in particular was of value in directing attention to 
several eases of faulty plant practice, it was nevertheless noticed that an 
occasional plant, where sanitary conditions and practices were not above 
criticism, maintained a surprisingly low level of viable counts. Informa¬ 
tion at band | Johns (1943a) j suggested that, as in the ease of dried milk, 
the plate count of egg powder is greatly influenced by r the method of drying 
and of subsequent storage. In the dried-milk field, the direct microscopic 
method furnishes valuable information concerning the previous history of 
the product | Prickett (1939)] and it seemed logical to assume Iliat this 
might also hold true for dried eggs. Bar train (1943a) has recently’ reported 
that this is the ease. Consequently' it was decided to make direct micro¬ 
scopic counts concurrently" w ith plate counts on all samples received after 
July 2f>, 1943. 

The technique originally" employed was to spread 0.01 ml. of a 1/10 
dilution of egg powder over an area of one sq. cm. on a clean microscopic 
slide, then to defat, fix, and stain with the Newman-Lampcrt combined stain 
commonly" used in milk work. This, however, was not too satisfactory, the 
background being too dark for easy counting. The acid-methylene blue 
stain described by Mailman and Churchill (1942) was next tried, but 
trouble w r as experienced with films washing off. Fmally r , the technique 
described iu Standard Methods for the Examination of Dairy Products 
(1941), using North’s aniline oil-methylene blue stain, was adopted with 
the staining period extended to one to two minutes, as suggested by Bart- 

1 Contribiition No. 181 (Journal Series) from the Division of Bacteriology and Dairy 
Research, Science Service, Department of Agriculture, Ottawa, Canada. 
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ram (1943b t. This gave much more satisfactory results. We have recently 
been experimenting with various modifications of Gray’s (1943) methylene 
blue-basic fuchsin stain ; this also gives nice results but the technique re¬ 
quires more careful attention than North’s. For official control purposes, 
at least (iO fields should be counted unless organisms are present in very 
large numbers. As suggested by Pnrtram (1943b), paired cocci are counted 
as a single cell to avoid attempting to differentiate between them and long 
rods with an unstained or lightly stained central spore, where a clump 
or chain of cells is found, however, each individual coll is counted. 

The greater value of the direct microscopic method in indicating the 
previous history of the product is suggest cm] by the data (Table 1 K Plant 


TABLE i 

Counts on Whole Powder 


fount 


S.lTIipiC 

< i nous ji na.s jH l J ^ntnu 

Riitn#- 
1> M PI 

Direct 

microscopic 

I’iuft* 

Plant A 1. 

330 

ii 

30.0 


220 


14 0 

a ... . 

no 

12 

0.2 

4 . .. . 

no 

17 

»< r, 


i or, 

34 

1 S 

.j 

330 

23 

1 l.'! 

7 

110 

4 

27 •' 

k 

330 

30 

ii ii 

0 . .| 

220 

10 

22 (» 

Tlimf ii 1 . 

r,r>o 

s 

00 0 

‘1 

330 

n 

1 30.0 

a . . 

880 

21 

12 0 

i . 1 

1,100 

34 

32 0 

" * . j 

770 

0 

SO .0 

(\ _ .... .... . ...... 

770 

0 

j M, 0 

7 

440 

17 

! 20.0 

k . . . 

330 

03 

VO 

»» .. . . .1 

<>,200 

70 

o 

p». . ! 

no 

SO 

1.4 

n .! 

SSO 

01 

0> 

12 . . 

000 

01 

! 7.3 

13 .! 

930 

10 

| O3.o 

14 .. .! 

1.3o0 

8 

| 102 0 


A, where good sanitary conditions prevailed, showed low counts with both 
methods. Plant JR. where sanitation sometimes suffered as a result of em¬ 
phasis upon volume of production, showed equally low plate counts (a 
box-1 ype drier was used) but the direct microscopic counts were almost 
invariably at a much higher level than in Plant A. That this is not infre¬ 
quently the case is shown (Fig. ] ), wherein the relative counts by direct 
microscopic and plating methods on a series of 150 prime powders from 
nine plants are shown. 

High counts in the powder may be due either to the use of low-grade 
eggs or to ox>portumties for growth of bacteria prior to drying. Since 
Canadian driers are furnished with high-grade shell eggs containing few 
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bacteria, Johns (1943b), high counts in (Canadian egg powder can almost 
invariably be attributed to faulty plant practice. The count obtained by 
the plating method suffers from the disadvantage that it is significantly 
affected by such factors as the type of drier, drying temperature, speed 
of removal from drier, rate of cooling, and temperature and length of 
storage, so that extremely low eounts may sometimes he obtained from 
melange with a moderately high bacterial content. The direct microscopic 
count, being much less influenced by the factors mentioned, reflects more 
accurately the conditions under which the melange was handled, and thus 
appears to he of greater value in control work. 



JElO. I. Comparative counts (oxpiossed as logarithms v ot 1*»0 samples of Canadian 
dried whole eggs hy direct microscopic and plate count methods 

In one respect the direct microscopic method as applied to dried eggs 
is less satisfactory than when applied to dried milk. This is when the 
melange has been pasteurized before drying. While the degree of heat 
treatment given egg melange [(>() o O.(140°F.) for 30 minutes in the present 
instance] is less severe than that given milk in forewarming, the bacterial 
cells in pasteurized melange (or powder made therefrom) fail to stain 
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with either North’s or Gray’s stains as they do in dried milk. This is 
illustrated by the counts on samples of pasteurized and unpasteurized 
melange and powder (Table 2). The plant in question w r as working with 
frozen melange of such a high bacterial content that they were experienc¬ 
ing difficulty in meeting the bacteria count limits for Grade A powder. 
To reduce the count on their powder, vat pasteurization was resorted to 
with the result tiiai both plate and direct microscopic counts fell to a low 
level. Similar results have been obtained with powder from a second plant 
which has followed the same practice of pasteurizing high-eount melange. 
The possibility of so modifying the technique of the direct microscopic 
method that the organisms destroyed hv pasteurization may be rendered 
stainable is being investigated. 


TABLE 3 


Comparison of Plate atul Direct Microscopic Counts 1 on 
Pasteurized rs. Uti pasteurized Efjff 


Sample 

Melange in thawing 
tank 

Melange in balance 
tank 

Powder 

n m 

Plate 

I) M. 

Plate 

D.M. 

Plate 

Unpasleurized 

Nov. 19. 

36,000 

3,500 

330,000 

13.000 

250,000 

240 

Nov. 23. 

46,000 

8.900 

240,000 

15,000 

52,000 

630 

Pasteurized 

Nov. 2G. 

i 

17,000 

11,000 

110 

59 

350 

12 

Dec. 1. 

3.300 

900 

220 

S 

<110 

11 

Dec. 16. 

1,600 

<110 

48 

<110 

33 

Jan. 11. 

2,900 

3,600 

75 

24 

150 

16 





J Uiven m thousands per gram. 
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Chemical Inhibition of Growth of Fish Spoilage Bacteria 


By II. L. A. Tarr 

Pacific Fisheries Experimental Station 
(Received for publication October 26 , 1943) 


ABSTRACT 

Inhibition of the growth of fish spoilage bacteria in naturally contaminated fish muscle, and 
in some instances of pure cultures of such organisms cultivated on laboratory media, by penicillic 
acid, 4-methoxy-2 :5 toluquinone, methyl formate, ethyl formate, ethylene oxide, propylene 
oxide, methyl ether, ethyl ether, chloroform, ethylene dichloride, ethyl chloride, 1 :4 dioxane, 
Chloramine B, Chloramine T, a mixture of isomeric glycerol formats, sodium chlorite, sodium 
benzoate, sodium nitrite, and one patent fish preservative was investigated. The results are 
discussed and are summarized in detail. 


Tlir value of a number of different chemical compounds in inhibiting growth 
of fish spoilage bacteria in culture media and in fish flesh itself was described in 
previous publications (Tarr and Sunderland 1939, 1940; Tarr 1941, 1942). The 
bactericidal or bacteriostatic action of various chemical compounds, many of 
which were not previously investigated, is recorded herewith. 

EXPERIMENTS WITH ISOLATED BACTERIAL CULTURES 

The cultures used were those employed in previous experiments (Tarr 1939). 

Penicillic acid (5-methylene 4-keto 3-methoxy 2-hexenoic acid) was pre¬ 
pared by the action of Penicillium cyclopium Westling on glucose as described by 
Birkinshaw, Oxford and Raistrick (1936). The 4 - methoxy - 2:5 toluquinone 
was prepared by Ashley’s method (1937). Solutions of these compounds of the 
required strength were made by dissolving them in boiling sterile distilled water 
(Oxford, Raistrick and Smith 1942). Sterile 16 X 150-rnm. tubes received 2 ml. 
of Bacto nutrient broth (double the normal strength), 0.5 ml. of 0.2 M phosphate 
buffer (different pH values), 1 ml. of an aqueous solution of penicillic acid or 
4-methoxy-2 : 5 toluquinone of the desired strength (water in controls) and 0.5 
ml. of a saline suspension of cells of the organism being studied. The saline 
suspensions of the test organisms were prepared by transferring a portion of a 1- 
or 2-day-old culture of the organism in Bacto nutrient broth into sterile 0.1 per 
cent sodium chloride, the number of bacteria present being determined directly 
using a Petroff-Hausscr counting chamber. The inoculated tubes were incubated 
at 25°C., the amount of visible growth being recorded at stated intervals. 

The results of experiments using one species of Micrococcus and two of 
Achromobacter (tables 1 and II) showed that the bactericidal or bacteriostatic 
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action of both compounds varied with the cultures used, and in all instances was 
more pronounced in acid than in neutral or faintly alkaline medium. With the 
exception of culture 1 ( Micrococcus sp.) neither compound exerted a very pro¬ 
nounced inhibition in 0.001 per cent concentration, 0.01 per cent being, however, 
usually very active in this respect. On the whole 4-methoxy-2 : 5 toluquinone 
exhibited similar, though more marked, inhibitory action than did penicillic acid. 

Methyl bromide has marked insecticidal properties (Dudley and Neal 1942), 
and inhibits the growth of yeasts which contaminate dates (Mrak 1941), but as 


Table I. Effect of penicillic acid on the growth of culture 22 (.Achromohacter sp.), culture 16 
(.Achromobader sp.), and culture 1 (Micrococcus sp.). Inocula 8.9 X 10°, 0.7 X 10°, and 
2.3 X 10® organisms (or clumps of cells for culture 1) respective!\ . 


Culture 

no. 

initial 
pH of 
medium 


Controls 

0.019 

0 penicillic acid 

0.0019c penicillic acid 

1 day 

2 days 

2 weeks 

1 day 

2 days 

2 weeks 

1 day 

2 days 

2 weeks 

22 

5.90 

4 44 

444 

4-4-4- 

- 

- 


44 

444 

444 


6 00 

444 

+ + 

4-4-4- 

- 

- 

- 

4 4 

4+4 

4 44 

{ | 

6.20 

444 

444 

4-4-4- 

- 

- 

4 44 

44 

+++ 

444 


6 45 

444 

4 4 + 

4-4-4- 

- 

- 

444 

++ 

444 

444 

41 

6.75 

444 

4-4-4- 

44-4- 

- 

44 

444 

444 

44 4 

444 

44 

7 20 

444 

4-4-4- 

4-44- 

44 

444 

44 4 

44 4 

4 4 4 

4 -1 4 

44 

7 55 

444 

+++ 

4-4-4- 

4 4 

444 

+++ 

444 

44 4 

444 

41 

7.80 

444 

4-4-4- 

4-4-4- 

44 

4 44 

+++ 

444 

4 44 

44 4 

16 

5,90 

4 

444 

4 4-4- 

- 

- 

- 

- 

4 4 

44 4 

44 

6.00 

4 

4-4-4- 

4-4-4- 

- 

- 

444 

+ 

+ +- 

+ +•+ 

44 

6.20 

4 

4-4-4- 

4-4-4- 

- 

- 

444 

4 

4 44 

444 

44 

6.45 

4 

4-4-4- 

4-4-4- 

- 

4 

444 

44 

+++ 

+++ 

44 

6.75 

44 

444 

444 

- 

4 

444 

4 4 

444 

4 44 

44 

7 20 

444 

444 

444 

4 

44 

444 

++ 

44 4 

444 

44 

! 7.55 

444 

444 

14-4-4- 

4 

4 44 

444 

44 

444 

444 

44 

| 7.80 

44 

444 

444 

4 

4 4- 4 

4 4" 4 

4 4 

44 4 

444 

1 

5 90 

- 

- 

- 

— 1 

- 


- 

- 

_ 

44 

6 00 

- 

- 

_ 

- 

- 

- 

- 

- 

-- 

<4 

6.20 

4 

44 

444 

- 

- 

- 



- 

14 

6 45 

44 

44 

4-4-4 

- 

- 

- 

- 

1 

- 

44 

6.75 

44 

44 

444 

~ 

- 

- 

- 

- 

4 4 

44 

7.20 

+ 

4 

4 

- 

- 

- 

- 

- 

4 

44 

7.55 

- 

- 

4 

- 

- 

- 

- 

~ 

4 

44 

7.80 

- 

- 

- 

- 

- 

- 

- 

4 

_4_ 


far as the writer is aware its bactericidal action has not been previously investi¬ 
gated. 

Bacto nutrient agar (pH 7.1) and nutrient broth (pH 7.2) were sterilized in 
3-ml. amounts in 12 X 150-rnm. tubes, the agar medium being sloped prior to 
inoculation. Cultures 1 to 24 were grown for 24 hours at 25°C. in Bacto nutrient 
broth (pH 7.0) and one 2-mm. loopful of each culture was transferred to each of 
five broth and five agar tubes. Five complete similar sets of inoculated media 
were thus obtained for each of the 24 cultures, and one set at a time was treated 
with methyl bromide as follows. The tubes were placed in a vacuum desiccator 
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and subjected to reduced pressure (about 6 cm. of mercury) by means of a water 
pump. The desired amount of methyl bromide (measured in cm. of mercury) 
was then permitted to enter the desiccator, followed by air until prevailing atmos¬ 
pheric pressure resulted. The tubes were exposed for 30 minutes, and were then 
removed, incubated at 25°C., and the presence or absence of growth noted at 
stated intervals. The results (table IJ1) showed that methyl bromide exerted a 
pronounced bactericidal action, only 12 per cent of broth and 0 per cent of agar 
cultures exhibiting growth after two weeks following exposure to 50 cm. of methyl 


Table II. Effect of 4-methoxy-2 :5 toluquinone on the growth of culture 22 {Achromobacter 
sp.), culture 16 (Achromobacter sp.), and culture 1 (Micrococcus sp.). Inocula 8i) X 10®, 
0.7 X 10® and 2.3 X 10® organisms for dumps of cells for cult tin* 1) respectively. 







0.01% 

4-methoxy-2 : 5 

0.001% 

4-methoxy-2 : 5 


Initial 


Controls 

| toluquinone 

toluquinone 

Culture 

pH oi 



















no. 

medium 

1 day 

2 days 

2 weeks 

1 day 

2 da vs 

2 weeks 

1 dav 
' 

2 days 

2 weeks 

22 

5.90 

4" 44 

4 4 4 

444 

- 

~ 

_ 

4 4 

444 

444 

44 

6 00 

+++ 

4 4 4 

444 

- 

- 

- 

4 4 

444 

444 

“ 

6 20 

444 

+■++ 

4- 44 


- 

- 

44 

444 

444 

A i 

f> 45 

■+■ 4 4“ 

444 

444 

- 

- 

- 

4 4 

+++ 

444 

w 

6.75 

■+++ 

++ + 

444 

- 

- 

- 

4 4 

4 4 4 

444 

“ 

7.20 

+++ 

++ + 

4 4 4 

- 

- 

- 

44 

444 

44 4 

4 A 

7 55 

+++ 

444 

4 44 

- 

- 

- 

44 

444 

444 

“ 

7 80 

4-4-4 

+ 44 

444 

- 


- 

4 4 

444 

4 4 4 

16 

5 90 

4 

4 44 

444 

- 


- 

~ 

- 

- 

“ 

6. (X) 

4 

4 4- 4 

44 4 

- 

- 

- 


- 

- 

“ 

6.20 

4 

444 

444 

- 

- 

- 

4 

444 

444 

“ 

6.45 

+ 

444 

4 4f- 

- 

- 

- 

4 

+ 4 + 

4 4 4 

44 

6 75 

++ 

44- 4 

4 44 

- 

j 

- 

4 4 

|+ + + 

444 

44 

7 20 

4 44 

4 44 

44 4 

- 

- 

i 

44 j 

i + + + 

+++ 

a 

7.55 

444 

44 4 

4 44 


- 

- 

44 i 

444 1 444 

i i 

7.80 

4- 4 

44 4 

44 4 

- 

- 

- 

4 4 | 

+•+ + 

444 1 

1 

5 90 


... 

- 

- 

- 

- 

i 

j 


i 

“ 

6.00 

+ 

4 

4 

- 

1 

- 

- i 


- 

44 

6 20 

4 4 

4 

4 4 

- 


- 

- i 

- 

- 

4 ‘ 

6.45 

4 4 

44 

444 

- 

- 



- 

~ 

44 

0 75 

4 

44 

444 


- 

- 

i 

- 

- 

a 

7.20 

4 

44 

4 44 

- 

- 

- 

- 

- 

4 

n 

7 55 

4 

4 

4 4 

- 

- 

- 

- 

- 

4 

i t 

7 80 

- 


4 

- 

- 

~ ! 

- 

- 

4 


bromide for 30 minutes. It w'as not determined whether methyl bromide would 
exert greater activity if applied in partial vacuum without allowing air to run in 
until atmospheric pressure was attained. 

EXPERIMENTS WITH NATURALLY CONTAMINATED FISH MUSCLE 

The following technique was used throughout for the sake of uniformity. 
Fresh fish were filleted carefully under clean conditions, the flesh was minced in 
a domestic machine, mixed thoroughly, and 95-g. portions were placed in sterile 
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250-ml. covered glass beakers. The various compounds studied (with the excep¬ 
tion of those applied as gas) were dissolved to the desired concentration in sterile 
distilled water, 5 ml. of the resulting solution being added to, and intimately 
mixed with, one 95~g. portion of minced fish muscle. Special precautions had to 
be observed with solutions of 4-methoxy-2 : 5 toluquinone and of ethylene oxide. 
The former, which is sparingly soluble in cold water, was added as a hot solution, 
while the latter, which readily loses gas on warming, was added under cold condi¬ 
tions. Treated samples were stored at 0.5°C. unless otherwise stated. Direct 


Table III. Effect of methyl bromide (MeBr) on growth 


Culture 

no. 

Genus 

Culture (No MeBr) 

5 cm. MeBr 

1 day 

A* B* 

2 days 
A B 

14 days 
A B 

1 dav 

A B 

2 days 
A B 

14 davs 
A B 

1 

M urococcus . 

-f 

— 

4* 

— 

4* 

4* 

4- 

— 

4- 

— 

4- 

— 

2 

14 

4* 

4- 

4- 

4- 

4* 

4“ 

4- 

— 

4- 

— 

4- 

4- 

3 

Yeast. 

4* 

4- 

4- 

4- 

4- 

4- 

4- 

— 

4- 

— 

4- 

4- 

4 

Micrococcus . 

4- 

4- 

4- 

4- 

4- 

4- 

4- 

- 

4* 

+ 

4- 

4- 

5 

4 i 

+ 

4- 

4- 

4- 

4- 

4“ 

4- 

— 

4- 

— 

4~ 

4- 

6 

Flavobactenum . 

+ 

4- 

4- 

4- 

4- 

4- 

4- 

_ 

4- 

— 

4- 

— 

7 

Micrococcus . 

4- 

4* 

4- 

4- 

4- 

4* 

4- 

4* 

4* 

4- 

4- 

4- 

8 

44 

4- 

_ 

4- 

— 

4- 

4- 

4- 

- 

4- 

- 

4- 

- 

9 

Achromobacter . 

4- 

4- 

4- 

4- 

4- 

4- 

4- 

- 

+ 

— 

4- 


10 

Micrococcus . 

4- 

- 

4- 

- 

4- 

4- 

4- 

— 

4* 

— 

4- 

— 

11 

<< 

4- 

4* 

4- 

4- 

+ 

4- 

4* 

- 

4- 

4- 

4“ 

4- 

12 j 

Yeast . 

4- 

4- 

4- 

4- 

4- 

4- 

— 

— 

4- 

— 

4- 

4- 

13 

Micrococcus . 

4- 

— 

4- 

- 

4- 

4- 

4- 

— 

4- 

— 

4- 

4- 

14 

Yeast . 

4- 

4- 

4- 

4* 

4- 

4- 

4- 

- 

4- 

- 

+ 

— 

15 

“ .! 

4- 

+ 

4- 

+ 

4- 

4- 

4~ 

— 

4- 

— 

+ 

4- 

16 

Achromobacter . 

+ 

- 

4- 

4- 

4- 

4- 

4* 

— 

+ 

+ 

! + 

4* 

17 

“ . 

4- 

+ 

4- 

4- 

4- 

4* 

4- 

- 

4* 

+ 

! 4- 

4* 

18 

Micrococcus . 

4- 

— 

+ 

— 

4- 

4- 

4- 

— 

4- 

— 

; 4* 

4* 

10 

Achromobacter. .. 

4* 

4- 

4* 

4- 

+ 

4- 

4- 

— 

4- 

— 

4- 

4- 

20 

Micrococcus . 

+ 

— 

4- 

— 

+ 

4" 

4- 

— 

4- 

— 

4“ 

+ 

21 

Flavobactenum . 

4- 

— 

4- 

— 

+ 

4- 

— 

— 

+ 

— 

4* 

4- 

22 

Achromobacter . 

4* 

+ 

4" 

4* 

+ 

4* 

+ 

4- 

4- 

4- 

4* 

4- 

23 

44 

4* 

4- 

+ 

4* 

4- 

4* 

+ 

— 

4- 

4* 

4- 

4" 

24 

Micrococcus . 

4- 

4- 

4- 

4- 

4- 

4- 

4- 

— 

4- 

— 

4- 

+ 


*A = agar; B = broth; -f 585 growth; — * no visible growth. 


(Tarr 1943) or viable (Tarr and Bailey 1939) bacterial counts were made after a 
stated time. 

Gas treatment of fish flesh was carried out as follows. Beakers containing 
the minced muscle were placed in a vacuum desiccat or and subjected to a reduced 
pressure (3 or 6 cm. of mercury) for 2 minutes. The required amount (measured 
by the increase of the pressure) of the gas being studied was run in as quickly as 
possible, though in the case of gases which were very soluble in water (ethylene 
and propylene oxides) rapid solution of the gas in the muscle fluid made the 

























261 


measurement of added gas only very approximate. The flesh was exposed to the 
gas for a given time, and then subjected to a reduced pressure (about 2 cm. of 
mercury) for 5 minutes in order to remove much of the gas from the fish. Air 
was then allowed to enter the desiccator, and the treated samples were stored at 
0.5 or 10°C., direct bacterial counts being made at stated times. 

The following compounds were studied in the experiments to be described: 
methyl formate, ethyl formate, methyl ether (purchased as 40 per cent solution 
in sulphuric acid) and propylene oxide (E.K. “Eastman”); ethylene glycol, pro¬ 


of isolated bacterial cultures in broth and agar media. 




10 cm 

McBr 




26 cm 

McBr 

_ 


50 cm. McBr 


1 day 

2 days 

14 clays 

1 day 

2 days 

14 days 

1 day 

2 days 

14 days 

A 

B 

A 

_ 

B 

A 

13 

A 

B 

A 

B 

A 

B 

A B 

A B 

A 

B 

_ 

_ 

+ 

_ 

4- 

__ 

_ 

— 


_ 

_ 

_ 

_ _ 

_ _ 


_ 

4- 

- 

4" 


4- 

4- 


— 

4~ 

— 

4“ 

4- 

_ __ 

— — 

— 

- 

— 

— 

- 

— 

4- 

4_ 

- 

— 

— 

— 

— 

— 

— — 

— — 

— 

4- 

— 

— 

4- 

4 

4- 

+ 

— 

- 

4- 


4- 

4* 

— — 

— — 

— 

4- 

- 

- 

4- 

- 

4- 

+ 

— 

- 

+ 


4- 

- 

_ _ 

- - 

4- 

- 

— 

— 

4- 

— . 

4 

+ 


— 

— 


4- 

— 


— — 

— 

— 

4- 

4- 

4- 

4- 

4- 

+ 


— 

4- 

+ 

4- 

4- 


- — 

4- 

4- 

i - 

- 

4- 

- 

4- 


_ 

- 

- 


- 

- 


- - 

- 

- 

— 

— 

-f 

— 

4~ 

4- 


— 

— 

— 

— 

4- 

— _ 

— — 

— 

— 

- 

- 

4- 

- 

4- 

4* 

— 

— 

- 

— 

- 

- 

- - 

- - 

- 

— 

— 

— 

+ 

— 

4- 

4- 



— 


4- 

+ 

-* — 

— — 

— 

” 

- 

- 

+ 

- 

+ 

- 




- 

- 


1 “ 

- - 

- 

- 

... 

— 

— 

! — 

— 

_ 

i 

— 



— 

— 


— — 

— — 


— 

— 

— 

! 4- 

4- ' 

4“ 

+ 1 

— 

- 

! - 

- 

— 


j _ _ 

— — 

— 

— 

- 

- | 

4- 

+ 

4* 

4- 

’ - 

- 

! - 

- 

- 

- i 

- - 

- - 

- 

- 

— 

— 

! + 

— 

! + 

~ 

— 

— 

! — 

— 

— 

— 

— 

— — 

— 

— 


- 

! 4" 

- 

4- 

4_ 

- 

1 

- 

i 

i 

+ 

- - 

- “ 

- 

4- 

— 

— 

! + 

— 

4- 

— 

— 


— 



— 

— — ; 

— — 

— 

— 

- 

- 

: + 

- 

4- 

4- 

- 

! 

” | 

- 

— 

: + 

+ 

— — 

— — I 

— 

— 

4* 

4~ 

4" 

+ 

4- 

4- 

- 

- j 

4- 

4- 

4~ 

+ 


4“ *“■ 

+ 

4- 

4- 

— 

4 

4- 

4~ 

4" 

— 


— 

— 

+ 

+ 


— — 

- 

4* 


— 

4- 

- 

4" 

_+ 

- 


4- 

4’ 

! 4- 

+ 

- ~ 

- - 

- 

- 


pylene glycol, trimethylene glycol, 1 :4 dioxane, methyl bromide and ethylene 
dichloride (E.K. “Practical”); ethylene oxide, ethyl chloride and chloroform 
(E.K. “Technical”); Chloramine T (B.D.H.), Chloramine B (Solvav Process Co.); 
sodium chlorite (Mathicson Chemicals “Technical”), and sodium nitrite (B.D.H. 
“A.R.”). A mixture of 5-m-dioxanol and 4-hydroxy methyl-1 : 3 dioxolane (iso¬ 
meric glycerol formats) was kindly prepared by Dr. N. M. Carter of this Station. 
A sample of “Nipicide", a patent fish preservative, was kindly obtained by Mr. 
M. E. Stansby of the U.S. Fish and Wildlife Service. A rough analysis showed 
that it contained sodium benzoate and probably a chloramine. 
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Compounds Applied in Solution 

The bacteriostatic action of most of the compounds listed above was studied 
in two tests, one using minced halibut muscle and 0.01 per cent of each compound, 
the other minced coho salmon (Oncorhynckus kisutch) muscle and 0.1 per cent, 
the treated samples being stored at 0.5°C. Direct bacterial counts w r ere made on 
the samples at intervals. 

The results (table IV) showed that none of the compounds studied exerted 
any important bacteriostatic effect in 0.01 per cent concentration. In 0.1 per 


Table IV. Effect of various compounds on growth of bacteria in fish muscle. 





Experiment with 


Experiment with halibut muscle 

coho salmon muscle 


using 0.1% 

of each compound 

using 0.1% of each 

Compound investigated 



compound 


Direct bacterial counts after 

Direct bacterial 




counts after 


1 day 

(5 days 

9 days 

Controls (water). 

2.5 X 10° 

2500 X 10* 

710 X 10* 

Ethvlene glycol. 

2 1 X 10 6 

2200 X 10* 

350 X 10* 

Propylene glycol. 

1.7 X 10* 

1400 X 10 1 - 

1600 X 10* 

Trimethvlene glycol. 

2.5 X 10* 

1100 X 10“ 

1400 X 10* 

Glvcerol formal. 

1.8 X 10* 

1200 X 10* 

2400 X 10* 

I : 4 dioxane . 

3.2 X 10* 

2000 X 10* 

460 X 10* 

Ethylene oxide. 

1.8 X 10“ 

2600 X 10* 

2 X 10* 

Propylene oxide. 



55 x 10* 

Ethyl formate. 



160,000 

Methyl formate... 



240,000 

Chloroform. 

1 3 X 10* 

1200 X 10* 

2200 X 10* 

Chloramine B . 

1.5 X 10 6 

1600 X 10* 

680 X 10* 

Chloramine T. 

2.1 X 10 6 

1900 X 10 6 

1300 X 10* 

“Nipicide”. 

1 5 X 10* 

1500 X 10* 

1000 X 10* 

Sodium ben/oate. 

1.6 X 10* 

2100 X 10* 

440 X 10* 

Sodium chlorite. 

2 4 X 10* 

050 X 10* 

320 X 10* 

Sodium nitrite. 

1.7 X 10* 

1200 X 10* 

28 X 10** 

Ethvlene dichloride. 

2.3 X 10* 

1900 X 10* 


Penicillic acid. 



110 X 10 b 

4-Methoxy-2 : 5 toluquinone ! 



300 X 10* 


*0.02% sodium nitrite used in this test. 


cent concentration methyl formate, ethyl formate, ethylene oxide and propylene 
oxide strongly retarded bacterial multiplication. Penicillin acid and 4-methoxy- 
2 :5 toluquinone exerted only feeble bacteriostatic action in this concentration. 
Sodium nitrite (0.02 per cent) was quite effective in this respect, but none of the 
other compounds studied caused any important inhibition of bacterial growth. 
Ethylene oxide, propylene oxide, penicillic acid and 4-methoxy-2 : 6 toluquinone 
caused a pronounced brownish discolouration and rancid odour in the salmon 
flesh, while methyl and ethyl formates caused an appearance similar to that 
assumed by flesh treated with weak acids. 
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Ethylene oxide and propylene oxide have found wide industrial use as 
insecticides, but in recent years several patents have been granted covering their 
application as bactericides. Thus Gross and Dixon (1937) patented the use of 
ethylene oxide and propylene oxide under reduced pressure for sterilizing (or 
partially sterilizing) a great variety of foods ranging from fresh meats to rolled 
oats, as well as soils, tobacco and surgical instruments. These writers assumed 
that ethylene glycol was formed in moist foods during treatment. Jensen (1943 
unpub.) stales that ethylene oxide must not be used for processing moist foods 
due to danger of ethylene glycol formation. As far as the writer is aware no 
published information is available concerning the amount of ethylene glycol 
formed in moist foods following ethylene oxide treatment. Wood (unpub.) found 
that he could obtain fish muscle which was baeteriologically sterile by treating it 
with ethylene oxide gas in vacuo. Moreover, he discovered that such treatment 
did not inactivate any of a number of its normal enzyme systems which he invos- 

Tuh.k Y. K fleet of ethylene and propvlene oxides on the rule of bacterial increase (shown as bacteria 
per gram by (hied count / in fish muscle. 

1 Applied in solution - halibut nniscK —storage at ().3°C 


j Control ; Rth\lone oude P <,) Propylene oxide ) 

j After ( ! l 0 1 1 0 1 

1 10 da\s ■ 7/30X10" _ 300, 000 _ 440XW _ _2 OXJIO* 720X10" 

| 

i Applied as gases - lingcod imisde storage at 10'C. 

i _ __ ___ __ _ ______ _____ _ _ _, ________ _ 

I j Control j Kth\lene oxide in cm. Prop) lene oxide in cm. 

After ‘ j 5 10 20 30 ; 5 10 20 30 

\ tints |*22,000XWi 670X10' 740,000 80,000 SO,000 j*9,000X10“200X10“ 30X10' 5«),000 

8 O ats__J J*_ *_ _2,700XI0* 720X10*'_^_ _* *6,300X10 

"‘Putrid 

tigated. The possible value of this treatment as a method of rendering fish 
muscle free from bacteria for studies of its enzyme systems therefore is obvious. 
Ethylene oxide can be used successfully in commercial sterilization of compar- 
tively dry substances such as spices (Griffith and Hall 3938, Baer 1941) and is 
very much more efficient than is ethylene glycol for this purpose (Yesair and 
Williams 1942). 

The foregoing experiment showed that ethylene and propylene oxides in 0.1 
per cent concentration successfully retarded multiplication of bacteria in the 
flesh of fatty fish (coho salmon) but also accelerated the development of rancidity. 
However, ethylene oxide in this concentration did not inhibit growth of bacteria 
in halibut flesh, and this result was verified in the present experiment in which it 
was found that 0.1 per cent of ethylene or propylene oxide did not occasion any 
marked reduction in the rate of bacterial increase in this fish, 1 per cent being 
required More a pronounced decrease in the number of bacteria was observed 
(table V). 
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Compounds Applied as Gases 

Minced lingcod (Ophiodon elongatus ) was exposed to reduced pressure (3 cm. 
of mercury), treated for 30 minutes with different partial pressures of ethylene 
and propylene oxide as previously described, and stored at 10°C. Direct bac¬ 
terial counts were made at intervals, the results being given in table V. It will 
be seen that both gases effectively retarded bacterial multiplication in the flesh, 
ethylene oxide being more effective than propylene oxide. 

Minced red cod (Sebastodes sp.) flesh was exposed to reduced pressure (G cm. 
of mercury) and then different samples were exposed to different concentrations 
of methyl bromide in the usual manner. The following viable counts were ob¬ 
tained on the samples immediately after treatment with the partial pressures of 
methyl bromide given: Control 28,000; 5 cm., 27,000; 10 cm., 24,000; 25 cm., 
23,000; 50 cm., 19,000. This showed that methyl bromide effected only a very 
slight decrease in the number of viable bacteria in the fish muscle. vSubsequent 
storage of the treated samples at 0.5°C. showed that this gas treatment occasioned 
no noticeable improvement in keeping quality as judged by the odour and appear¬ 
ance of the samples. A similar experiment performed with flounder (Lepidopsetta 
bilineata) muscle yielded almost identical results. 

Minced halibut flesh was subjected to a vacuum of 3 cm. of mercury and 
then different lots were exposed to 30 cm. partial pressure on each of methyl 
ether, ethyl ether, methyl formate and ethyl chloride for 10 minutes. The 
direct bacterial counts after G days were as follows: Control (not gassed) 4,300 
X 10 6 ; methyl ether, 1,100 X 10 6 ; ethyl ether, 1,500 X 10*; methyl formate, 
110,000; and ethyl chloride, 1,500 X 10 fi . These results show that only methyl 
formate caused a marked decrease in bacterial content, the other gases having only 
a very minor inhibitory effect. The flesh treated with methyl formate assumed a 
whitish “coagulated” appearance similar to that exhibited by flesh treated with 
acid solutions. 


DISCUSSION 

The fact that the glycols studied did not prevent the multiplication of 
bacteria in fish flesh shows that the powerful anti-bacterial action of ethylene 
and propylene oxide cannot be attributed to the corresponding glycols which 
might be formed on hydrolysis. In this connection it must be noted that, while 
minute traces of the vapours or “aerosols” of some glycols are particularly toxic 
to certain bacteria and viruses, their solutions when in direct contact with the 
organisms are usually quite ineffective (Robertson, Brigg, Puck and Miller 1942; 
Robertson, Puck, Lemon and Loosli 1943). It is of interest that, while methyl 
bromide readily destroyed fish spoilage bacteria in ordinary nutrient medium, it 
had practically no effect on those naturally present in fish muscle. The reason 
for this is not clear, but it is suggested that, since methyl bromide is almost insol¬ 
uble in water and highly soluble in fats, it was rapidly taken up by the latter and 
did not reach the organisms in lethal concentration. 

It would seem that a rather high concentration of ethylene oxide or propylene 
oxide is required to inactivate bacteria. Thus from 0.1 to 1.0 per cent w r as found 
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necessary to cause marked reduction of viable bacteria in lish muscle, the lower 
concentration being sufficient in the case of fatty fish (salmon) but not adequate 
for lingcod. Probably the activity of these compounds when applied in gaseous 
form is due to their very high solubility in water, which may mean that, under 
the conditions of the experiments recorded in this paper, over 1 per cent of the 
oxide was in some cases in solution in the fish muscle fluids and in intimate contact 
with the bacteria. Both methyl and ethyl formate appeared to be as active in 
destroying bacteria in fish flesh as ethylene oxide, but caused an unnatural 
“coagulated” appearance in treated flesh. 

With the possible exception of sodium nitrite which is probably innocuous 
if properly used (Tarr and Carter 1942), none of the compounds studied would 
seem of much value as preservatives for fresh fish. Though ethylene oxide proved 
a very efficient bactericide its use is not indicated because of the possibility that 
ethylene glycol might be formed. Propylene oxide was quite effective but it was 
found very difficult to remove from fish flesh, and flesh treated with it assumed 
a curious flavour. In this connection it must be noted that Sudendorf and Kroger 
(1931) found that ethylene oxide was rather slowly removed from various treated 
foods by ordinary aeration. It is probable that it would be much more readily 
removed by aeration under partial vacuum. Methyl and ethyl formates de¬ 
stroyed the bacteria in fish flesh very efficiently but adversely affected its appear¬ 
ance. Penicillic acid and 4-methoxy-2 : 5 toluquinone in 0.1 per cent concen¬ 
tration were not so effective as 0.02 per cent sodium nitrite and accelerated 
rancidity in the muscle of fatty fish. 

SUMMARY 

Penicillic acid and l-methoxy-2 : 5 toluquinone in 0.01 or 0.001 per cent 
concentration inhibited growth of pure cultures of certain fish spoilage bacteria 
on laboratory media, their action being more pronounced in slightly acid than in 
neutral or faintly alkaline media. Neither compound in 0.01 per cent concen¬ 
tration was effective in retarding bacterial spoilage of halibut muscle, and in 0.1 
per cent concentration retarded bacterial spoilage of coho salmon muscle only 
feebly. 

Isolated cultures of fish spoilage bacteria on laboratory media were rapidly 
inactivated by treatment with methyl bromide, but treatment of fish muscle with 
different partial pressures of this gas under partial vacuum occasioned only a very 
minor reduction in its viable bacterial content. 

Treatment of fish muscle with ethylene oxide, propylene oxide and methyl 
formate as gases under partial vacuum markedly delayed the increase of bacteria 
therein. When applied in solution, from 0.1 to 1.0 per cent of these compounds 
was required in order to markedly delay bacterial growth in fish muscle. Ethyl 
formate appeared to be as active as methyl formate in preventing bacterial growth, 
but both compounds occasioned a very marked “coagulated” appearance in 
treated fish flesh. 

Sodium nitrite (0.02 per cent) retarded bacterial increase in fish flesh, but 
penicillic acid, 4-methoxy-2 :5 toluquinone, sodium chlorites sodium benzoate 
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and a patent fish preservative studied were much less effective in this respect. 
None of a number of other compounds studied delayed bacterial growth appre¬ 
ciably in fish flesh. 
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DRIED WHOLE EGG POWDER 

XIII. EFFECT OF HEAT TREATMENT ON COLOUR 1 

By W. Harold White 2 and G. A. Grant 3 


Abstract 

Egg powder from two Canadian plants was heated at temperatures from 
26.7° to 60 0° C. (80° to 140° F.). Samples were removed for quantitative 
colour measurements after periods of three hours to seven days. Initially the 
powders from the two sources differed significantly with respect to both bright¬ 
ness and colour quality. However, their behaviour with heat treatment was 
essentially similar. Little change in either total intensity or colour quality was 
noted at temperatures below’ 35 (T C. (95° F.). Above 35° C. appreciable 
changes in both brightness and colour quality occurred; the magnitude of these 
changes increased with increase in temperature and time of treatment. The total 
intensity decreased, indicating a general darkening of the powder. The amount 
of light scattered in the green region of the spectrum decreased, while that in the 
red increased. Some* change was also observed in a portion of the violet region. 


Introduction 

Certain observations have indicated that Canadian dried egg powders are 
lighter in colour than those from other sources. Such differences presumably 
are due at least in part to variations in the colour of the liquid egg* as a result 
of different feeding practices in different countries. However, there is little 
doubt that manufacturing conditions, including time and temperature factors, 
also exert some influence on the colour of the product. Furthermore, it was 
suspected that light-coloured powders reflected minor changes more readily 
than darker powders from other countries. Since temperature at all stages 
of production and handling has been shown to be an important factor affecting 
quality in other respects (1, 2, 3), the present study was undertaken to assess 
the effect of heat treatment on the colour of egg powder. 

Samples of egg powder may differ from one another with respect to either 
or both of two attributes of colour, namely total intensity or brightness, and 
chroma or colour quality. Brightness is determined by the ability of the 
sample to scatter all components present in the incident light. Variations in 
hue, on the other hand, arise from differential scattering of the incident light 
in one or more wave bands by individual samples. 

1 Manuscript received March 13, 1944 , 

Contribution from the Division of Applied Biology, National Research Laboratories, 
Ottawa. Issued as Paper No. 110 of the Canadian Committee on Food Preservation and as 
N.R.C. No. 1209. 

* Formerly Biochemist, Food Investigations; now Director of Research, F. W. Horner Ltd., 
Montreal, Que. 

8 Laboratory Assistant, Food Investigations. 
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Materials and Procedure 

As described in an earlier paper of this series (2), egg powders collected from 
two Canadian plants were heated rapidly to and maintained at 26.7°, 35.0°, 
43.3°, 51.7°, and 60.0° C. (80°, 95°, 110°, 125°, and 140° F.). Samples were 
removed for colour measurement after periods of 3, 6, and 12 hr.; and 1, 2, 3, 
4, 5, 6, and 7 days. These conditions were chosen with the primary object 
of assessing the effect of various cooling practices on several attributes of 
quality including colour. 

Objective colour measurements were made with a photo-electric colour 
comparator developed previously in these laboratories for use on meat (4, 5). 
This instrument permitted measurement both of the total amount of light 
scattered by egg powder and of that scattered in each of nine bands of the 
visible spectrum. 

Results 

Colour Intensity or Total Brightness 

The results are shown in Tables I and II, and in Fig. 1. Because of the 
large amount of data and the relatively minor differences in brightness, 
statistical treatment of the results was necessary. An analysis of variance 
(Table I) showed that differences in temperature, time of heating, and the 


TABLE I 

Analysis of variance for the effect of various heat treatmknis on the 

BRIGHTNESS OF DRIED EGG POWDERS SECURED FROM TWO CANADIAN PLANTS 


Variance attributable to: 

D.f. 

Mean square 

Temperature 

4 

942.1** 

Time 

9 

170 1** 

Plants 

l 

2275** 

Temperature X time 

36 

44 4** 

Plants X temperature 

4 

3.422** 

Plants X time 

9 

1.097 

Plants X temperature X time 

36 

0.5893 

Duplicate error 

100 

0.1729 


** Indicates J% level of statistical significance. 


source of the powder all had statistically significant effects on the colour 
intensity or brightness of the powder. The magnitude and direction of these 
changes are shown in Table II. The mean brightness, as averaged over all 
other conditions, decreased with increased temperature or time of heating; 
these differences were greatest between the three highest temperatures, and 
during the finst three days of heating. The powder from Plant I was brighter 
than that from Plant II. 

The results are shown in greater detail in Fig. 1. In general there was 
little change at the lowest temperature and progressively greater decreases 
with time at the higher temperatures. It is of importance to, note that the 
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PLANT I 


PLANT II 



Fig. 1 . Effect of various heat treatments on the colour intensity or total brightness of egg 
powders from two Canadian plants. 

TABLE II 

Effect of various heat trfatments on the mean values of the brightness 

OF DRIED EGG POWDERS SECURED FROM TWO CANADIAN PLANTS 


Factor 

Mean brightness 1 

Necessary difference 2 

Temperature, °C. 



26 7 

48.9 


35.0 

48.4 


.43 3 

46.7 

0.35 

51.7 

42.2 


60.0 

37.4 


Time, days 



0.13 

49.2 


0.25 

48.4 


0.50 

47.7 


1 

46.1 


2 

44 8 

0.50 

3 

43 3 


4 

42.5 


5 

42.1 


6 

41.7 


7 

41.5 


Plant 



I 

48.1 


II 

41.4 



1 Mean brightness for all other conditions over the whole experiment. 

* Necessary difference required to exceed 5% level of statistical significance . 


behaviour of powders from different sources was essentially similar. Differ¬ 
ences between powders from the two plants were approximately of the same 
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magnitude at all temperatures, while similarity of behaviour was even more 
noticeable for the differential effects of plants with time. Thus, the darker 
powder from Plant II exhibited the same general behaviour under the con¬ 
ditions studied as the lighter powder from Plant I. 

The average differences between powders exposed to the minimum and 
maximum conditions of temperature and of time of treatment were not much 
greater than the average difference between powders from the two sources 
(Fig. 1 and Table II). From this it may be inferred either that factors 
associated with plant practice other than the rate of cooling, possibly the 
conditions of drying, have an important influence on the brightness of egg 
powder or that the initial liquid egg differed in some manner affecting colour 
intensity. 

Chroma or Colour Quality 

While differences between powders from the two sources and changes 
induced by heat treatment were evident in certain colour bands (Table III) 
their magnitudes were usually small, thus requiring analyses of variance to 
assess their significance (Table IV)- Fig. 2 shows these changes more clearly 
with respect to differences between plants and between extremes of time and 

TABLE III 

Effect of various heat treatments on the mean values of the colour of dried egg 

POWDERS SECURED FROM TWO CANADIAN PLANTS 


Factor studied 




Mean scattei 1 

. % 




Band 1 

Band 2 

Band 3 

Band 4 





Band 9 

3850 - 
4340 A 

4340 - 
4580 A 

4580 - 
4870 A 

4870 - 
5250 A 





Above 
6440 A 

Temperature, °C. 










26.7 

3.63 

6.52 

8.57 

15 0 

15.1 


11.7 

7.00 

7.18 

35.0 

3.52 

6.62 

8.59 

15.0 

15.0 

, 25.4 

11.7 

7.07 

7.20 

43.3 

3.33 

6.68 

8.72 

15.1 

14 8 

25.2 

11.8 

7.08 

7.30 

51.7 

2.93 

6 60 

8.79 

14.7 

14.3 

25.4 

12.1 

7.38 

7.71 

60.0 

2 81 

6.71 

8.79 

14.4 

13.8 

25.4 

12.3 

7.59 

8.16 

Time, days 










0.13 

3 34 

6.69 

8.47 

15.0 

15.2 

25.1 

11.9 

7.06 

7.23 

0.25 

3.53 

6.56 

8.56 

14.9 

15,0 

25.5 

11.8 

7.07 

7,05 

0.50 

3.55 

6.74 

8.55 

15.0 

14.9 

25.3 

11.8 

7.00 

7.22 

1 

3.49 

6.55 

8.68 

15.0 

14 7 

25.4 

11.9 

7.12 

7.35 

2 

2.92 

6.68 

8.69 

14.8 

14.7 

25.5 

12.0 

7.29 

7.63 

3 

3.22 

6.45 

8.84 

15.0 

14.4 

25.3 


wBm 

7.62 

4 

3.33 

6.42 

8.79 

14.6 

14.5 

25.3 

12.0 

Bg' 

7.71 

5 

3.18 

6.80 

8.75 

14.7 

14.3 

25.3 

12.0 

fffg- 

7.82 

6 

3.02 

6.78 

8.84 

14.7 

14.3 

25.2 

12.1 


7.81 

7 

2.88 

6.71 

8.82 

14.8 

14.2 

25.4 

12.1 


7.67 

Plant 










I 

3.34 

6.73 

8.80 

15.0 

14.9 

25.3 

11.7 

7.05 

7.16 

II 

3.14 

6.53 

8.58 

I 

14.6 

14.3 

25.4 

12.2 

7.39 

7.86 


Mean scatter for all other conditions over the whole experiment . 
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temperature. Egg powder from Plant II scattered less light in the violet and 
more in the red regions of the spectrum than that from Plant I. It will be 

TABLE IV 

Analyses of variance for the effect of various heat treatments on the colour of 

DRIED EGG POWDERS SECURED FROM TWO CANADIAN PLANTS 


' 

Variance 

attributable 

to: 

1 

Degrees 

of 

freedom 

: 

Mean square 

Band 1 

Band 2 

Bund 3 ! 

Band 4 j 

Band 5 

Band 6 

Band 7 ' 

Band 8 

Band 9 

3850 - 
4340 A 

4340 - 
4580 A 

4580 ~ 
4870 A 

4870 - 
5250 A 

5250 -- 
5560 A 

5560 - 
5840 A 

5840 - 
6140 A 

6140 - 
6440 A 

Above 
6440 A 

Temperature 

4 

5 1** 

0.17 

0.45 

3.3** 

10.7** 

0.47* i 

2.8** 

1 

2.5** 

7.1** 

Time 

9 

1.2** 

0.33 

0.36 

0 48* 

2.4** 

0.27 

0.25* 

0.42** 

1 5** 

Plants 

1 

2.0* 

2 1** 

2.3** 

7.9** 

14.4** 

0.52 

9.1** 

5 9** 

24.4** 

Temperature X time 

36 

0.39 

0.38 

0.26 

0 49** 

0.54 

0.20 

0.21* 

0.16** 

0 30** 

Plants X temperature 

4 

0.31 

0 09 

0.28 

0.21 

0 51 

0.08 

0.17 

0 16* 

0.08 

Plants X time 

9 

0.54 

0.40 

0.16 

0 40 

0.13 

0.13 

0.06 

0.10 

0.13 

Plauts X time X 











ternperatuie 

36 

0.38 

0.28 

0.22 

0.20 

0 34 

0 14 

0.11 

0.06 

0.06 

Duplicate erroi 

100 

0.14 

0.13 

0 11 

0 13 

0.08 

0 11 

0 06 

0.05 

0.08 


* Exceeds 5% level of statistical significance. 
** Exceeds 1% level of statistical significance. 



WAVE LENGTH, mfjL 

Fig. 2. Effect of source and of period and temperature of heat treatment on the colour 
quality of egg powder > 
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remembered that the powder from Plant II was generally darker, as shown by 
brightness measurements (Table II). 

From Table IV it may be seen that the source and the temperature and 
period of treatment each had statistically significant effects on the colour in 
all bands except 2, 3, and 6. The greatest changes occurred in Bands 1, 4 
and 5, and 7 to 9. It may be noted here that the values for Band 1 show that 
a definite decrease occurred in the amount of light scattered in a portion of 
the violet spectral region. However, such changes have little practical 
significance since visual acuity is low in this region. Bands 5 (5250 to 5560 A) 
and 8 (6140 to 6440 A) were chosen for more detailed presentation as typical 
of regions in which larger and more important changes occurred. 



TEMPERATURE °C. TIME DAYS 

Fig. 3. Effect of the temperature and period of heat treatment on the colour of egg powder 
in the spectral regions of 5250 to 5560 A and 6140 to 6440 A. 


Fig. 3 shows the changes in Bands 5 and 8 at selected times* and tem¬ 
peratures. In terms of colour these changes correspond to a reduction in the 
green component and an increase in red scatter, in response to increasing 
time and temperature. Visually, the typical yellow colour of egg powder 
decreased, and the brown colour increased with increasing severity of heat 
treatment. 

In both Bands 5 and 8, as shown by Fig. 3, the colour changes at the maxi¬ 
mum temperature studied appear to be approaching equilibrium before the 
end of the period of treatment was reached. 
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Conclusions 

From the foregoing results it is apparent that, under adverse time and 
temperature of storage, the colour of egg powder is affected with respect to 
both intensity and colour quality. The powders darkened, accompanied by 
a decrease in the green portion of the spectrum, and an enhancement of the 
red scatter. Above 35° C, these adverse colour changes assumed more 
serious proportions as time and temperature of treatment were increased. 

No comment is offered on the mechanism of the changes in colour quality; 
though the fact that three separate colour bands were affected suggests that 
specific pigments were involved in these changes. 
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FLUORESCENCE DEVELOPMENT IN VARIOUS FOOD PRODUCTS 1 

By Jesse A. Pearce 2 

Abstract 

Fluorescing substances developed in the following materials during storage: 
high protein foods, represented by dried whole milk powder, dehydrated pork, 
and soya flour; high carbohydrate foods, represented by dried banana flakes and 
dried parsnips; and a mixed foodstuff, represented by ration biscuits. 

The only change occurring in stored shortenings w r as a decrease of fluorescing 
substances in hydrogenated linseed oils. Serum extracted from rancid butter 
had a higher fluorescence value than serum from fresh butter. In substances 
containing a high proportion ol fat, fluorescence values bore little relation to 
deterioration as assessed by peroxide oxygen determinations. 

Fluorescence tests w'ere unsatisfactory for dried milk powders and soya flour. 
However, they may prove useful as a measure of quality for dehydrated pork, 
dried banana, dried parsnips, ration biscuits, and butter. Fluorescence measure¬ 
ments may also detect reversion in hydrogenated linseed oil shortenings. 


Introduction 

The ultimate criterion of quality in a foodstuff is its acceptability when 
consumed and for this reason many investigations involving food quality 
require panels of selected persons trained to taste the material and estimate 
its quality. This subjective procedure entails various errors, e.g., when 
samples are numerous the tasters may become bored and careless long before 
the conclusion of the experiment. Therefore, the use of objective tests that 
do not vary with time is highly desirable. 

A fluorescence measurement proved to be a useful measure of the quality 
of dried whole egg powder (6, 8), and also gave an indication of the storage 
history of wheat germ (2). Further investigation indicated that protein 
deterioration contributed to fluorescence development in dried egg powder (3). 
It seemed of interest, therefore, to measure fluorescence changes during the 
storage of high protein and other foodstuffs. The high protein foods selected 
for this survey were dried whole milk powder, dehydrated pork, and soya 
flour; the high carbohydrate foods, dried banana flakes and dried parsnips; 
and 12 shortenings were used as representing fatty foodstuffs. Two types of 
ration biscuits were also investigated, since they are essentially a mixture of 
each of the three foregoing classes of foodstuffs. 

Work on dried eggs had shown that it was possible to have high fluorescence 
values and poor quality in the product, without the appearance of fat deteri¬ 
oration as assessed by peroxide oxygen determinations (9). Therefore, per¬ 
oxide oxygen measurements were included in quality tests made on foods 
containing appreciable quantities of fat. 

1 Manuscript received March 20, 1944. 

Contribution from the Division of Applied Biology, National Research Laboratories, 
Ottawa. Issued as Paper No. Ill of the Canadian Committee on Food Preservation and as 
NR.C. No. 1210 . 

* Biochemist, Food Investigations. 
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Materials and Methods 

The products selected were from a variety of sources. The dried whole milk 
used consisted of drum- and spray-dried powders from one company and a 
spray-dried sample from another company. The dehydrated pork was pre¬ 
pared in these laboratories. The soya flour was a commercially available full 
fat product. The high carbohydrate foods (dried banana and dried parsnips) 
were also available commercially. 

The shortenings studied were of the following types: hydrogenated vege¬ 
table, from two sources; stabilized hydrogenated vegetable, from three sources; 
compound vegetable, compound vegetable containing 0.05% of a wheat germ 
oil antioxidant,* and a stabilized compound vegetable; mixed animal and 
vegetable, from two sources; and a hydrogenated linseed oil. 

The biscuits used were from two companies; one contained soya flour as a 
source of protein, the other, dried milk powder. 

For dried milk powder and emergency ration biscuits, the storage tem¬ 
peratures used were 23.9°, 32.2°, and 47.8° C. (75°, 90°, and 118° F.); and 
for soya flour, dried banana, and dried parsnips, 23.9°, 37.8°, and 47.8° C. 
(75°, 100°, and 118° F.). The storage temperatures for dehydrated pork 
were 23.9° and 37.8° C. (75° and 100° F.) and for the shortenings, 37.8° C. 
(100° F.) only. All samples were stored in air in closed containers to prevent 
moisture changes. 

The methods of measuring fluorescence were somewhat similar to those 
described for dried egg powder (6, 7). For example, 1 gm. of defatted milk 
powder was extracted with a 10% potassium chloride solution and made up 
to 250 ml. to bring the reading within the range of the scale on the Coleman 
photofluorometer. Dried bananas and dried parsnips were not defatted prior 
to extraction with the protein solvent. The shortenings were dissolved in 
petrol ether (1 gm. in 50 ml.) and the fluorescence of the resulting solution 
determined. The Coleman photofluorometer was standardized with quinine 
sulphate solutions as described for dried whole egg powder (6). The fluor¬ 
escence readings are recorded in photofluorometer units. 

Palatability scores were determined for reconstituted dried milk and 
reconstituted dried pork by panels of 14 tasters. The ratings applied were 
based on scores from 10 to 0; 10 corresponding to an excellent fresh product. 
Rancidity in the shortenings was assessed by a panel of four persons who 
smelled each sample and scored it as rancid or sweet. Dried bananas, dried 
parsnips, and soya flour were not tested organoleptically. 

Peroxide oxygen determinations were made on foodstuffs in which the fat 
content was appreciable. The method used was similar to that described for 
pork fat (10). Peroxide oxygen values are recorded as ml. 0.002 N thio¬ 
sulphate per gram of fat. 

* Formula C , Viobin (Canada) Ltd., Montreal. 
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Results 

High Protein Foodstuffs 

Changes in organoleptic score and fluorescence values of stored milk powders 
are shown in Fig, 1. Fluorescence measurements were less satisfactory for 
milk powders from the Company A". The fluorescence value of both drum- 
and spray-dried powders from this company remained constant for about eight 
weeks and then increased, the increase being most rapid at the highest tem- 



0 4 6 | p 1 6 2 0 Ld 0 4 8 12 I 6 2 U 2. A 

a: 



TIME IN WEEKS 


Fig. 1. Falatalnhty and fluorescence changes occurring in stored milk powders: A — drum- 
dried, Company X , B -spray-dried, Company X, C—spray-dried, Company Y. Storage 
temperatures: □ 47 8° C. (118° F.); A 32 2° C. (90° F.j; 0 23.9° C. (75° F.). 

perature. The low fluorescence values of the drum-dried powder is probably 
a result of protein coagulation occurring during this drying process (11). 
For these powders there was no significant association between palatability 
and fluorescence values, but the over-all linear correlation for spray-dried 
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powder from Company Y was —0.950**. It is unlikely that fluorescence 
measurements will be of value in predicting milk powder quality although 
it is interesting to note that fluorescing substances increase on storage. 

The results of peroxide oxygen measurements on fat extracted from the 
stored milk powders are given in Table I. Peroxide oxygen increase did not 

TABLE I 

Peroxide oxygen values (as ml. 0,002 N thiosulphate per gm. of extracted fat) 

IN STORED WHOLE MILK POWDERS 


Material 

Storage temperature 

Peroxide 

oxygen value after 
storage for 


°C. 

°F. 

8 wk. 

16 wk. 

24 wk. 

Drum-dried—Company X 

23 9 

75 

5 8 

19 7 

18.4 

32 2 

90 

0 

0 

11.0 


47 8 

118 

0 

0 

19.5 

Spray-dried—Company X 

23 9 

75 

1.6 

6 4 

18.8 

32 2 

90 

0 

3.2 

14.7 


47.8 

118 

0 

12 8 

30.8 

Spray-dried—Company Y 

23.9 

75 

0 

18 9 

43.0 

32 2 

90 

0 

0 

22.4 


47 8 

118 

0 

55 5 

37.8 


occur in any of the powders until after eight weeks' storage and bore no 
relation to fluorescence development. Peroxide oxygen values indicated a 
peculiar phenomenon occurring in dried milk powders, i.e. the peroxide oxygen 
values were much smaller at 32 2° C. (90° F.) than at the other two tem¬ 
peratures. Also, samples from Company X stored at 32.2° C. (90° F.) had 
higher palatability scores than those stored at 23.9° and 47.8° C. (75° and 
118° F.). This phenomenon is receiving further attention. 

Fluorescence determinations were made on dehydrated pork, prepared in 
these laboratories (4). It was observed that samples subjected to prolonged 
drying periods had fluorescence readings of 30 to 70 photofluorometer units 
while those dried more quickly had values of 15 to 20 photofluorometer units. 
These results suggested that dehydrated pork would develop fluorescing sub¬ 
stances as deterioration proceeded. Fig. 2 shows the results of measurements 
on .stored dehydrated pork. Fluorescing substances were formed during 
storage and in greater quantities at the higher temperature. A linear corre¬ 
lation (r = — 0 794**) was observed between fluorescence value and palat¬ 
ability score; it is therefore possible that fluorescence values may prove useful 
as a measure of quality of dehydrated pork. 

Peroxide oxygen development in this material exhibited unexpected 
behaviour. High values were reached after a short period in storage. These 

** Exceeds /% level of statistical significance. 
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values exceeded the level generally associated with rancidity in cured or fresh 
pork during chill or frozen storage (1), but were not associated with any 
noticeable off-flavour in the dehydrated product. Again, no relation between 
peroxide oxygen values and fluorescence values was evident. 




TIME IN WEEKS 


Fig. 2. Palatability, fluorescence, and peroxide oxygen changes occurring in stored dehyd¬ 
rated pork. Storage temperatures: A 37 C. (100 ° F.); O 23.0° C. (75° F.). 


Soya flour was the only material studied in which fluorescence values devel¬ 
oped almost uniformly at the three temperatures studied (F'ig. 3). Therefore 
while fluorescence development occurs it is unlikely that this measurement 
will be of value in predicting quality, unless temperature effects are of no 
consideration. The peroxide oxygen value of soya flour after 15 weeks' storage 
at 47.7° C. (118° F.) wa9 0.9 ml., all other samples having zero values. 
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While fluorescence development occurred in each of the high protein foods 
studied, only for dehydrated pork did it appear likely that fluorescence would 
prove useful as a measure of quality. There appeared to be no relation between 
fluorescence development and peroxide oxygen changes in the fatty fraction of 
these foodstuffs. 



0 2 4 6 8 JO 12 14 


TIME IN WEEKS 

Fig. 3. Fluorescence changes occurring in stored soya flour. Storage temperatures: 

0 47.8° C. (118° F.); A 37 8° C. (100° F.); O 23 9° C. (75 ° FJ. 

High Carbohydrate Foods 

In both dried bananas and dried parsnips (Fig. 4), fluorescing materials 
increased during storage, and the rate of increase in fluorescing substances 
was more rapid as the temperature was increased. In both cases fluorescence 
increase was accompanied by noticeable browning of the stored material, 
the browning being more pronounced at the higher storage temperatures. 
While no other measurements were made on these materials, it seems likely 
that fluorescence increase might be a test of quality of stored carbohydrate 
foodstuffs. 

Fats 

For most of the shortenings studied, any change in fluorescence value 
occurring during 15 weeks’ storage at 37.8° C. (100° F.) was smaller than the 
variability in the determination with the single exception of hydrogenated 
linseed oil (Table II). In this material fluorescence decreased with increased 
storage time. Reversion to the odour of linseed oil had begun in the hydro¬ 
genated linseed oil after only one week’s storage and increased in intensity 
with increased storage time. It may be that this can be followed objectively 
by measuring the decrease in fluorescing substances. 
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Fig. 4. Fluorescence changes occurring in stored dried banana flakes (A) and dried 
parsnips (B). Storage temperatures: □ 47.8° C. (118° F.); A 37 8° C. (100° F.); 

O 23 9° C . (75° F.). 

TABLE II 

Fluoresc ence changes occurring in eats stored at 37 8° C. (100° F.) compared with 

RANCIDITY DEVELOPMENT 


Typv of fat 


Hydrogenated linseed oil 
Hydrogenated vegetable 
Hydrogenated vegetable 
Hydrogenated vegetable, stabilised 
Hydrogenated vegetable, stabilized 
Hydrogenated vegetable, stabilized 
Compound hydrogenated vegetable 
Compound hydrogenated vegetable, 
with Formula C 

Compound hydrogenated vegetable, 
stabilized 

Mixed animal and hydrogenated 
vegetable 

Mixed animal and hydrogenated 
vegetable 
Lard 


Fluorescence values 


Initial 

67 4 
60 0 
40.2 
40.2 
38.6 
60 0 

44.8 

44 1 
36 3 

48.8 

38.6 

28.0 


After 
15 wk. 


52.6 

60 5 

38.7 
42 8 
38.2 

61 4 
43,6 

41 7 

38.1 

48.1 

34.8 

30.2 


Peroxide 
oxygen 
value after 
15 weeks* 


0 

9.0 

27.0 

5 6 
0 

6 1 
22.5 

67 4 

14 9 

(9.2)*** 13.1 
13 8 

(22.8) ***38.5 


Rancidity 
detected 
organolept¬ 
ically after: 


15 wk. 
15 wk. 


15 wk. 
15 wk. 

7 wk. 
7 wk. 


* Initial peroxide oxygen value zero ml 0,002 N thiosulphate per gm. of fat in all cases. 

** Linseed oil reversion noticeable after one week's storage. 

*** Values in parentheses for seven week period when rancidity first detected organoleptically . 

A further possibility of applying fluorescence measurements was indicated 
in the course of work on fresh and rancid butter. Butter serum diluted 
in the proportion of 1 ml. of serum to 20 ml. of 10% potassium chloride 
solution gave the following fluorescence readings: fresh butter, 28.2; rancid 
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butter, 60.0*. It must be remembered, however, that butter serum would 
probably contain only protein material and water-soluble breakdown products 
of the fats. 

Ration Biscuits 

As mentioned previously biscuits were selected as combining each of the 
three types of foodstuffs considered above. Only fluorescence measurements 
were made on these materials; the results are shown in Fig. 5. There are 




Fig. 5. Fluorescence changes occurring in stored emergency ration biscuits. A—contains 
soya flour; B—contains milk powder. Storage temperatures: 0 47 8° C. (118° F.); A 32 2° 

C. (90 0 FJ; O 23 9° C . (75° F.). 

large initial differences between the two types of biscuits, indicating that this 
measurement might prove valuable in detecting subtle initial differences in 
biscuits, such as, differences in components, or differences in processing, e.g., 
baking temperatures. The trends of the curves with storage time at the 
different temperatures indicated considerable variation in samples of biscuits. 
In spite of this variation, for both types of biscuits there appears to be a slight 
increase in fluorescing substances with storage time (1 to 5 photofluorometer 
units) and this increase appears to be most pronounced at the highest tem¬ 
perature. Although these results showed no great promise, this method 
was observed to be useful in subsequent studies on the keeping quality of 
f biscuits (5). 


Values kindly contributed by Mr. G. A . Grant of these laboratories . 
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Discussion 

Only a limited number of materials was investigated in the survey described 
here. However, this survey does indicate that fluorescence development is 
not peculiar to dried whole egg powder, nor is it confined to materials of high 
protein content. It is evident that fluorescence measurements are not likely 
to be a satisfactory quality test for dried milk powder or soya flour but may 
prove useful as a measure of quality for dehydrated pork, dried banana, 
dried parsnips, ration biscuits, and butter. This test may also detect reversion 
in hydrogenated linseed oil shortening. 

References 

1. Cook, W. H. and White, W. H. Can. J. Research, D, 19 : 53-60. 1941. 

2. Pearce, J. A. Can. J. Research, C, 21 : 57-65. 1943. 

3. Pearce, J. A. Can. J. Research, 1), 21 : 98-107. 1943. 

4. Picarck, J. A. Can. J. Research, D, 21 : 394-404. 1943. 

5. Peakci-, J. A. and Maksii\ll, J. B. In preparation. 

6. Pearce, J. A. and Thistle, M. W. Can. J. Research, D, 20 : 276-282. 1942. 

7. Pearce, J. A., Thistle, M. W., and Rfid, M. Can. J. Research, 1>, 21 : 341-347. 1943. 

8. Thistle* M W., Pearce, J. A., and Gibbons, N. E. Can. J. Research, D, 21 : 1-7. 1943. 

9. Thistle, M. W„ Reid, M , and Gibbons, N. K. Can. J. Research, P, 21 : 267-269. 1943. 

10. Whiik, W. H. Can. J. Research, D, 19 : 278-293. 1941. 

11. Wright, N. C. J. Dairy Research, 4 : 122-141. 1932. 



80 


Reprinted from Canadian Journal of Research, VoL 22 , July, 1944 


DRIED WHOLE EGG POWDER 

XIV. EFFECTS OF LOW TEMPERATURE, LOW MOISTURE CONTENT, 
CARBON DIOXIDE PACK, AND COPPER CONTAMINATION 
ON KEEPING QUALITY 1 

By M. W. Thistle 2 , W. Harold White 3 , 

Margaret Reid 2 , and A. H. Woodcock 4 

Abstract 

As shown by objective tests of quality, egg powder slowly deteriorated even 
at temperatures as low as — 40° C. Low moisture content had a marked 
preservative action, but powders containing 1.4% volatile materials suffered 
some deterioration when held at 37° and 48° C. The use of a carbon dioxide pack 
afforded some measure of protection against heat deterioration, particularly 
on the solubility of the powder. 

Copper contamination had no demonstrable effect on quality, as measured by 
potassium chloride and fluorescence values, on powders stored at 21° C. for 
three months, even in the presence of oxygen. The fat fraction showed no 
evidence of peroxide oxygen development. 


Introduction 

In the course of work previously reported (7, 10, 11) several points were 
suggested for further investigation. It was considered of interest to assess 
the effects of lower moisture content (10) and lower storage temperatures (11) 
than had been used previously, since these two factors appeared to be most 
important in lengthening storage life. A carbon dioxide pack showed prom¬ 
ising preservative action (11) and merited more detailed examination. Finally 
even low grade egg powders showed marked resistance to oxidative changes (7): 
however, in view of the notable effect of copper in accelerating oxidative 
changes in dried milk (2) a study was indicated on the effect of copper con¬ 
tamination of egg powders. The present series of experiments was designed 
to extend previous information on all these points. 

1. Quality Changes in Egg Powder Stored at Low Temperatures 

Since egg powder deteriorated somewhat at 7.1° C. (45.0° F.) (11), inform¬ 
ation was sought on the quality changes, if any, occurring at still lower storage 
temperatures. 

The egg powder used was from a commercial source and had an initial 
moisture content of 4.2%; moisture measurements (6) showed no increase 
during storage and handling. All operations previous to storage were carried 

1 Manuscript received March 27 , 1941. 

Contribution from the Division of Applied Biology , National Research Laboratories , 
Ottawa. Issued as paper No. 112 of the Canadian Committee on Food Preservation and as 
N.R.C. No. 1212. 

2 Biochemist , Food Investigations. 

3 Formerly Biochemist, Food Investigations. Now Director of Research , F. W, Horner 
Ltd., Montreal , Que . 

4 Formerly Biophysicist , Food Investigations Now Research Chemist, E. S. & A. Robinson 
(Canada) Ltd., Toronto , Out. 
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out at 7.1° C. Samples of powder were sealed in tin cans, and stored at 
— 40.0°, —17.8°, and4.4° C. ( — 40.0°, 0.0°, and 40.0° F.) for periods of one, 
two, four, and eight months. Quality changes were followed by means of 
potassium chloride values (6), fluorescence measurements (3, 4, 5, 6), and 
palatability ratings (4, 6). 

Results 

The results are shown in Table I. On the basis of the potassium chloride 
values, no particular effect is evident at the end of four months’ storage; 
however, at the end of eight months, all samples had deteriorated, particularly 
at the highest temperature It is evident that some deterioration took place 
even at —40.0° C. 

TABLE I 

Quality changes in egg powder stored at low tlmpf.raiukks 


Measurement 

Storage 
temper¬ 
ature, °C. 

Storage period, months 

Replicate 

error 

Initial 

1 

2 ; 

4 

8 

Potassium chloride 
value, % 

-40 0 
-17 8 

4 4 

i 69 6 

68 0 
67.8 

70 5 
70.0 

69 4 

66 7 

69 6 
67.2 

68.9 

70.0 

68 8 

62 8 

61 7 

54 7 

1 2 

Fluorescence, units 

-40 0 
-17 8 

4.4 

15 0 

15 2 

15 0 

17 0 

16 9 

16 6 

17 8 

17 6 

18 4 

17.9 

18 1 

19 0 

20 6 

21 8 

24 5 

0 5 

Palatability ratings 
(6-man panel) 

-40 0 
-17.8 

4 4 

7 7 

7 6 

7 6 

7.9 

7.0 

8.0 

8 0 

8 0 

7 3 

7 8 

8 3 

8 2 

8 3 

1 8.7 

0 7 


These results were confirmed by the fluorescence values; moreover this 
more sensitive test gave some evidence of deterioration even after one month’s 
storage at these low temperatures. 

The palatability test, as used here, was not sensitive enough to detect these 
minor differences in good quality powders. This is in agreement with previous 
work (6). 

It is concluded that good quality egg powders deteriorate slowly even at 
temperatures as low as —40.0° C. 

2. Effect of Low Moisture Content on Keeping Quality 

In an earlier communication (10) it was shown that lowering the moisture 
and volatile content of egg powder improved its keeping quality, the lowest 
moisture and volatile content used being 2%. The present experiment was 
designed to test the efficacy of levels below 2%. 

The moisture content of a sample of commercial egg powder was reduced 
by methods already described (10) from an initial value of 4.4% to 1.4%. 
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Samples of powder at both normal and low moisture levels were stored in tin 
cans for 30 days at 37 2° C. (99.0° F.) and for 15 days at 47.8° C. (118.0° F.). 
Fluorescence measurements w r ere made at. three-day intervals during these 
storage periods. 

Results 

The results are presented in Fig. 1. It can be seen that fluorescence develop¬ 
ment was much slower in powder at 1.4% moisture than in similar powder 
containing 4.4% moisture. However, even at the low level of 1.4% moisture, 
egg powder suffers deterioration by heat in a relatively short time. It may 
be inferred that reduction of the moisture level of commercial powders to the 
lowest practicable level will be useful in improving the keeping quality of 
dried eggs, but that this process will by no means render the product imperish¬ 
able. 



STORAGE PERIOD, DAYS 

Fig. 1. Storage behaviour of egg powders with average and with low moisture contents . 
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3. Effect of Carbon Dioxide on Keeping Quality 

Earlier work indicated that carbon dioxide exerted a beneficial action on 
the keeping quality of dried eggs (11). The present experiment was designed 
to test this effect in greater detail. 

Commercial dried egg powder of 3.7% moisture content was gas-packed 
with carbon dioxide in tin cans. Air and gas-packed samples were stored 
at 23.9° C\ (75.0° F.) for 1, 2, 4, 8, 16, and 32 wk.; and at 47.8° C. (118.0° F.) 
for 1, 2, 4, 8, 16, 32, and 64 days. Quality was assessed by means of potassium 
chloride values, refractometric values (9), fluorescence values, and palat- 
ability ratings. At the end of storage, analyses showed the following gas 
composition in the headspace: 


Gas 

24° C. 

48° C. 

Carbon dioxide 

98.1% 

97.6% 

Oxygen 

0 1% 

0 2% 

Nitrogen 

1.8% 

2.2% 


Results 

The results are presented in Fig. 2. The potassium chloride values indicate 
that the solubility of egg powder was retained better at both storage tem¬ 
peratures by packing in carbon dioxide. Confirmatory evidence is 
offered by the refractometric values and the greater cake volume (Fig. 3) 
exhibited by carbon-dioxide-packed samples. 

In the powders held at 23 9° C. for eight months, fluorescence development 
in gas-packed samples was retarded. However, in the samples held under 
more rigorous conditions (47.8° C.), fluorescence development was retarded 
for the first few weeks of storage only, after which it was enhanced by the 
presence of carbon dioxide. The palatability of gas-packed samples was 
judged superior when the powder was held at 23.9° C., however at 47.8° C. 
the palatability ratings were higher for the first half of the storage period 
only, after which they fell to the same low level as that of the air-packed 
powders. 

It was previously noted that solubility and flavour quality normally were 
correlated (6); apparently the association is disrupted by the use of carbon 
dioxide, suggesting that chemical changes take place in gas-packed powders 
at high temperatures. 

It may be noted that packing egg powder in an atmosphere of carbon dioxide 
resulted in lengthening the storage life when ordinary temperatures were used. 
At higher storage temperatures the solubility of the powders was preserved, 
but the flavour quality was retained for a short period only. 

It is concluded that the use of carbon dioxide in packaging dried egg powder 
retards heat deterioration, and in conjunction with other preservative measures 
may be useful in prolonging the storage life of dried egg. 
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6 18 30 42 54 86 


DAYS 


Fig. 2. Storage behaviour of egg powders packed in air and tn carbon dioxide. 


4. Effect of Small Amounts of Copper on the Stability of Vacuum- 
Dried Whole Egg Powder 

Since all egg-drying plants are not provided with stainless steel equipment, 
some information was desirable on the influence of small amounts of copper 
in dried egg, such as might occur from contamination with copper or brass 
equipment. 

Copper contamination was secured by pouring egg melange through a 
double thickness of new, fine-mesh copper screen, just prior to drying by the 
vacuum-ice method. Six batches of melange were treated by parsing 0, 1, 




Plate I 




Kn». 3. linking test'* on egg powders held for eight months at 2d 0° (\ The upper loot 
was made from carbon dioxide packed material and the lower from powders' stored in atr. 
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2, 4, 8, and 16 times through the copper screen. (One passage gave approxi¬ 
mately p.p.m. of added copper in the resulting dried egg.) Samples of 
dried egg from each batch were canned in both air and oxygen and stored at 
21.1° C. (70.0° F.) for three months. At the end of storage, quality of the 
samples was assessed by means of potassium chloride and fluorescence values. 
Deterioration of the fat fraction was assessed by peroxide oxygen deter¬ 
minations (8). 

The method used for determining copper consisted of wet oxidation (diges¬ 
tion with nitric, sulphuric, and perchloric acids) of dried egg samples to produce 
inorganic copper salts. The residue was treated by a tentative A.O.A.C. 
method (1) for determining copper in water analyses, except that visual 
colour comparisons were replaced by measurements made on the Evelyn 
photoelectric colorimeter. 

Results 

The results are given in Table II. Considering the differences between 
methods of packing, the mean potassium chloride values show that oxygen¬ 
packing accelerated deterioration. The difference between mean fluorescence 
values is small. The uniformly lower moisture content of the oxygen packed 
powder is due to repeated evacuation of the tins during gas-packing. 


TABLE If 

Stability of f.g<; powder contaminated with copper and siori d three months at 21. l u C. 




Packed in air 

Packed in oxygen 

Sample 

No.* 

Copper, 

p.p.m. 

Moisture, 

% 

Potassium 

chloride 

Fluor¬ 

escence 

Moisture, 

% 

Potassium 

chloride 

Fluor¬ 

escence 



value 

value 

value 

value 

0 

1.8 

3 68 

69 1 

20 8 

2.96 

57.8 

23 0 

1 

3 3** 

3.16 

74 4 

21.8 

3 02 

54 8 

23 2 

2 

4.4 

5.12 

65 2 

25.4 

4 74 

49 4 

25 6 

4 

7 8** 

4 74 

62.6 

23.4 

3 <>6 

50 8 

22 8 

8 

13 8 

3.02 

68 6 

21 6 

2 68 

58 8 

21 0 

16 

25.6 

3.22 

66 3 

22 0 

2.86 

54 4 

23.0 

Mean 

— 

3.82 

68 6 

22 5 

3.37 

54.3 

23.1 


* Number of passages of egg melange through a copper screen prior to drying and storage. 

** Calculated values. 

Note —The potassium chloride value and fluorescence methods were not available when this 
study was begun. However , the fluorescence of fresh vacuum-ice-dried egg powder is usually 
12 units, and the potassium chloride value is usually about 80%. 


Differences due to the level of copper contamination were negligible. Oxygen 
appeared to be equally harmful in the presence and absence of copper; and 
the lowest potassium chloride values and the highest fluorescence values 
occur in Samples 2 and 4, rather than at the higher copper levels. Moreover, 
these effects can be accounted for by the higher moisture contents of Samples 
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2 and 4. The marked effect of moisture content on quality of egg powder 
has been demonstrated (10). 

No evidence could be obtained of any peroxide oxygen formation. This 
is in agreement with previous work (4, 7). 

It is concluded, therefore, that copper contamination under these condi¬ 
tions has little or no demonstrable effect on the stability of egg powder. 
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SMOKED MEATS 

II. DEVELOPMENT OF RANCIDITY IN SMOKED AND UNSMOKED 
WILTSHIRE BACON DURING STORAGE' 

By W. Harold White 2 


Abstract 

Spoilage in tilt* tat of ->niok<xl and unhinokcd Wiltshno ba< k^ and ymmons 
stored at temperatures of —1“, «md 7 J C for approximately four 

months, was assessed In determinations of peroxide o\\£en and free fatty acid 
contents. Smoked bacon can be* stored satisfactorily lor at least two months 
at — 1° to — 1S° C. whereas unsmoked bacon was usually rancid after one month. 
Spoilage due to the formation of excessive quantities of free fattv acids was 
found to be of little importance. 


Introduction 

There is normally little occasion for the storage of Canadian Wiltshire 
bacon in England since it is usually consumed within a relatively short period 
after its arrival. However, such a need may occur during the war period. 
Consequently, it is essential that adequate information be available on the 
most suitable storage conditions. While bacon is less susceptible to protein 
spoilage than pork, the curing salts normally employed in its manufacture 
have a pro-oxidant effect on the fat and tend to hasten the development of 
rancidity. It has been shown previously that both slime formation and fat 
spoilage can be materially retarded by smoking the bacon prior to storage (5). 
The investigation reported here was undertaken to determine the effect of 
storage temperature and of smoking on the quality of Wiltshire backs and 
gammons. 

Peroxide oxygen and free fatty acid formation in the fat, and bacterial 
growth and the colour and colour stability of the lean meat, were used as 
criteria of quality. Data on the bacteriological and colour measurements 
will be reported in subsequent papers. 

Material and Methods 

The investigation was divided into two parts. In the first, the material 
consisted of the right and left sides of four hogs, selected for uniformity in 
size and quality. After cure the sides were allowed to drain and partially 

1 Manuscript received May P, 1944. 
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Ottawa , Canada. Issued as Paper No. 113 of the Canadian Committee on Food Preservation 
and as N.R.C. No. 1219. 
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Limited , Montreal , Que. 
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mature for five days at 3.3° C. (38° F.), and the back and gammon were 
removed from each side. After allotting two backs at random to each of the 
storage temperatures of —18°, —9°, —1°, and 7° C. (0°, 15°, 30°, and 45° F.), 
each back was divided into two approximately equal portions, one of which 
was smoked at an air temperature of approximately 60° C. (140° F.) for 14 hr. 
This permitted a comparison to be made, with the same side, of the effect of 
smoking on changes during storage. 

In order to minimize differences due to position, and the period to which 
any one cut surface was exposed during storage, each half back was subse¬ 
quently divided into five equal portions, one of which, selected at random, 
was removed for study after the desired storage period. Prior to storage each 
of the five subsamples were pressed closely together, and the sample as a 
whole wrapped in sterile brown paper to minimize surface bacterial con¬ 
tamination. Desiccation during storage was minimized by storing the product 
in loosely closed metal containers. 

The relative susceptibility to spoilage of the fat of backs and gammons was 
determined by smoking one gammon from each of the four hogs under the 
conditions described previously. Two gammons, one smoked and one un¬ 
smoked from the same hog, were hefd at each of the storage temperatures. 
This permitted a direct comparison to be made of the effect of smoking on 
material from the same hog. Prior to storage each gammon was divided into 
five subsamples and otherwise treated similarly to the backs. 

The second part of the investigation was undertaken to determine if the 
size of the piece of bacon smoked had any effect on its subsequent storage 
behaviour. The relatively greater surface to volume ratio in small pieces 
might reasonably affect the rate of heat transfer, the extent of smoke deposi¬ 
tion and the degree of desiccation of the meat. To permit this comparison 
the entire right and left sides of eight hogs were smoked under the conditions 
described previously, the backs removed, and each divided into six pieces 
for study during storage. Two smoked and the corresponding two un¬ 
smoked backs from the same hogs were held at each of the four storage 
temperatures. This permitted comparison of the effect of smoking on 
changes during storage in the fats of backs from the same hog. 

Oxidative and hydrolytic changes in the fat were assessed from the peroxide 
oxygen and free fatty acid contents, respectively. Previous reference has 
been made to the methods employed (4). These determinations were made 
on the fat of both smoked and unsmoked half-backs and of gammons after 
21, 42, 70, and 98 days for product stored at —1°, —9°, and —18° C., and 
after 11, 21, 32, and 42 days for product held at 7° C. In studying the effect 
of the size of the cut smoked, peroxide oxygen determinations alone were 
made on the back fat at the times mentioned above, and in addition after 
130 days’ storage at — 1°, —9°, and —18° C, and 71 days at 7° C. 
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Results 

Peroxide Oxygen Formation 

Back Fat 

The results obtained for peroxide oxygen formation in the fat of both small 
cuts and whole backs of smoked and unsmoked Wiltshire bacon during storage 
are given in Table I as average values for each treatment over all others 
studied. Because of the differences in sampling times it is to be noted that 
direct comparisons cannot be made between the data obtained for 7° C. and 
those for the lower temperatures, nor between small cuts and whole backs. 

TABLE I 

Mean values for the effect of storage period, temperature, and smoking on peroxide 

OXYGEN FORMATION IN THE FAT OF WILTSHIRE BACK BACON 


Temperature 


°c. 

7 

-1 

— 9 

— 18 

Mean peroxide oxygen content of: 

Small cuts 1 - 2 

3 Q 

4 7 

4 9 

6 4 

Whole backs *• 2 

5.3 

10 9 

11 9 

6 7 


Smoking 


Treatment 

Smoked 

Unsmoked 

Mean peroxide oxygen content of: 
Small cuts 1 

2 8 

7 8 

Small cuts 2 

1.2 

6 6 

Whole backs 1 

5 9 

13 7 

Whole backs 2 

3 8 

6 8 


Storage period 


Days 

0 

11 

21 

32 

42 

70 

98 

130 

Mean peroxide oxygen 
content of: 

Small cuts 1 

0 88 


1 9 


5 2 

7.1 

11 5 


Small cuts 2 

0 84 

2 1 

2 4 

8 2 

5 9 

— 

— 

— 

Whole backs 1 

0.84 

— 

0 96 

— 

7.7 

12 3 

17.5 

19.7 

Whole backs 2 

0.94 

1 2 


2 9 

2 0 

23.2 

— 

— 


1 Mean, as ml. 0.002 N sodium thiosulphate over all other conditions studied for product 
stored at —— 9° t and —IS 0 C. 

2 As for l , but on data obtained at 7° C. only . 

While peroxide oxygen formation usually proceeded at a slower rate at the 
lower storage temperatures, the differences between the mean values at the 
various temperatures were small. 
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Smoking was very effective in retarding the development of rancidity in 
back fat. Examination of the detailed data shows that at all temperatures 
the unsmoked fat was usually slightly or definitely rancid after 21 to 42 days* 
storage, whereas that of most of the smoked bacon was in a satisfactory con¬ 
dition after 42 to 70 days. This behaviour is in marked contrast to that of 
pork for which it has been shown that a temperature of —18° C. gives satis¬ 
factory protection for 48 weeks (2, 3). 

The mean peroxide oxygen content increased progressively with the storage 
period. The results indicate that, on the average, the induction period of 
peroxide oxygen formation was between 21 and 42 days. 

While the small cuts and the entire backs of smoked bacon behaved generally 
in a comparable manner, peroxide oxygen formation was greater in the fat 
of entire backs. However, the differences were not statistically significant. 
Possible factors contributing to this behaviour, such as differences in the 
extent of smoke deposition, etc., have been mentioned in the preceding 
discussion. 

Details of the effect of storage temperature and time on peroxide oxygen 
formation in the fat of both smoked and unsmoked back bacon are illustrated 
in Fig. 1. In its preparation the data for the two experiments were averaged 
in order to present the most reliable information. From this it may be seen 
that, even when smoked and stored at —18° C., incipient oxidative rancidity 



0 20 40 60 60 100 0 20 40 60 60 100 ItO 120 tJO 


TIME IN DAYS 

Fig. 1. Peroxide oxygen and free fatty acid formation in the fat of smoked and unsmoked 
back bacon during storage at 7 °, — 7°, —P 0 , and — 18 0 C. 
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was evident in back bacon after a period of 40 to 70 days. The reasons for 
the variable behaviour with temperature are unknown. 

The data for the peroxide oxygen content of the back fat could not be used 
directly for statistical analysis because of the variable manner in which 
different sides responded to the same treatment. This difficulty was over¬ 
come by transforming the data to the corresponding logarithms prior to 
analysis (1). The results of such analyses showed that smoking and the 
storage period were the most important factors studied for both small cuts 
and whole backs. The significant difference between hogs, observed for 
product stored at 7° C., is presumably due to inherent variations and not to 
experimental treatment since the material within each experiment was smoked 
at the same time and under the same conditions. 

TABLE II 

Analysis of variance for thf. effect of storage period, temperature, and smoking 
on peroxide oxygen formation in the fat of Wiltshire back bacon 


Source of variance 

Small cuts 

Whole backs 

D.f. 

Mean sq. 

D.f. 

Mean sq. 

i 

Material stored at — 2°, — 9°, and —18° C. 

Temperature 

2 

0.799 

2 

0.337 

Between hogs within temperature 

3 

0 136 

3 

0 170 

Smoking 

1 

3 80** 

1 

2 98** 

Smoking X temperature 

2 

0 185 

2 

0 449* 

Smoking X between hogs within temperature 

3 

0 032 

3 

0 015 

Time 

3 

1 91** 

5 

8 26** 

Time X temperature 

6 

0 215 

10 

0 195** 

Time X smoking 

3 

0 517* 

5 

0 226** 

Time X temperature X smoking 

6 

0 161 

10 

0 096* 

Residual 

18 

0 153 

30 

0 034 

Analytical error 

48 

0,002 

72 

0 005 

Material stored at 7° C. 

Smoking 

1 

3 42** 

1 

0 860* 

Between hogs 

1 ; 

0 405* 

1 

0 533* 

Time 

3 

0 195 

5 

2.06** 

Time X smoking 



5 

0 089 

Residual 



11 

0 109 

Analytical error 



24 ! 

0 002 


* Indicates 5% level of significance . 

** Indicates 1% level of significance. 
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Gammon Fat 

The effect of the various factors studied on peroxide oxygen formation in 
the fat of gammons was similar to that described for the backs (Table III). 
The results of analyses of variance of the data are given in Table IV. It is 

TABLE III 

Mean values for the effect of storage period, temperature, and smoking on peroxide 

OXYGEN FORMATION IN THE FAT OF WILTSHIRE GAMMONS 


Temperature 


° c . 

7 

-1 

— 9 

— 18 

Mean peroxide oxygen content 1 * 2 

2.1 

4 4 

2.5 

14.3 


Smoking 


Treatment 

Smoked 

Unsmoked 

Mean peroxide oxygen content 1 

4.0 

10 1 

Mean peroxide oxygen content 2 

0 84 

3 34 


Storage period 


Days 

0 

11 

21 

32 

42 

70 

98 

Mean peroxide oxygen content 1 

0 89 


1 7 

_ 

9 4 

7 9 

15 5 

Mean peroxide oxygen content 2 

0 87 

1 3 

0 84 

i.i 

6 4 


- 


1 Mean , as ml. 0 002 N sodium thiosulphate, over all other conditions studied for product 
stored at — T, — 9and — 18° C. 

1 As for 1 , but on data obtained at 7° C. only. 


to be recalled that the smoked and unsmoked gammons studied at each 
temperature were from the same hog. Consequently, the observed differences 
with temperature also include variations between gammons from different 
hogs. Thus, inherent differences in the stability of the fat from different 
hogs may possibly account for the abnormally high values obtained at —18° C. 
Other than this, back and gammon fat behaved generally in a comparable 
manner during storage. Smoking caused a marked retardation in peroxide 
oxygen formation, and thus gives protection from spoilage to the fat of both 
backs and gammons. 

Free Fatty Acid Formation 

Back Fat 

The mean free fatty acid content of back fat was usually small (Table V), 
indicating that spoilage due to the formation of excessive quantities of free 
fatty acids during storage is of little importance. A similar behaviour was 
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TABLE IV 

Analyses of variance for the effect of storage period, 

TEMPERATURE, AND SMOKING ON PEROXIDE OXYGEN FORMATION 
IN THE FAT OF WILTSHIRE GAMMONS 


Source of variance 

D.f. j 

Mean sq. 

Material stored at —7°, — and — 18 ° C. 

Temperature 

2 

809 

Smoking 

1 

559 

Smoking X temperature 

2 

57 9 

Time 

4 

433* 

Time X smoking 

4 

115* 

Time X temperature 

8 

136* 

Residual 

8 

26.8 

Analytical error 

30 

0.397 

Material stored at 7° C. 

Smoking 

1 

31.4 

Time 

4 

22 9 

Time X smoking 

4 

21 1 

Analytical error 

10 

0 353 


* Indicates 5% level of significance. 


TABLE V 

Mean values for tiie effect of storage period, temperature, and smoktng on free 

FATTY ACID FORMATION IN THE FAT OF WILTSHIRE BACK BACON 


Temperature 


°C. 

7 

-1 

-9 

—18 

Mean free fatty acid content 1 * 1 

0 86 

0.55 

0 64 

0 62 


Smoking 


Treatment 

Smoked 

Unsmoked 

Mean free fatty acid content 1 

0.54 

0.66 

Mean free fatty acid content 1 

0.71 

1.01 


Storage period 


Days 

0 

11 

21 

32 

42 

70 

98 

Mean free fatty acid content 1 

Mean free fatty acid content 1 

0.43 

0.63 

0.75 

0 47 

0 74 


0.63 

1.15 

0.71 

0.77 


1 Mean , as % oleic acid, over all other conditions studied for product stored at —1°, — P°, 
and -18° C. 


* As for but on data obtained at 7° C. only . 
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observed for pork fat (2, 3). The mean acid content showed some tendency 
to increase with increase in storage temperature but the differences were small. 
Smoking resulted in a slightly lower mean value of free fatty acid. This is 
presumably due to the retardation by smoking of the agencies responsible for 
both oxidation and hydrolysis of the fat. Of the periods studied the increase 
in free fatty acid content was on the average relatively greatest between 21 
and 42 days. It should be recalled that the stage of rapid formation of peroxide 
oxygen also occurred within this period. Further details on the effect of the 
factors studied on free fatty acid formation may be seen in Fig. 1. 

The results of an analysis of variance (Table VI) showed that storage time 
only had a significant effect on the formation of free fatty acids at tempera¬ 
tures of — 1°, —9°, and —18° C. However, at 7° C. differences in the free 
fatty acid content attributable to smoking, time in storage, and variations in 
sides reached the level of statistical significance. 

TABLE VI 


Analyses of variance for the effect of storage period, temperature, and 

SMOKING ON FREE FATTY ACID FORMATION IN THE FAT OF 

Wiltshire back bacon 


Source of variance 

D.f. 

Mean sq. 

Material stored at —l° t —9°, and —18° C. 

Temperature 

2 

0.085 

Between hogs within temperature 

3 

0.256 

Smoking 

1 

0.417 

Smoking X temperature 

2 

0 101 

Smoking X between hogs within temperature 

3 

0.117 

Time 

4 

0.520* 

Time X temperature 

8 

0.061 

Time X smoking 

4 

0.056 

Time X temperature X smoking 

8 

0.053 

Residual 

24 

0.101 

Analytical error 

60 

0.004 


Material stored at 7° C. 


Smoking 

1 

0.859** 

Between hogs 

1 

1.63** 

Time 

4 

0.381* 

Time X smoking 

4 

0.236 

Residual 

9 

0.077 

Analytical error 

20 

0.001 


* Indicates 5% level of significance. 
** Indicates 1% level of significance. 
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TABLE VII 

Mean values for the effect of storage period, temperature, and smoking on free 

FATTY ACID FORMATION IN THE FAT OF WILTSHIRE GAMMONS 


Temperature 


°c. 

7 

-1 

—9 

— 18 

Mean free fatty acid content 1 - 2 

0.57 

0.59 

0.77 

0.54 


Smoking 


Treatment 

Smoked 

Un smoked 

Mean free fatty acid content 1 

0.67 

0.59 

Mean free fatty acid content 2 

0.63 

0.51 


Storage period 


Days 

0 

ii 

21 

32 


70 

98 

Mean free fatty acid content 1 

Mean free fatty acid content 2 

m 

0 44 

0 45 

0 53 


Rff|| 

0.70 

0.85 


1 Mean , as % oleic acid, over all other conditions studied for product stored at — i°, — 0°, 
and -18° C. 

2 As for *, but on data obtained at 7° C. only. 


TABLE VIII 

Analyses of variance for the effect of storage period, 

TEMPERATURE, AND SMOKING ON FREE FATTY ACID 
FORMATION IN THE FAT OF WILTSHIRE GAMMONS 


Source of variance 

D.f. 

Mean sq. 

Material stored at —/°, —0°, and 

- 18 ° C. 


Temperature 

2 

0.296 

Smoking 

1 

0.117 

Smoking X temperature 

2 

0.046 

Time 

4 

0.406* 

Time X smoking 

4 

0.007 

Time X temperature 

8 

0.106** 

Residual 

8 

0.016 

Analytical error 

30 

0.001 

Material stored at 7° C. 

Smoking 

1 

0.069 

Time 

*4 

0.157 

Time X smoking 

4 

0.026 

Analytical error 

10 

0.002 


* Indicates 5% level of significance . 

** Indicates 1% level of significance , 
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Gammon Fat 

The mean free fatty acid content of the fat of the gammons was, like that 
of the backs, low and somewhat variable (Table VII). Variations in storage 
temperature had little effect. In contrast to the backs, the mean free fatty 
acid content of smoked gammon fat was greater than that of the unsmoked. 
The reason for this is not apparent. The greatest increase with time was 
again observed to occur between 21 and 42 days’ storage. An analysis of 
variance indicated that the only statistically significant variables were storage 
period and the differential effect of temperature at different storage times 
(Table VIII). 
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SMOKED MEATS 

III. EFFECT OF MATURATION PERIOD ON QUALITY 1 

By W. Harold White 2 , A. H. Woodcock 3 , and N. K. Gibbons 4 

Abstract 

Wiltshire-cured sides were matured at —1 1°C. (30° F.) for periods of 1 to 
25,5 days prior to smoking at 60° C. (140° F.). The effect of the length of the 
maturation period on quality was assessed by flavour tests; and by determina¬ 
tion of surface bacterial growth, peroxide oxygen formation in the fat, and 
changes in colour and colour stability of the lean meat during storage at —1,1° C. 
subsequent to smoking. 

By all criteria of quality used, differences attributable to variations in the 
length of the maturation period were usually small and showed no consistent 
trend. However, there was some indication that a maturation period of about 
10 to 15 days was most suitable. 

Introduction 

The results of extensive investigations on the flavour of Canadian Wiltshire 
bacon (9, 10) showed that the English consumer would prefer a product 
containing less salt than that supplied prior to the war. Subsequent studies 
indicated that a milder cured bacon, when smoked, would be in a satisfactory 
condition after shipment to England (8), and that smoking materially retarded 
the development of rancidity in baton fat (7). With such information 
available on the desirability of smoking bacon prepared for export purposes, 
it w r as believed important to determine the most suitable time after cure for 
doing this, i.e. the length of the maturation period. The present paper 
describes an investigation to determine the effect of maturation period on 
flavour quality of Wiltshire backs and gammons and on surface bacterial 
growth, colour changes, and development of rancidity in the fat during storage 
after smoking. 

The period of maturation is believed to improve the quality of the product, 
especially with respect to colour uniformity and stability, and the develop- 
ment of the typical bacon flavour. Little is known concerning the actual 
nature of the changes occurring. However, these presumably include altera¬ 
tions in the protein constituents and greater uniformity in the distribution of 
the curing salts. Moreover, it is generally considered that such changes are 
either retarded or prevented after bacon is smoked. 

1 Manuscript received March 9, 1944. 
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and as N.R.C. No. 1221. 

2 Formerly Biochemist , Food Investigations; at present Director of Research, F. W. Horner 
Limited, Montreal, Que. 

3 Formerly Biophysicist, Food Investigations. Now Research Chemist, E. S. 6* A. Robin¬ 
son (Canada) Ltd., Toronto, Ont. 

4 Bacteriologist, Food Investigations. 


Price 25 cents. 


N.R.C. No. 1221 




108 


CANADIAN JOURNAL OF RESEARCH. VOL. 22, SEC. F. 


Materials and Procedure 

The right and left sides of 16 hogs of uniform size and good quality were 
pumped and cured for nine days according to regular commercial practice. 
After cure, the sides were drained at about 4.4° C. (40° F.) for one day, 
wiped, divided into groups of four at random, baled, and stored at — 1.1° C. 
(30° F.). One bale was removed from storage after each of 1, 4.5, 8, 11.5, 
15,18.5,22, and 25.5 days from cure. The backs and gammons were removed 
from the sides and without washing or soaking were smoked at an air tempera¬ 
ture of 60° (\ (140° F.) for approximately 18 hr. 

Bacteriological Measuremcnts 

The effect of smoking on surface bacterial content was determined by 
making counts before and after smoking on the rib surfaces of the sides 
matured for 1, 11.5, 18.5, and 25.5 days from cure. 

To obtain information on the effect of maturation period on subsequent 
keeping quality a portion approximately 6 in. in length was taken from the 
front end of each back after smoking, wrapped in sterile, brown paper and 
stored at — 1.1°C. in loosely covered containers. Surface bacterial counts 
were made on these samples after 29, 55, 97, and 139 days from cure. The 
procedures followed for securing and preparing the meat samples for bacterio¬ 
logical examination have been described (4). 

Measurement on Fat 

The peroxide oxygen content of the fat of the small cuts of bacon mentioned 
above was determined (6) at the same intervals during storage as the surface 
bacterial counts. 

Colour Measurements 

Colour measurements were made on portions approximately 6 in. in length 
taken from the rear of each back after smoking, after 25.5 days from cure, 
and finally after 30 days’ storage at —1.1° C. from time of smoking. The 
determinations were made with a photoelectric colour comparator described 
previously (11, 12). Moreover, an estimate of colour stability was obtained 
by exposing the sample, after the initial measurement, to the atmosphere for 
70 hr. at 7.1° C. (45° F.) and remeasuring the colour. 

Flavour 1'ests 

Flavour tests wen* made on both backs and gammons. The ritxs and all 
bones were removed from the backs, and the shank bone from the gammons. 
Slices of the back (0.15 in. thick) and of the gammon (about 0.38 in. thick) 
were removed from the front or rear positions at random. The samples of 
back and gammon were prepared for tasting by grilling at 232° C. (450° F.) 
for six and eight minutes, respectively. When not required the gammons 
and backs were doubly wrapped in waxed paper and overwrapped with brown, 
and stored at — 1.1° C. 

The flavour tests were made progressively throughout the experiment in 
such a manner that the group of sides representing any particular maturation 



WHITE ET AL.: SMOKED MEATS . III. 


109 


period were compared, after smoking, with all groups matured for shorter 
periods. For example, in the first set of tests the 1- and 4.5-day groups 
were compared; in the second set, the 1-, 4.5-, and 8-day groups, etc., thus 
giving seven different sets in all. In addition, the final set of comparisons, 
which included all maturation periods, was repeated after storage of the 
backs for 17 and 36 days at — 1.1° C. 

An outline of the design of the various sets of, flavour tests is given in 
Table I. Further details may be obtained from Fisher (3). In each set of 
tests the selection of the backs and gammons for the maturation periods 
compared was at random, except that each side within any one period was 
represented at least once. Tests on the backs and gammons were made on 
successive mornings. A member of the panel who tasted any particular 
combination of backs also tasted the same combination of gammons. 


TABLE I 

Design of flavour tests on Wiltshire bacon matured for various periods at —1.1° C. 


Maturation 
periods 1 compared 

Design of 
experiment 

Number 
of tasters 

Number 
of different 
combinations 
of maturation 
periods 

Number 
of samples 
compared 
in any one 
combination 

1, 4.5 

Complete block 

6 

1 

2 

1, 4.5, 8 

Complete block 

6 

1 

3 

1, 4.5, 8, 11.5 

Duplicated, 

incomplete 

block 

8 

4 

3 

1, 4.5, 8, 11.5, 15 

Single, 

incomplete 

block 

10 

10 

3 

1, 4.5, 8, 11.5, 15, 
18.5 

Single, 

incomplete 

block 

10 

10 

3 

1, 4.5, 8, 11.5, 15, 
18.5, 22 

Duplicated, 

incomplete 

block 

14 

7 

3 

1, 4.5, 8, 11.5, 15, 
18.5, 22, 25.5 

Single, 

incomplete 

block 

14 

14 

4 


1 Time in days from removal of bacon from cure to smoking . 


The members of the panel, consisting of male employees of these labora¬ 
tories, were required merely to place the samples in order of preference, giving, 
where possible, reasons for the preference. The tasters were permitted to 
function in their own manner, and were free to state that no distinction was 
possible between any two or more samples. Cold water was provided for 
each taster and most took advantage of it. 
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Numerical values were assigned to the preference ratings so that the 
intervals between successive scores were such as to transfer the ordinal 
numbers obtained in scoring to normal deviates amenable to analysis of 
variance (3). Thus, for comparisons between two samples these were +0.56 
and —0.56; for three samples +0.85, 0, and —0.85; and for four samples, 
1.03, 0.30, —0.30, and —1.03. If any two or more samples were indis¬ 
tinguishable, each was assigned the average of the scores corresponding to 
the positions occupied by these samples in the order of preference. 


Bacterial Growth 


Results 


Surface bacterial growth between the time of wiping and smoking of the 
sides was small and, within the limits studied, was independent of the length 
of this period (Table II). Smoking markedly reduced the surface counts, in 
agreement with a previous observation (8). However, the length of the 
maturation period had no apparent systematic effect on the extent of bacterial 
reduction when the sides were smoked. 


TABLE II 

Effect of smoking on surface bacterial counts of bacon matured 

FOR VARIOUS PERIODS AT — 1 . 1° C. 


Maturation 
period, days 

Logio of number of organisms per sq. cm. 1 

After wiping 

Before smoking 

After smoking 

1 

4.11 

4 11 

1.43 

11.5 

4.70 

4.81 

0 90 

,18.5 

4 60 

4.77 

0.93 

25.5 

4.42 

4.50 

2.19 


Analysis of variance* 


Source of variance 

! 

D.f. 

Mean square 

Maturation period 

3 

0.552 

Error 

12 

0.421 

Smoking 

1 

81.186** 

Smoking X maturation period 

3 

1.304** 

Error 

12 

0.194 


1 Mean values for four sides. 

1 On data obtained before and after smoking only . 
** Exceeds 1% level of statistical significance. 


Mean values and an analysis of variance for the effect of the duration of 
the maturation period on surface bacterial growth during storage at — 1.1° C. 
subsequent to smoking are given in Table III. Surface counts, as averaged 
over all maturation periods, increased at a relatively uniform rate during 
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TABLE III 

Effect of period of maturation on surface bacterial growth on 

SMOKED BACON DURING STORAGE AT —1.1° C. 


Maturation 
period, days 

Days from cure 

Mean 2 

29 

55 

97 

139 

Logm of number of organisms per sq. cm. after storage 1 

1 

1.91 

3.75 

5 20 

4.36 

3.81 

4.5 

2 39 

3.57 

5.15 

6.07 

4.30 

8 

2.71 

2.46 

4 20 

6.42 

3.95 

11.5 

1.12 

1.48 

2.41 

4.79 

2.45 

15 

1.43 

0.75 

4.11 

4.30 

2.52 

18.5 

1 90 

3.53 

6.34 

6 89 

4.66 

22 

1.91 

1.14 

2.47 

5.01 

2.63 

25.5 

2.10 

2 40 

3.62 

5 73 

3.46 

Mean 8 

1.94 

2.39 

4 19 

5 39 

— 


Analysis of variance 


Source of variance 

D.f. 

Mean square 

Maturation period 

7 

11.618* 

Error 

24 

3.610 

Storage period 

3 

82 306** 

Storage period X maturation period 

21 

2 296 

Error 

72 

1.742 


1 Mean values for four sides. 

2 Necessary difference, 5% level of statistical significance: 0.93. 

8 Necessary difference, 5% level of statistical significance: 0 66. 

* Exceeds 5% level of statistical significance. 

** Exceeds 1% level of statistical significance. 

storage, with differences in count between 55, 97, and 139 days reaching the 
level of statistical significance. Least growth occurred during storage on 
sides matured for 11.5, 15, and 22 days. While this behaviour may be a 
direct reflection of the maturation period only, the lack of systematic differ¬ 
ences between the various periods suggests that it is more probably due to 
such causes as unknown variations in the smoking procedure, bacterial flora, 
or the initial, general condition of the sides. 

Visual examination of the samples after the various storage periods indicated 
the presence of a slight amount of slime on four samples after 55 days, and a 
slight to heavy growth on five samples after 139 days. Some moulds were 
present at 97 and 139 days. There appeared to be no relation between 
maturation period and extent of slime and mould growth. 

Fat Stability 

The peroxide content of the fat of the samples of back bacon increased 
significantly during storage, with the greatest change occurring between 97 
and 139 days (Table IV). The length of the maturation period was without 
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TABLE IV 

Effect of period of maturation on peroxide oxygen formation in fat 
of smoked bacon during storage at — 1.1° C. 


Maturation 
period, days 

Days from cure 

Mean 

29 

55 

97 

139 

Peroxide oxygen content, ml. 0.002 N NaaSaOs 

1 

0.86 

0.85 

1.77 

4.01 

1.88 

4.5 

0.95 

2.92 

3.36 

5.69 

3.23 

8 

0.85 

2.45 

2.87 

7.82 

3.49 

11.5 

1.02 

1.38 

3.72 

7.20 

3,33 

15 

0.98 

3.62 

3.89 

7.68 

4.04 

18.5 

0.89 

1.28 

1.85 

5.34 

2.34 

22 

0.90 

1.01 

2.26 

6.94 

2.78 

25.5 

0.92 

3.11 

2.90 

7.93 

3,72 

Mean 

0.92 

2.08 

2.83 

6.57 



Analysis of variance 


Source of variance 

D.f. 

Mean square 

Maturation period 

7 

8.38 

Error 

24 

4.86 

Storage period 

3 

191.37** 

Storage period X maturation period 

21 

2.30 

Error 

72 

2.91 


** Exceeds 1% level of statistical significance. 


significant effect. It would appear that Wiltshire bacon can be held at 
— 1. 1° C. for periods as long as 25.5 days prior to smoking without harm to 
the keeping quality of fat during subsequent storage. 

Colour and Colour Stability 

Brightness, i.e. the total light scattered, of the freshly cut meat surface 
after smoking bore no significant relation to the length of the maturation 
period (Tables V and VI), but on the average decreased significantly during 
subsequent storage at —1.1° C. The maturation period had significant 
differential effect on brightness changes occurring during storage. The values 
for samples matured for 3.5 and 8 days were significantly the lowest after 
smoking and increased slightly on storage, whereas those for the other periods 
decreased. Brightness after smoking was greatest for the 25.5-day group 
but decreased the most during storage. It would appear that samples 
matured for 1 and 15 days had on the average the most satisfactory brightness. 

Data on the relative amount of light scattered in the various wave bands 
studied are given also in Tables V and VI. Variations in the colour intensities 
with maturation period were somewhat irregular. However, in general, 
violet intensity was least for sides matured from 8 to 15 days and greatest for 
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TABLE V 

Effect of period of maturation on colour changes of smoked bacon stored at ~L1 p C. 


Factor 

Mean 

bright¬ 

ness 1 

Mean scatter^ 

3850- 

4340 A 

4340- 

4580 A 

4580- 

4870 A 

4870- 

5250 A 

5250- 

5560 A 

5560- 
5840 A 

5840- 
6140 A 

6140- 
6440 A 

Above 
6440 A 

Maturation period, days 











1 

28.7 

45.7 

120.6 

124.3 

175.8 

112.5 

176.8 

103.3 

69.7 

71.6 

4.5 

27.2 

46.2 

123.5 

■Uli 

174.1 

112.5 

172.7 

103.9 

70.8 

| 

8 

23.7 

44.9 

123.0 

121.7 

173.8 

111.3 

171.8 

104.2 

73.1 


11.5 

26.1 

39.4 

121.3 

122.7 

175.6 

114 7 

176 5 

105.3 

70.4 


15 

28.5 

43.6 

121.5 

123.8 

174.1 

115.0 

178.3 

102.9 

69.9 


18.5 

26.6 

47.1 

KEgl 

123.4 

176.2 

111.8 

176.2 

103.1 

70.3 

1 

22 

27.9 

49 5 

1 

123.3 

174.4 

111.7 

176.2 

102.5 

69.7 


25.5 

29.4 

47.9 

ES 

123.1 

174.9 

113.4 

176.3 

101.2 

68.8 

H 

Necessary difference* 

— 

4.4 

■ 

— 

— 

— 

3.9 

— 

— 

1 

Storage time 











After smoking 

28.5 

47 2 

124.9 

122.9 

174.9 

113.0 

172.6 

102.5 

69.9 

72.5 

25.5 days after cure 

26.6 

46.7 

120.2 

122.1 

173.8 

111.8 

175.1 

104.6 

72.0 

73.7 

30 days after smoking 

26.7 

42.8 

120.4 

124.4 

175.9 

113.8 

179.1 

102.8 

69.1 

72.1 

Necessary difference* 

0.9 

2.7 

1.3 

1.5 

1.5 

1.2 

2.4 

1.1 

1.5 

— 


1 Mean values for all other conditions over the whole experiment. 

* Necessary difference required to exceed 5% level of statistical significance. 


TABLE VI 

Analyses of variance for the effect of maturation period on 
the colour changes of smoked bacon stored at — 1.1°C. 


Source of 
variance 

D.f. 

Total 

bright¬ 

ness 

Mean square 


4340- 
4580 A 

4580- 
4870 A 

4870- 
5250 A 

5250- 
5560 A 

5560- 
5840 A 

5840- 
6140 A 

6140- 
6440 A 

Above 
6440 A 

Maturation 












period 


39.07 

112.91** 

25.43 

13.00 

9.57 

22.57 

58.57* 

17.71 

18.86 

58.86 

Error 


33.98 

30.37 

36.29 

11.58 

22.08 

15.58 

31.88 

22.21 

35.21 

70.58 

Storage time 


38.08** 

185.14** 

231.50** 


35.00* 

34.00** 

340.50** 

41.00** 

73.00** 

24.00 

Storage time 












X matura¬ 












tion period 

14 

27.63** 

1 FORM Mi 

12.86 

15.50* 

E 

25.36** 

23.93 

5.50 

7.79 

11.64 

Error 

48 

3.29 

29.16 

6.94 

6.94 

9.42 

5.54 

19.13 

5.13 

8.35 

10.81 


* Exceeds 5% level of statistical significance. 
** Exceeds 1% level of statistical significance . 


22 days. Although differences in the blue region were small, sides matured 
for 22 and 25.5 days usually had higher intensity values. There was some 
indication that maturation periods of 4.5 and 8 days were associated with 
minimum green and maximum red intensities. During storage at —1.1° C. 
for 30 days after smoking, colour intensities on the average decreased in the 
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violet and blue, increased in the green, and showed little change in the red. 
Analyses of variance showed that the observed differences reached the level 
of statistical significance for maturation period in one band in each of the violet 
and green regions and for storage in all bands except that above 6440 A. 
These primary factors also showed significant differential effects. 

The results of the measurements on colour stability are given in Tables 
VII and VIII. Differences due to the length of the maturation period again 

TABLE VII 

Effect of period of maturation on the mean values of the 

COLOUR STABILITY OF SMOKED BACON STORED AT — 1 . 1 0 C. 



Mean 
change in 
bright¬ 
ness 1 




Mean change in scatter 1 




Factor 

3850- 
4340 A 

4340- 
4580 A 

4580- 
4870 A 

4870- 
5250 A 

5250- 
5560 A 

5560- 
5840 A 

5840- 
6140 A 

6140- 
6440 A 

Above 
6440 A 

Maturation period, days 

1 

—0.40 

-0.17 

-5.17 

-0.17 

+4.3 3 

+6 17 

+ 12 42 

-5.25 

-6.50 

-5.00 

4.5 

+0.13 

+0.92 

-7.00 

+0.33 

+2.75 

+2.92 

+10.25 

-3.33 

-5.17 

-3.50 

8 

-0 34 

-0.67 

-3.83 

43.67 

+4.00 

+2.67 

+6 92 

-2.08 

-5.08 

-5.58 

11.5 

-0.15 

+3.17 

-5.83 

+ 1.08 

+3.67 

4 2.67 

+9.25 

-4.25 

-4.83 

-3 92 

15 

-0.56 

+2.75 

-3.92 

-0 42 

+ 4 50 

+1 .08 

+7.58 

-2.08 

-5.67 

—3 17 

18 5 

-0.38 

-1 67 

-3.92 

+2.58 

+3.08 

44.33 

+9.75 

-3.08 

-6.83 

-4.58 

22 

-0.67 

+0.33 

-2 42 

+ 1.33 

+5.42 

+3.58 

+7.58 

-3.75 

-6.17 

-6.17 

25.5 

-0.33 

-0 50 

-4.48 

+ 1 50 

+3.00 

+1 42 

+5.83 

-1.41 

-3.33 

-2.42 

Necessary difference* 

— 


— 


- 

— 

3.40 

2.10 

— 

0.70 

Storage time 











After smoking 

-0.58 

-1.44 

-4.94 

+ 1.44 

+4 81 

+4.13 

+11.13 

-3.91 

-6.44 

-5.13 

25.5 days after cure 

-0.20 

+0.09 

-2.50 

+ 1.59 

+3.00 

+2.72 

+7.03 

-3.50 

-5.84 

-3.53 

30 days after smoking 

-0.22 

+2.91 

-6 25 

+0 41 

+3.66 

+2.47 

+7.93 

-2.06 

-4.06 

-4.22 

Necessary difference* 

— 

— 

2.00 

— 

-- 

— 

2.10 

1.30 

1.40 

__ 


1 Mean values for all other conditions over the whole experiment. 

1 Necessary difference required to exceed 5% level of statistical significance. 


TABLE VIII 

Analyses of variance for the effect of maturation period on 

THE COLOUR STABILITY OF SMOKED BACON STORED AT — 1.1°C. 




Mean square 

Source 
of variance 

D.f 

Total 

bright¬ 

ness 

3850- 
4340 A 

4340- 
4580 A 

4580- 
4870 A 

4870- 
5250 A 

5250- 
5560 A 

5560- 
5840 A 

5840- 
6140 A 

6140- 
6440 A 

Above 
6440 A 

Maturation 












period 

7 

0.72 

0 58 

23.85 

22 87 

9.71 

31.71 

54.00** 

19.43** 

14.83 

19.40* 

Error 

24 

0.59 

51.98 

16.64 

8.36 

7.38 

15 08 

18.92 

5.50 

9.47 

7.36 

Stoiage time 
Storage time X 

2 

1.53 

38.14 

115.88** 

18.20 

25.50 

25.50 

148.00** 

30.00* 

48.89** 

20.40 

maturation 

period 

14 

0.49 

214.09** 

24.32 

13.27 

19.71* 

19.79* 

47.64** 

13.21* 

19.92** 

11.87 

Error 

48 

0.52 

47.14 

15.40 

16.59 

10.19 

8.06 

15.94 

7.13 

7.46 

7.96 


* Exceeds 5% level of statistical significance. 

** Exceeds 1% level of statistical significance. 






Effect of period of maturation on the flavour of smoked Wiltshire backs and gammons 
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Figures in parentheses indicate the order of preference within any one set of comparisons , 
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showed no definite trend. Brightness stability appeared to be best for the 
4.5-day period and poorest for 22 days, but the differences were not significant. 
There was some indication that sides matured from 1 to 11.5 days had on the 
average greater negative values in the blue and greater positive values in 
green than those held for longer periods prior to smoking. A similar com¬ 
parison for changes in red intensity shows that the values are negative and 
of approximately the same average magnitude. 

During storage at — 1.1° C. for 30 days after smoking, the stability values, 
as averaged over all maturation periods became less negative or more positive 
in brightness and the violet and red bands; and more negative or less positive 
in the blue and green bands. Certain of these changes were statistically 
significant. 

Flavour 

Mean values and analyses of variance for the flavour scores of both backs 
and gammons are given in Tables IX and X. No distinct relation was evident 
between the length of the maturation period and flavour quality of either the 


TABLE X 

Analyses of variance for the effect of period of maturation on the 

FLAVOUR OF SMOKED WILTSHIRE HACKS AND GAMMONS 


Periods 

compared, days 

Source of variance 

D.f. 

Mean square 

Backs 

Gammons 

1 and 4.5 

Maturation period 

1 

0.052 

0.836 


Error 

11 

0.508 

0.494 

1 to 8 

Maturation period 

2 

0.105 

0.241 


Error 

22 

0.499 

0.701 

1 to 11.5 

Maturation period 

3 

1.569 

0.689 


Error 

29 

0.548 

0.689 

1 to 15 

Maturation period 

4 

0.605 

0.208 


Error 

36 

0.605 

0.710 

1 to 18.5 

Maturation period 

5 

0.610 

0.426 


Error 

35 

0.491 

0.517 

1 to 22 

Maturation period 

6 

1.045 

1.638* 


Error 

50 

0.583 

0.540 

1 to 25.5, 

Maturation period 

7 

0.823 

2.841** 

Trial I 

Error 

i 

77 

0.646 

0.527 

1 to 25.5, 

Maturation period 

7 

1.376* 

0.537 

Trial II 

Error 

77 

0.631 

0.697 

1 to 25.5, 

Maturation period 

7 

1.018 

0.641 

Trial III 

Error 

77 

0.638 

0.722 


* Exceeds 5% level of statistical significance . 
*• Exceeds 1% level of statistical signifiacnce . 
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TABLE XI 

Mean values and analyses or variance for the contents of curing salts and of 

MOISTURE IN SMOKED WILTSHIRE BACKS AND GAMMONS 
MATURED FOR VARIOUS PERIODS 


Maturation 

period, 

days 

Soiliu rn chloride 1 , 
% 

Sodium nitrate’, 

% 

Sodium nitrite 1 , 
p.p.m. 

Moisture 1 , 

% 

Back 

Gammon 

Back 

Gammon 

Back 

Ga mmon 

Back 

Gammon 

1 

6 54 

5 15 

0 20 

0.28 

576 

179 

64 6 

70 0 

4 5 

6.04 

5 43 

0.24 

0 28 

175 

125 

60.4 

67.2 

8 

7 67 

5.47 

0.15 

0 36 

42 

108 

61.5 

68.2 

n 5 

6 60 

4 66 

0 30 

0.22 

21 

99 

60.0 

70.2 

15 

5 87 

5 66 

0 19 

0 33 

10 

98 

59.5 

68 5 

18 5 

6 59 

4 92 

0 17 

0 33 

47 

45 

64.8 

69.5 

22 

7 08 

5.67 

0 32 

0 30 

5 

24 ! 

61.2 

69.5 

25 5 

7 54 

5 91 

0 25 

0 35 

14 

43 ; 

i 

62.2 

68.7 


Analyse* of lutriitncc 


Constituent 

Source of variance 

n.r 

Mean 

Backs j 

square 

Gammons 

Sodium chloride 

Maturation period 

7 

0 880 

0 351 


Error 

8 

0.645 

0 465 

Sodium nitrate 

Maturation period 

7 

0 007 

0 004 


Error 

8 

0 017 

0 008 

Sodium nil rile* 

Maturation period 

7 

0 831 * 

0.101 


Error 

8 

0 204 

0 100 

Moi sturt' 

Maturation ptiioil 

7 

8 068 

2 095 


Error 

8 

6 651 

3 053 


1 Mean values for hen sides. 

2 Values Ira ns for wed ( o logarithms prior to statistical analysis 
* Exceeds 5 % level of statistical significance. 


backs or gammons. However, there was some indication that the flavour 
of the backs was preferable after they were matured for 11 5 or 18.5 days, 
and that of the gammons, after 1 or 15 days. Thus, it would appear that the 
most suitable period for the development of the desired flavour in whole 
Wiltshire sides is about 15 days. However, it should be noted that the 
observed differences for the most part were not statistically significant. 

To determine whether observed differences in palatability were due to 
variations in the content of curing salts, the concentration of sodium chloride, 
nitrate, nitrite, and of moisture were determined at the conclusion of the 
flavour tests for two backs and two gammons selected at random from those 
available for each maturation period. The methods employed have been 
described previously (5). The sodium chloride content (Table XI) was 
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somewhat higher and that of moisture lower than had been observed previously 
for Canadian Wiltshire bacon (12). Unavoidable desiccation during storage 
may have been partially responsible for this. Differences in the moisture 
and salt content between sides matured for various periods were not statis¬ 
tically significant. This suggests that any preferences indicated in flavour 
quality were due to other causes than the concentration of the above con¬ 
stituents. 
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AN AIR-CONDITIONED TUNNEL FOR PROCESSING FISH 


As pointed out in a note on page 20 in the previous issue of these Progress 
Reports, the Pacific Fisheries Experimental Station has under way experi¬ 
ments concerned with the dehydration of some Pacific coast fishes, for which 
special equipment was being built. Keeping in mind general utility, the 
apparatus presented in* pictorial projection in the accompanying diagram was 
decided upon. The only new units in the entire equipment are the rectangular 
tunnel, the conveyor system and the smoke producer. The other appliances, 
comprising the cooler, heater, fan, reduction gearing, controlling recorders, 
motors and piping were parts already on hand from previous smoking equip¬ 
ment installed in the Station’s former quarters in Prince Rupert. 

The accompanying diagram is self-explanatory, and it will be noticed 
that essentially the apparatus comprises a conveyor within a tunnel in which 
the air conditions can be controlled within the limits of the capacities of the 
various appliances involved. Nothing unique is claimed for the equipment, 
indeed if dehydration were the only objective, quite a different apparatus 
would have been evolved. Taking into account, however, the various uses 
to which the apparatus would be put, the illustiated equipment was chosen 
as being the most desirable. It will be recognized that the conveyor could 
have been placed in a vertical or sloping tunnel just as effectively as in the 
horizontal one shown, if floor space were at a premium. Furthermore in 
smoking establishments employing the kiln or chimney type of smoker, the 
comeyor system could be placed in the existing chimney. 

The use of a conveyor system of some type was felt to be desirable to 
produce uniformity m the product whether it be a smoked or a dehydrated 
one. The speed of the conveyor is relatively unimportant. But it is 
important, however, to have every portion of the product go through identical 
conditions to induce uniformity. This has been achieved in the illustrated 
equipment as shown bv results from both dehydrating and smoking 
experiments 

Since smoking is only a partial dehydration process, relatively lower 
temperatures are used than in dehydration processes. Consequently apparatus 
that is designed for both smoking and dehydrating must necessarily he inoic 
llexible than if designed for smoking only, particularly with regard to the 
heating appliances. Since the illustrated equipment is composed of old units 
taken from former smoking equipment, the heating capacity is somewhat 
low for some of the dehydration experiments planned; therefore auxihai\ 
steam coils are being added for extension of these experiments Furthermore 
as the tunnel was constructed for larger sprocket wheels than were subse¬ 
quently supplied for the conveyor, a certain amount of the original space 
in the tunnel served no purpose, and is therefore being separated from the 
useful space by a core which directs the conditioned air past the materials 
on the conveyor and thereby increases the velocity of this air in the reduced, 
effective space in the tunnel. 

The smoke producer is entirely different from the tyi>e employed at 
Prince Rupert and was designed by one of us (E.P.S.) as a result of experi¬ 
ence gained elsewhere with fish smoking The producer consists of a large 
cylinder or combustion chamber of heavy black iron, in which the shavings 

4 

Issued ns Paper No. ...ft?..,., of the Canadian Committee on 
Storage and Transport of Food* 



MR CONDITIONED TUNNEL 



Pacific Fisheries Experimental Station 


and sawdust fuel is placed. This fuel is 
packed to any desired depth around the 
sides, hut is confined to a depth of several 
inches in the centre. The lid of this 
cylinder is tight fitting and has a central- 
Iv attached vertical pipe open at both 
ends and extending to within a few 
inches of the surface of the layer of 
shavings and sawdust with which the 
burner is charged. A slide damper over 
the upper end of this pipe controls the 
downward draft of air supplied to the 
burning materials in the combustion 
chamber. The products of combustion 
are diawn off through a horizontal pipe 
leading oh near the top of the combus¬ 
tion ihdtnbci. and the rate at which 
these products are diawn ojf mas be 
g< -\ eim*d by a ilampei in this pipe. 
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4.*ieiul control <d humidity is essential 
\s alreadv intimated, we have noth¬ 
ing to report on smoking, other than 
that the equipment has tome up to all 
expectations m the smoking tests made 
i low ever, situe considerable <lata ndat* 
mg to the dehydration ot the t.uums 
kinds of tish have been obtained, these 
are being presented in an accompany mg 
report in this issue. 

K. P. Sidaway 

- (). t Young 







THE DEHYDRATION OF FISH 


For centuries the drying of fish has been practised al) over the world, 
and statistics would probably show that the greatest bulk of fish is still 
preserved in this way. However, the traditional method of exposure to wind 
and sun is relatively slow and results in much loss through spoilage, lack of 
uniformity of the final product and the development of characteristic "cured” 
‘flavours not favoured by modern industrial populations, who have become 
accustomed to varieties of fresh, frozen or canned fish. Furthermore, drying 
yields a product that does not re-absorb its initial content of water nor 
does it revert to its original delicate glutinous texture 

The possibility of producing by a controlled process an improved dried 
fish acceptable to the British people has been under investigation for ^»>me 
time by the Department of Scientific and Industrial Research of Dreat Britain 
at their Torry Research Station Here, C\ L. C utting and (i. A. Reay obtain¬ 
ed sluch promising results from some of their experiments that further 
investigations were encouraged, the whole matter being considered very 
impo rtant as a war measure. 

At the outset, the British investigators felt that the drying of the raw 
fish would,afford the best possible product, and to achieve this, drying was 
done under a high vacuum at temperatures below the freezing point. The 
results, however, were not at all satisfactory as the product did not recon¬ 
stitute well on soaking, and the fiesh was bleached, spongy and not very 
palatable. As chemical tests revealed that considerable irreversible altera¬ 
tion (denaiuration) of the flesh proteins had taken place, the possibility of 
simpler methods of drying at higher temperatures and at atmospheric pres¬ 
sure suggested themselves. 

Various methods of preparation were tried and the fish were dried by 
roller driers and by warm moving air. The most satisfactory results were 
obtained by mincing the raw fish, cooking for half an hour in steam at a 
pressure of from 2 to 3 lb. gauge, regnndmg after cooking and then drying 
in moving air initially heated to 185° but having its temperature gradually 
lowered to 158° F. lender these conditions drying was accomplished in 4 
hours and a product obtained that reconstituted well and subsequently re¬ 
ceived excellent reports from catering authorities in the Army, Navy and Air 
Forces in which samples were tested. 

These results were of great importance to countries which export large 
quantities of salted, frozen and canned fish, particularly those countries 
subject to great losses in transport. Fisheries research organizations in 
the United States, Newfoundland and Canada at once set up pilot plants for 
the dehydration of the various kinds of indigenous fishes, and all are 
endeavouring to obtain solutions to their specific problems. Duplication of 
effort is avoided as far as possible by correspondence and by personal 
discussions such as took place during the recent visit of investigators from the 
Seattle branch of the United States Fish and Wildlife Service laboratories 
to this Station. But fisheries technologists realize the danger of generaliza¬ 
tion, therefore each species of fish is investigated separately. 

The equipment used for dehydrating purposes in this Station, described 
in a separate report in this issue, is different from that used in the Seattle 
laboratory and also different from that used in the Newfoundland Fishery 
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Research Laboratory at St. John#. The main difference is that in the latter 
two laboratories the fish are stationary while at this Station a conveyor is 
used to keep the fish in motion. 

As a result of various trials, in our experiments the folk»wing procedure 
was found to give the most satisfactory results generally: 

(1) The dressed clean fish were steamed from 22 to 30 minutes at atmospheric 
pressure <212° F ). 

(2) The fish were quickly skinned and deboned after their temperature had dropped 
sufficiently to make handling comfortable, 

(3) The still warm flesh was pressed at approximately 100 lb per sq. in., to remove 

expressible oil and water. % 

(4) The pressed cakes of flesh were ground in a meat grinder. 

(5) The ground material was spread on wire screen trays at a loading of approxi¬ 
mately 1 lb. per sq. ft. of screen area 

(6) Dehydration was effected in approximately 4 hours starting with a temperature 
of 120 v F and a relative humidity of 19%. 

During cooking and any pressing of the cooked flesh of odv fish (e>g 
herring) a considerable amount of oil and aqueous liquid is removed. The 
oil content of fish flesh constitutes an appreciable fraction of the energy- 
giving value of the flesh as a food, but some of this oil must be removed in 
preparation for dehydration in order to assure satisfactory keeping qualities 
for the dehydrated product. The oil expressed is, however, recoverable for 
other purposes. The loss of aqueous liquid during cooking and or pressing 
results in that much less water having to be removed during the dehydrating, 
but at the same time incurs a slight loss of dissolved protein and other nitro 
genous food materials The food values in this liquid are also recoverable 
in the form of other products if economically warranted 

A breakdown of the various operations carried out, with the resultant 
losses, together with the total reduction in weight, the moisture remaining 
in the final product and the specific gravity of the product, is given in the 
accompanying table. It will he noticed that the total reduction m weight 
varies from 8b 3% for herring to 04% for red snapper The reduction in 
volume might be somewhat less than the weight reduction, depending entirely 
upon the form of the fresh hsh from which the basis of comparison is drawn 
and the degree to which the dried product is compressed. Employing the 
results obtained for herring, one ton ot round fish would produce approxi 
mately 274 lb. of dehydrated hsh winch would occupy about 5-1/3 cu. ft. of 
space if pressed at 500 lb. per sq in. h this were packed in 1-lb. tall cans 
is would require approximately 336 cans or 7 cus* s ot 48 cans each, wheieus 
from 20 to 25 cases of 1 lb tall cans would be re pared to contain the product 
resulting from the commercial canning oi a t n of round herring Taking 
the mean of the latter container rcqunemei ts the saving in sp, e due l«» 
dehydrating would be about 69%, This saving could be considerahl increased, 
however, it the pressed dehydrated fish were packaged in rectaiq ir cartons 
which lend themselves to more compact stowage. According n chemical 
analysis the protein content ot the 7 cases of dehydrated herring would be 
greater than that of the 22| cases of ordinary canned herring, tor determina¬ 
tions made in our laboratories showed that the edible portion of the raw 
herring contained 16.4% protein while the dehydrated product from the same 
parcel of Fish gave a value of 75.2% protein. Assuming no loss of protein in 
the canning process and assuming further that each can contained 1 lb. of 
edible fish, then the 224 cases or 1080 lb. of ordinary canned herring would 
contain 177 fl>. of protein, whereas the 7 cases or 274 lb. of dehydrated herring 
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P«rcfftt«ft iwkietba in wtiyht In the Mirdratioit of fiilt (an bout of orifinal 

condition of fi«ns)00%) 







Red 


Salmon 

Dogfish 


Herring 

Brill 

Grey cod Ling cod 

snapper 

Halibut 

(rdho, 

(evisccr- 


(round) (round) (dressed) (dressed) fround) (dressed) 

round) 

ated onl>) 


% 

% 

% 

% 

% 

% 

% 

% 

Operation: 









Dressing 

273 

* 

* 

* 

♦ 

* 

* 

♦ 

Filleting 

* 

56.8 

• 

42.7 

72.1 

40.5 

47.3 

* 

Cooking 

18.0 

12.5 

J* 65.6 

22.2 

5.9 

14.9 

2.6 

\ 57.7 

I )eboning 
Pressing 

5.2 

* 

* 

♦ 

* 

* 

15.2 

8.5 

71 

* 

* 

* 

* 

14.2 

Drying 

20.6 

150 

19.9 

25 1 

160 

33.7 

36.7 

159 

Total reduction 
in weight 

86 3% 

92.8%. 

92 6% 

900% 

94 0% 

891% 

86.6% 

87 8% 

Moisture re¬ 
maining in de¬ 
hvdrated fish 

5 % 

5 5% 

7% 

8% 

5% 

+ 

5 % 

t 

Specific gravity 
of dehvdrated 
fish after press- 

0 82 

0.73 

0 71 

0 7t 

06'* 

0.71 

0.69 

094 


mg at W Jb/sq in 

* Signifies operation not necessary foi experimental pioduct desired 
1 Signifies anahsis not >et available. 


would contain 206 lb. of protein, that is, over 16% more than the canned 
herring would contain. The greater uwght yield of protein in the dehydrating 
process arises from the circumstances that less trimming and other losses 
of flesh are incurred in preparing the ton of round fish for dehydrating than 
for canning. 

( omparisons similar to the above are being drawn up for the various 
tvpes of frozen hsh ordinarily exported but the studies have not advanced 
sufficiently to be included in this report. Investigations into the reconstitu¬ 
tion of the final products, the storage at different tempeiaturcs and in dif¬ 
ferent tvpes of com,liners arc being conducted also, but only simple cooking 
tests have been made 

1 Xpcriments so far show that the reconstitution or restoration ot the 
dehvdrated products to a form in w hu h t hey may be used in the kitchen is 
best effected by the use of (old water. The products take up water readily, 
and m doing so swell greatly and regain the colour and texture they possess 
t»1 before being dehydrated. In a number of experiments the dehvdrated 
pi (Minns were shown to reconstitute during 30 minutes soaking in cold 
water quite adequate!), so that on the addition of a little wheat flour to act 
as a binder, the mixture when moulded into cakes or halls and fried with a 
little fat provided a very attractive and quite palatable dish. In the prepara¬ 
tion of such dishes, it is to be borne in mind that the dehydrated product is 
ahead) precooked. 

The writers wash to thank Miss’ P>. li. Morton of the staff of this Station 
for the protein determinations referred t<> in the above report. 

P*/ju Enheaes Experimental Station O. C Vrnng 

1C. R Sidauay 
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CHANGES IN MOISTURE, MICRO-ORGANISMS AND VOLATILE 
BASES IN DEHYDRATED FISH DURING PROCESSING 
AND 5TORAGE 


Recently considerable work has been carried out in Great Britain on the 
production and storage of precooked dehydrated meat. The problem of 
storage and transport of this type of product is rather a new one for it is 
onh recently that need for such information has arisen. So far as the 
writer is aware published information on the storage of dehydrated meat 
has as yet been limited to studies on the moisture content of the product 
when stored at different relative humidities and temperatures, with particular 
reference to the conditions favouring growth of moulds. However, it is 
anticipated that further studies will be made in order to ascertain whether 
or not alterations in such constituents of the meat as the proteins or fats 
occur during prolonged storage under different conditions. In recognition of 
these lads, and in view’ of the experiments which have been carried out in 
Gieat IJntain, and iecentlv at this Station, on methods of producing satis 
factory precooked dehydrated fish, a studv of the various nm robiulogicab 
chemical and physical alterations which occur during production and storage 
>1 such a pioduct has been commenced. 

The fish used in the experiments to be outlined was, unless otherwise 
stated, dehydrated according to the general procedure which was described 
in a recent article in these Progress Reports (No. 56, pages 7-9, September, 
1943). It has been assumed that minor differences in dehydration procedure, 
such as reasonable variations in the temperature and time used, would be 
unlikely to affect significantly the results of the experiments described. "Hie 
following method of expressing the results obtained has been used. 

Relative Humidity (R.H ) —Amount of water vapour present in the an 
expressed as a percentage of the amount ot water vapour m that air it t» 
were completely saturated with water vapour at the temperature stated. 

Numbers of bacteria or yeatfs and moulds- - Number of li\ing (viable) org.oi 
isms per ounce of fish. 

Volatile baies - Parts per million (ppm ) parts bv weight of lish Amnumia 
(total volatile base minus trimetliylaminc) and tnmethyhimine have fun 
determined The method used w«is only sensitive to about 5 p.p m th< 
case of ammonia and 20 ppm. in the case of trimethvlamine. 

Moisture —Percent, of water present 

Alterations in the Micro-organism and volatile Base Content of Fish 

During Processing. 

Samples of fish w*ere taken at different stages in the dehydration pro 
cess and w r ere analysed for bacteria and moulds and yeasts. The results, 
given in table I, show that, while the flesh of freshly steamed fish has few 
or no living bacteria present, it becomes significantly contaminated during 
processing, especially during pressing and mincing. The apparent increase 
in micro-organisms during dehydration of the precooked minced flesh max in 
fact be due partly to grow th and partly to a concentration as a result of 
shrinkage in weight and volume. 
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.AinriKyritfe <dt mint *airia]pik «»tt chnnnnn salmon tfWnc volatile iliase content durit^g 
lpvuiflmi^jgim'e ttihe foifttiminqg ln^uftts.: 

Anrnitiroui i(f).g»jmn } Triffinwtii^ibumam 1 |p.pmi) 

'Cl^i^Ua.eil tmmnufl ifkiii 2 M Abowatt JO 

SD)dh,yiir«tu<l thrill 48 ® L**** itfcwuta 20 


Fish Steed 


m itilut* mesne earned ««Mt at 77° F., tor at this tcfn|ieratnrc 

Hlhe wipe* oaf IbukCttttanut,, yeasts tmi ranoadds associated with fash tend to mukijdy 
rupidh ’.under .ic^piro^iniattc ©OBttdhtwwas. The samples of dehydrated fash used 
.wane imuirihih jpnqpuunttdl. W\Mtnims> mesne placed in sterilized uncovered glass 
dNdie* mi 'RCidtd ig.ia«k wesselk c^>mtai®ii®g solutions of either calcium chloride or 
•sii^Jbumr .nuril r»Kf <a ><:(<mo£smtTMmm caiUculated to maintain the desired relative 
ihtimititr* aut tdire l^niipwiiiici're oi the experiments The results of certain 
^exj'iui!! mtTBltS Itcdlow 


IMmAmm, MmMs mmi Bacteria and Volatile Bases m Dehydrated Colo 
SAnte, liapraJ mmi Gba Sakaoo Stored at Relative Hanafities Be- 
ttwemNiadie^ 

!L«ipiesnm*eirts '<uunnw?<il an threat Britain, which have already been 
■nimimted rtm>ihrierflta„ showed that lamEess dchycircled meat (containing 40% fat) 
it* 'tftmiwoil ail sndhittuwe hinwnntttaiirs Morn 73% <at temperatures between b8° and 
’ IF. A, mowildk ame centaiim to develop Similar experiments were made b\ 
it)lie \wncuur miitth ddbydir.atedl coho salmon and lingcod. The lingo*! was 
ulimiril »o*r 2% Ihouur* M lH5 c F. an still air, had a vcr\ |**>r external apjiearanee, 
.* 611(11 .a Ih^lh Ibiacttieiraall cvflJiuent due to these conditions favouring bacterial 
jgnowttlh. .'Siusinipte weme stunned as descrilied above, the desired relative humidity 
tyituig* imifliattaiiaaedl with calcium chloride solutions. The moisture content 
aenil uwtnil>*£ 3 rs m»tt Ikacteraa present were determined as soon as a given sample 
sJhoAvofl wiwdMk <dtewdFpu»cinit «»a moulds, w hile those which showed no visible 
:;;ipmvtth <o>if nnnouMs after 43 days were then examined. The results are given 
tiu tuMfte fill. They iafiatc that moulds are unlikely to develop on dehydrated 
fieri! itufcBS the "relative humidity at which it is stored is 80% or over, 
\ooffTnc^ft(tmfcg tt«» an average moisture content of about 17.5%, and even at 
ulhk Ihnroaiky' nroowiM growth would occur only slowly and to a limited extent. 
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TABLE II. Mould growth, mouture cwtwt *n4 numbers of boetena in samqria* of 
dahydratad coho salmon ami Ungcod stored «t roUtnr* humidities between !«•% and 49%. 


Variety of 
dehydrated 
fish 

R.H. at which 
sample wa* 
stored (%) 

No. of days 
before visible 
mould appeared 

Moisture 

(%) 

No. of bacter 
in sample 

Coho salmon* 



48 

370,000 

I.mgcod* 



2.6 

450 M 

Coho salmon 

100 

' 7 

29.4** 

12,000 M 

Lingood 

1(X) 

7 

28 3** 

10,000 M 

Coho salmon 

yo 

0 

27.6 

5,100 M 

Lingcod 

<K) 

9 

30 0 

7,100 M 

Cuho salmon 

85 

18 

192 

240,000 

Lmgtod 

85 

18 

10.7 

42 M 

( oho salmon 

80 

341 ^ 

172 

3,400 

Lmgcod 

80 

Novum ii 45 clays 

179 

6.7 M 

Coho salmon 

75 


13 5 

12,000 

Lmp od 

75 

*4 4 * 

14 1 

1 1 M 

Coho salmon 

70 

1 . 44 

12.8 

4,100 

Lmgc od 

70 

44 *4 

13 1 

54 M 

Coho salmon 

65 

4 . 4 * 

118 

1,500 

Linecorf 

65 

“ “ 

122 

33 M 


* Controls, determinations made on fish directly after dehydrating 
** In 12 days these samples, which were then extremely mouldy, contained 37 59$ 
and 37 V/r moisture, i espectivelv 
t On!> one small patch of mould developed. 


In this connection it is of interest to note that British work already referred 
to showed that the critical moistuie content at winch moulds are just aide 
to develop on dehydrated meat (containing about 40% fat) was 17% when 
calculated on a fat-free basis. It will he observed that a marked increase m 
bacteri.il numbers onl\ incurred at R 11 values between 100% and 00% At 
a KM of 85% there was a slight increase in the bacterial content of chum 
salmon, while in the case of the hngcod there was a decrease m the ver\ 
high initial bacterial content. Evidently this humidity, which corresponds 
to a moisture content of about 10.5%, represents about the critical limit for 
development of bacteria on dehxdraled lish. At R.H values of 8()%> or lov\er 
the initial bacterial content decreased considerably 

An experiment similar to the above was made using dehydrated chum 
salmon, but in this case the volatile base content of the samples was deter 
mined as well As far as the relations between R.H., moisture content and 
development of mould are concerned, the results (table 111) were very similar 
to those of the foregoing experiment Trimetlulamine developed in all 
samples irrespective of whether or not bacteria or moulds increased. As yet 
no satisfactory explanation can be offered for this increase. There was also 
a slight increase in the ammonia content of some of the samples, and this 
was in many instances also apparently independent of the development of 
moulds or bacteria. It will be noticed that at R.li. values between 100% and 
80% both increases and decreases in the ammonia content were found. In 
this region observed decreases may have been due to the utilization of 
ammonia by the moulds, and increases to bacterial action or to some other 
t actor. 


18 



. 1 . 

' TABLE III. MwM growth, moUtur* coDtmt, MimUn of bacteria tad amount of volatile 
bate* in dehydrated chum salmon stored at relative humidities between 100% and 05%. 


R.H. 
at which 
sample was 
stored <%) 


No* of days 
before visible 
mould appeared 


Moisture 

(%) 


Amount of volatile bases in sample: 

No. of bacteria 

(Msmillsons) Trimethylamine Ammonia 


_ 

_ 

4.0* 

650,000* 

less than 20* 

460* 

100 

6 

33.1 

1,900 M 

220 

750 

00 

8 

23.2 

45 M 

80 

85 

85 

17 

100 

30,000 

180 

218 

80 

35+ ^ 

16.8 

170,000 

380 

450 

75 

None in 35 days 

13.6 

42,000 

360 

550 

70 

“ 

121 

33,000 

500 

790 

65 

u 

11.0 

150,000 

500 

660 


* Gmtml, determinations made* on fish duectly after dehydrating, 
t Only a few patches of mould. 


Moisture, Bacteria and Volatile Bases in Dehydrated Lingcod Stored at 
Relative Humidities Between 80% and 10% 

Samples id dehydrated lingcod were stored over sulphuric acid solutions 
at relative humidities between 80% and 10%, and the numbers of bacteria, 
moisture content and volatile bases were determined after 30 days. The 
results, given m table IV, show' Iliat there is a steady increase in moisture 
content in the samples stored at R.H values between 10% and 60%, but that 
at the higher humidities the rate of moisture uptake increases much more 
markedly Similar results were obtained m the w'ork with dehydrated meat 
previously uted. Alter storage for 30 days there was no important increase 
or deciease in the bacterial content ; the observed changes were very probably 
due to chance sampling errors which aie apparently rather high with material 
oi tins nature There appeared to be a slight increase in the trimethylamine 
content, but not in the ammonia content. These samples, as well as those 
m the previous experiment, are being subjected to more prolonged storage 
in older to ascertain whether the changes noticed aie thereby accentuated. 


TABLE VI. Moisture content, numbers of bacteria and amount of volatile bases in 
dehydrated ling-cod stored at relative humidities between 80% and 10%. 


R.H. at which 
sample was 
stored (%) 

Moisture 

(%) 

No. of bacteria 
in sample 

Amount of volatile bases in sample: 

Trimethylamine Ammonia 

_ 

1.7* 

130,(XX)* 

180* 

2«0* 

10 

3.0 

2103XX) 

93 

260 

20 

4.4 

140,000 

180 

240 

30 

5 7 

180,000 

350 

250 

40 

68 

290,000 

350 

240 

50 

8.3 

1,900,000 

550 

180 

60 

9.3 

110,000 

200 

280 

70 

13.6 

130,000 

200 

88 

80 

17.9 

25,000 

130 

96 


* Control; initial determinations made on freshly dehydrated fish. 
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Flavour Reversion in Linseed Shortening* 

J. O. ARMSTRONG and W. D. McFARLANE 
Department of Cbemhtry, Kac4onald CoUage (MeGifl Uabtndty) 

Ste. Asm de Beltem, Quebec, Canada 


Introduction 

T HIS study was undertaken in an effort to im¬ 
prove hydrogenated linseed oil for use as an 
edible fat to help meet the shortage in Canadian 
supplies. Preliminary work had indicated that al¬ 
though a shortening of apparently good quality could 
be produced, the produets baked with this shortening, 
e.g., pastry or toasted bread, had a disagreeable 
flavour, commonly referred to as a reverted flavour. 

The term '‘reverted” has been commonly used to 
describe a group of “off” odours which develop on 
heating or storing certain oils. Although it suggests 
the return of a flavour or odour which has previously 
been removed', this implication is incorrect and mis¬ 
leading, especially in the case of linseed shortening 
because the flavour and odour are different from any 
which were present either in the crude or the refined 
oil or in the freshly hydrogenated shortening. It 
should also l)e pointed out that, while reversion in an 
oil proceeds through a succession of different odours 
described by such terms as “grassy,” “painty,” etc., 
the organoleptic sensations of taste and odour asso¬ 
ciated with reverted linseed shortening seem to be 
unique and characteristic. 

The problem of flavour reversion is not encountered 
with hydrogenated sunflower and cotton seed oils, so 
it would appear that reversion in linseed shortening 
must be associated either with linolenic acid which is 
present in linseed oil to about 40% and absent from 
the Other oils, or with a constituent of the uonsaponi- 
finble matter of linseed oil which is not present in the 
other oils. Lemon (4) first suggested that linolenic 
acid was the responsible constituent and has obtained 
speetrographic evidence to support his theory that in 
the hydrogenation of linseed oil the linolenic acid is 
saturated first at the A 1 ** 1 * double bond to form an 
isomer of the common linoleic acid which, when 
heated, gives rise to the odoriferous product. 

In this investigation a study has been made of the 
cause of flavour reversion and the possibility of pro¬ 
ducing a more acceptible shortening by modifying the 
customary steps in processing and by special treat- 
ments including the use of antioxidants. 


Methods 

Repining 

A LKALI, bisulphite and adsorbent-refining have 
been studied. In alkali refining, erode linseed oil 
was stirred rapidly at room temperature for 45 min¬ 
utes with a slight excess of a 30% aqueous solution of 
sodium hydroxide, then stirred slowly at 65-70*C. for 
30 minutes; allowed to settle overnight, and the soaps 
separated by filtration. In one experiment, samples of 
shortening were refined by carrying out the whole 
operation at 65°C. Samples of linseed oil were also 
refined with bisulphite in the same manner as in alkali 
refining but using $ ml, of a 10% aqueous solution of 
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sodium bisulphite per 100 g. of oil instead of sodium 
hydroxide and with less vigorous agitation to avoid 
emulsions. The oil was separated by decantation and 
filtration. 

Filtrol-carbon and a silica-gel-alutaina preparation 
developed in this laboratory, were employed as adsorb¬ 
ents. The silica-gel-alumina adsorbent was prepared 
by grinding 100 g. of silica gel* to pass a 100-mesh 
sieve and adding, with stirring, a solution containing 
55 g. a lnminium nitrate tionahydrate in 500 mi of 
absolute ethyl alcohol. The mixture was stirred in a 
large evaporating dish on a steam bath to remove the 
alcohol, then dried in an oven at 100°C. and finally 
heated in a muffle furnace at 750°C. for three hours. 
Refining with thia adsorbent was carried out by allow¬ 
ing about 140 g. of oil to percolate through a one-inch 
layer of the adsorbent in a 2 1 / 4 -inch Buchner funnel. 
The Filtrol-carbon adsorbent was a mixture of a spe¬ 
cial Filtrol and the activated carbon, Dareo G-60, in 
the proportions of 5:1. It was added to the oil at a 
level of 3.6%; the mixture agitated vigorously for 30 
minutes at 65-70°C. and the oil separated by filtration. 
Hydrogenation and Deodorization 


The catalyst waa prepared by the method of Ril- 
ditcb (3) employing the dry reduction of niekel 
carbonate but with silica gel (100 mesh) instead of 
kielselgubr for the base, and reducing at about 
500°0. instead of at 400-450°C. The catalyst was 
stored in a small amount of hydrogenated linseed oil 
or Blended Shortening. It contained about 28% 
nickel before mixing with the fat and about 14% 
after mixing. 


An eccentric-driven shaker-type apparatus manu¬ 
factured by the Standard Calorimeter Co., East 
Moline, Ill., waa used for hydrogenation. The reac¬ 
tion took place in a pyrex glass bottle of 500-ml. 
capacity heated by a coil of nichrome wire wound 
around the outride of the bottle between layers of 
asbestos paper and the reaction temperature was ad¬ 
justed by a light-bank rheostat. A charge of 100 or 
200 g. of oil was placed in the reaction bottle with 
the catalyst (0.5-0.6% niekel for refined oils and 1,0- 
1.2% for crude o0s) and hydrogenated at 180*C. 
with a hydrogen pressure of about two atmospheres. 
Electrolytic hydrogen was admitted from a amid! 
storage tank and altar calibrating the apparatus the 
course of the reaction could be followed by noting 
the fall in hydrogen premure. The extent of hydro¬ 
genation was always checked by determining the 
mine number of the product. 

Immediately after hydrogenation, all samples ween 
deodorised by peering a jet of steam into tbe short¬ 
ening for three hours at 200°C. and about 5 
premare. The vacuum waa then released by «... 
ting nitrogen through the steam jet, and the 
enfitg waa clarified by filtering through aSaca gel 
adsorbent or Super-Cel Standard. 
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Analytical Procedures 

Acid values were determined by the A. 0. A. C. 
method (8) but using: 5 g. samples of the oil dis¬ 
solved in 15 ml. of ethyl alcohol and titrating with 
N/100 sodium hydroxide. The method of Rosenmund 
and Kuhnhenn (9) was employed to determine the 
iodine number with the exception that carbon tetra¬ 
chloride was used to dissolve the sample and the 
brominating reaction time was exactly 10 minutes. 
Peroxide values were determined by the ferric thio¬ 
cyanate method of Lips, Chapman and McFarlane 
(5). 

Flavour Judgments 

F OR every sample of shortening prepared in the 
course of this investigation the success or failure 
of the process involved lay in the answer to the ques¬ 
tion, “ Does it give a reverted flavour when used in 
baking*” Whether or not a sample would give the 
reverted odour on heating in an oven at 100°C. did 
not seem to be the real criterion of quality. Although 
such a test would give an indication of what was 
probably unsuccessful it would lack finality. Ac¬ 
cordingly, all samples were used in baking (generally 
pastry) and the quality of the shortening was then 
ascertained by the judgments of the baked products. 

Most of the samples were judged qualitatively by 
four or five judges, but in a number of cases a panel 
of ten to fifteen judges was organized to quantita¬ 
tively measure the quality of a particular series of 
samples. In some cases the flavour and in other cases 
the odour of the samples was judged. In either case, 
two methods were employed to assign a numerical 
sebre to each sample. Tn the first method a ten-point 
scale resembling that of Wilson and Rlosberg (10) 
was used with the points on the scale described 
briefly in the following manner: 


10 Excellent 
9 Very good 
8 Good 

7 Slight off flavour (odour) 
6 Off flavour (odour) 


Considered 
suitable fnr 
household 
use. 


S Slight oily or reverted flavour (odour) 
4 Definite oily or revertod flavour (odour) 
3 Unpleasant flavour (odour) 

2 Very unpleasant flavour (odour) 

1 Repulsive flavour (odour) 


Considered 
not acceptable 
for household 
use. 


Each sample in a series was scored by each of the 
judges. The scores for each sample were then aver¬ 
aged. The best score possible was thus 10 and the 
poorest was 1. 

In the second method the judges were asked simply 
to indicate for each sample in flavour judgment 
whether or not they considered it of satisfactory 
flavour for household use; and in the case of odour 
judgments, whether or not they considered it to have 
a reverted (or worse) odour. Then to give a rating 
of the “excellence” of each sample the number of 
judgments declaring it satisfactory (or not reverted 
in odour) were added and this total divided by the 
number of judgments, giving scores m fractional 
quantities. Thus with T2 judges in a panel, a sample 
judged Satisfactory by all judges would have a score 
of 12/12 s» 1, and a sample judged satisfactory by 6 
judges would have a score of 6/12 =• 0.5. To have 
these scores more nearly Him those obtained by the 


first method each was multiplied by 10, thus the two 
samples mentioned would receive final scores of 10 
and 5 respectively. In a number of experiments it 
was desired to follow the progress of reversion by 
noting the development of the reverted odour. In 
these eases it was more convenient to record for each 
sample the percentage of the judgments which con¬ 
sidered it reverted. It should be pointed out that both 
forms of this second method graded the samples on a 
scale of eleven points because a very poor sample 
could receive a score of zero if all judges considered 
it unsatisfactory. 

Experimental 

Causer or Flavour Reversion 

A 500-g. sample of alkali-refined linseed oil was 
** saponified and the two fractions separated (3). 
The nonsaponifiable fraction was added, in the same 
proportion as it was present in linseed oil. to a 
sample of alkali-refined sunflower seed oil and to a 
sample of “blended” shortening, containing up to 
65% animal fat. The former mixture was then hydro¬ 
genated to the consistency suitable for a shortening 
and finally deodorized. The two shortenings were 
used in baking pastry but in neither case was a re¬ 
verted flavour detected. A portion of the mixed 
component-fatty acids was re-esterified with glycerol 
(2), and the resulting neutral oil hydrogenated and 
used to make pastry. This pastry had the characteris¬ 
tic reverted flavour, thus indicating that flavour re¬ 
version was caused by a fatty acid component of the 
oil and not by the nonsaponifiable matter. 

Two samples of deodorized-linseed oil shortenings 
were found to have acid values (as % oleic acid) of 
0.10 and 0,18. A portion of each was alkali-refined, 
reducing the acid values to 0.028 and 0.031, and the 
four samples used to prepare pastries. As there were 
no appreciable differences in the pastries it seemed 
that the free fatty acids in the shortening were not 
responsible for reversion. 

A sampje of ethyl linolenate (B. P. 194°C. si 5.5 
mm.) was prepared from linseed oil (7). One portion 
was blended with sunflower seed oil in the proportions 
of 40:60 and the mixture hydrogenated. Pastry pre¬ 
pared with this shortening had the characteristic re¬ 
verted flavour. Another portion was blended with s 
sunflower seed shortening in the same proportions. 
The pastry prepared with this blended shortening had 
an unpleasant flavour hut not that characteristic of 
reversion. ft was thus indicated that ImoJenic arid 
did cause the reverted flavour, hut only after hydro¬ 
genation. In this experiment, the flavour imparted hy 
ethyl linolenate itself, could have been misfeeding. 
However, we believe this is unlikely as the flavour 
judgments on the baked products were made hy a 
panel of experienced judges. 

Modifications xn Processing 

Variations in a number of steps in the established 
methods of processing linseed oil into an adibl* short¬ 
ening were studied as follows: 

1. Smphi of • trade tat- jew e d tart alt met* 
ta*re«en*ted to iodise ratal* rt start «S tH 
eststjrt MMweatratra wring ffew fed tor 1.716 
ntrtaL 7 

8. Samples of an aiksft rrtart tat-pr—rt taaart 
oil a» tatapwoted to Irtfipo wrtsi rt start 
m with eatotyrt fwartittflortr vtiyfeg ftort to 
IM% n ieket 



SAMPLE 1 


8. Fite samples of un alkallrefiuetl hot-pressed lin¬ 
seed oil were hydrogenated to iodine numbers of 
About 65 at temperatures of 50, 80, 120, 150 and 
180*C. 

4. Five samples of a hot-pressed linseed oil and five 
samples of a eold-pressed linseed oil were reilned as 
follows: (a) no reftning, (b) alkali refining, (c) 
alkali refining, then bisulphite refining, (d) alkali 
refining, then adsorbent refining with silica gel 
alumina, (e) alkali refining, then adsorbent refining 
wfth Fitrol carbon.. Each sample was hydrogenated 
to an iodine number of about 70. 

5. Eight samples of n crude hot-pressed linseed oil 
were hydrogenated to iodine numbers of 61, 67, 72, 

76, 83, 87 and 88. 

6. Two samples of alkali refined hot-pressed linseed 
oil were hydrogenated to iodine numbers of 62 and 
68 and hlended in the proportions of two and three 
parts respectively of the linseed oil shortening with 
one part of alkali-refined sunflower seed oil. 

7. Two samples of alkali and adsorbent-refined 
(silica gel-alumina) hot-pressed linseed oil were by 
drogenated to iodine numbers of 67.5 and 69.0 and 
blended in tbc proportions of two and four parts 
respectively of the linseed oil shortening to one part 
of sunflower seed oil. 

8. Seven samples of linseed oil, including one hot 
pressed and one cold-pressed oil from each of three 
seed crushing mills and a sample of a special linseed 
oil No. 100 from Pittsburgh Plate Glass Co. (iodine 
number 155) were each divided into four parts, one 
part hydrogenated directly to an iodine number of 
65 70, one part alkali refined and hydrogenated to 
an iodine number of 65-70 and the other two parts 
(duplicates) alkali-refined, adsorbent refined and by 
drogenated to iodine numliers of 75 80. 

All of the above shortenings were subjected to 
baking tests. Prom the results it was concluded that 
an improved shortening, but which still gave a ilight 
characteristic flavour to pastry, was obtained by hard¬ 
ening to an iodine number below 70 and by a greater 
degree of refining prior to hydrogenation, although 
bisulphite refining gave no improvement. Hot- or cold- 
preseed oils gave the same results. Larger amounts of 
catalyst and higher temperatures reduced the hydro¬ 
genating time imt hail little effect on the quality of 
the product except m the case of crude oil where an 
increase in catalyst concentration did bring some im¬ 
provement although this may have been due entirely 
to the siliea gel partially refining the oil by adsorp¬ 
tion The experiments with blends of sunflower seed 
oil and hydrogenated linseed oil showed that a short¬ 
ening with desired physical characteristics could lie 
prepared and its presence in fresh or toasted slices 
of bread could not be detected when used at a level 
of 4% of the dough. However, the flavour could still 
be detected when pastry was prepared with these 
shortenings 

Special Treatments and Techniques 

Conjugated Hydrogenation: Two samples of alkali- 
refined hot-pressed linseed oil were hydrogenated in a 
pyrex flask in the presence of 1% nickel catalyst at 
200°(\ while vapours of ethyl alcohol passed continu¬ 
ously through the mixture at approximately atmos¬ 
pheric pressure. There was no apparent difference in 
the course of the hydrogenation when absolute or 
95% alcohol was used, the iodine number being 120 
at 3 hours and 100 at 12 hours. Pastry prepared 
from the^e shortenings gave the characteristic re¬ 
verted flavour. 

Isomerization : Attempts to bring About isomerisa¬ 
tion following the hydrogenation of alkali-refined 
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Flo. 1. Showing tb« relationship between the degree of fla¬ 
vour reversion and the peroxide content. 

-0-Peroxldfroxycmi (miUtoqnivtUnU 

P* r Kf.) 

- Q --Odour (% of judfWMBti whieh in¬ 
die* tod the MBipl* ww reverted) 

hot-pressed linseed oil involved the following experi¬ 
ments- (a) heating at 230°C. for 12 hours in an 
atmosphere of hydrogen using the hydrogenation ap¬ 
paratus to agitate the oil; (b) heating at 230-240°C. 
for 6 hours with sulphur dioxide bubbled through at 
a rate sufficient to keep the mixture agitated, and 
(c) heating at 230-240°C. for 6 hours with one per¬ 
cent selenium using a mechanical stirrer to agitate 
the mixture. The quality of the shortening was not 
improved by any of these treatments 

Oxidation Before and After Hydrogenation : A 
sample of alkali-refined linseed oil was heated for 
12 hours at 98-100°C. while agitated with a current 
of air. This slightly oxidized oil was hydrogenated to 
an iodine number of 71. Pastry prepared from this 
product had a more objectionable flavour than the 
characteristic reverted flavour. A sample of alkali- 
refined linseed oil was hydrogenated to an iodine 
number of 69.5, divided into two portions, and air 
blown through one portion at 150-160 o f\ for 6 hours 
and through the other at 180-190°0. for 8 hours. 
These treatments did not improve the shortening. 

However, we have observed that the degree of 
flavour reversion parallels the increase in peroxide- 
oxygen during the oxidation of linseed shortenings. 
The formation of peroxides and the development of 
reverted odour were followed in two samples of hy¬ 
drogenated linseed shortenings stored at 100°C. for 
20 hours. The first appearance of reverted odour and 
the rate at which it increased were determined by a 
panel of judges. The relationship between peroxide- 



oxygen and reverted odour was found to be essen¬ 
tially the same for both samples. The data presented 
in Figure 1 indicates that the first appearance of the 
reverted odour does not coincide with the end of the 
induction period as detected by peroxide values, but 
rather that the onset of flavour reversion precedes the 
point at which there is a marked increase in peroxides. 

Fractionation with Acetone: Three samples of alkali- 
refined linseed shortening of iodine numbers 83, 63 
and 54 respectively were fractionated by crystallisa¬ 
tion from acetone (3) giving three fractions, viz., 
(I) crystallized at room temperature, (II) soluble at 
room temperature but crystallized at —15°0., (Ill) 
soluble at —15°C. The yields and the iodine numbers 
of each fraction from the three shortenings are shown 
in Table I. 


TABLE I 

Fractionation of Linseed Shortening From Acetone 



Action* Fraction* 

Fraction 

No. 

Yield 

(%> 

Iodine 

Number 

Shortening No 1, 

I 

II 

III 

14.0 

58 7 
27.8 

58 

80 

113 


Shortening No. 2, 

Iodine Number 05..... 

I 

II 

III 

80.8 

45.0 

. 

46 

81 

05 


Shorten Inc No. 8. 

Tadinft Numbm* 54. 

I 

II 

III 

55.0 

88 8 

11 8 

30 

74 

87 



The development of peroxides and of reverted 
odour at 100° 0. in each of the three fractions of each 
shortening was studied with the results shown in 
Figure 2. These results confirm the previous obser¬ 
vations that the onset of flavour reversion is accom¬ 
panied by an increase in peroxide-oxygen. It will be 
observed that all of the samples showed flavour rever¬ 
sion but in varying degrees, fraction I being the most 
stable. However, it was expected from the relative 
iodine numbers that there would be a greater differ¬ 
ence in stability between fractions II and III. It is 
of interest to note that in each case fraction I showed 
a marked increase in peroxides before the appearance 
of the reverted odour, whereas in this respect frac¬ 
tions II and III behaved in a manner typical of the 
unfractionated shortening (see Fig. 1). 

The Use of Antioxidants: Since there appeared to 
be a relation between flavour reversion and oxidation 
in linseed shortenings, experiments were next carried 
out to determine whether antioxidants, known to re¬ 
tard the formation of peroxides in fats, would also 
retard or prevent flavour reversion in these shorten¬ 
ings. Figure 3 presents the results obtained with 
“Viobin Antioxidant" (6) alone, and supplemented 
with isopropyl gallate (1). The antioxidants were 
added to the deodorized linseed shortening because, in 
this case, the activity ox the antioxidant is greatly 
reduced if it is added at any earlier stage in proc- 



Fio. 2. Showing flavour reversion sod peroxide content of fractions crystallised from acetone. 
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csaing. It » evident from the results presented that 
the antioxidants have retarded the formation of per* 
oxides and of the reverted odour. When these samples 
of shortening were subjected to baking tests some 
improvement in flavour was noted but the character* 
istic reverted odour was detectible in every case. 

These findings were confirmed in further experi* 
ments in which many other commonly used anti¬ 
oxidants were tested singly or in combination and at 
different levels. It was therefore concluded that anti¬ 
oxidants even at relatively high levels did not entirely 
prevent the development of a reverted flavour during 
baking tests. 

General Discussion 

T HE results of this investigation support the the¬ 
ory, developed by Lemon {4), that linolenic acid 
is responsible for flavour reversion in linseed short¬ 
enings. However, the characteristic reverted flavour 
seems to arise, not from this substance itself, either 
as a free fatty acid or in glyceride linkage, hut from 
some product formed from it during hydrogenation. 
Regarding the nature of this product it can only be 
said that it isn’t a free acid and that it does not 
seem to be offensive in itself, but on heating it pro¬ 
duces the substances which arc directly responsible 
for the flavour and odour. These latter substances 
may be removed by deodorization whereas the basic 
cause may not; it remains and is able, on subsequent 
heating to form again the odoriferous substances 
In the work here completed the identification of 
this substance has not been attempted. There are 
many possibilities, only a few of which can be elimi¬ 
nated: the ordinary oleic, linoleic and linolenic acids 
are ruled out, likewise the usually occurring iso-oleic 
acids cannot be responsible. If linolenic acid were 
first hydrogenated at the A ,5,lrt double bond the or¬ 
dinary linoleic acid would be obtained and no rever¬ 
sion should occur thereafter. Therefore, at least a 
part of the linolenic acid must have undergone some 
other change, which may involve reduction at one of 
the other double bonds or an isomerization reaction, 
either of these may be followed by the other and the 
isomerization may involve migration of the double 
bonds of eis-trans changes The possibilities thus cre¬ 
ated are many and the available methods of study 
may not be adequate to give a definite answer. 

Regarding the reversion some possible solutions 
may be offered. There is a possibility that hydro¬ 
genating conditions may be made so highly selective 
that all the linolenic acid would be changed into or¬ 
dinary linoleic before any other change occurred, or 
that some change, e.g., oxidation, might he made to 
occur in the original linolenic acid so that on hydro¬ 
genation the reaction would take a more favourable 
course. Also the hydrogenated product might be 
changed through a subsequent isomerization to re¬ 
store the structure to one which is heat-stable and 
inoffensive, or through a treatment such as prolonged 
heating (and possibly oxidation) accompanied by de- 
odoriz&tion the basic substance might be converted 
into volatile products which would be removed, or 
finally certain substances might act as inhibitors to 
prevent the usual decomposition during baking. 

Tbe experiments here described have attempted to 
investigate these possible solutions but no satisfactory 
method can be claimed. 
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Fw. 3. 8howing the effect of antioxidants on flavour rever¬ 
sion and peroxide formation in linseed shortenings at 1O0*C. 
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1. The production of an edible shortening by the 
hydrogenation of linseed oil with dry-reduced nickel 
catalyst has been studied. 

2. A derivative of linolenic acid formed during 
hydrogenation, is shown to be responsible for flavour 
reversion in linseed oil shortening. It is believed that 
this substance decomposes to form the volatile prod¬ 
ucts directly responsible for the reverted flavour and 
odour. 

3. Possibilities of producing linseed oil shortening 
free of reversion have been investigated as to (a) pre- 
treatment of the oil, (b) changing hydrogenation con¬ 
ditions, (c) changing the hydrogenation product by 
isomerization, (d) destruction of the offensive prod¬ 
uct of hydrogenation and removal by deodorization, 
and (e) the um of antioxidants to inhibit reversion 
in the hydrogenated product. 

4. Improved products have been obtained but fla¬ 
vour reversion has never been entirely eliminated. 
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DRIED WHOLE EGG POWDER 

XV. TIIE GROWTH OF SALMONELLA AND OTHER ORGANISMS IN 
LIQUID AND RECONSTITUTED EGG 1 

By N. K. Gibbons 2 , R. L. Moore 3 , and C O. Fulton 2 

Abstract 

Curves art* presented showing tlie- growth in liquid egg of Salmonella bareilly, 

S . manhattan , S. typhi-mununi, S. orumenbur g, S. tvphi, Escheruhta colt, Aero- 
hatter acroeenes, Staphylococcus aureus , Streptococcic v fecalts and S. pyogenes, 
and of Salmonella bareilly in rcronsi itilted rgg Streptococcus pyogenes does 
not grow in egg and dies oft rapidh at temperatures above 60° F. (15 6° C.). 

The other organisms generally grow well in liquid at temperatures above 
60° F. (15 6° C.)* Uicjuid and reconstituted egg should therefore be main¬ 
tained well below tlib temperature to prevent the multiplication of Salmonella 
and other possible pathogens. 

Introduction 

Organisms of the Salmonella group have boon reported in dried egg powder 
(1, 2, 6) but the number is usually small (2). Although drying kills most of 
the organisms, the greater the number of organisms in the liquid egg the 
greater the number likely to survive the drying process (3). Since these 
organisms may multiply in the reconstituted egg and form a health hazard, 
it was of interest to determine at what temperatures growth may occur in 
liquid and reconstituted egg. Staphylococcus aureus and Streptococcus 
pyogenes , which are also of public health significance, as well as other organisms 
commonly present on eggs, were included in the study. 

Methods 

To simplify the task of making counts, sterile egg melange was used. Eggs, 
one day old, were used for most of the work, although commercial Grade A 
eggs wore found to yield a high percentage of sterile meats. The method 
used to obtain sterile meats was essentially that of Rosser (4). One egg is 
allowed to soak in a 500 p.p.m. c hlorine solution while the previously treated 
egg is being opened. The egg is hold between two small ring clamps fastened 
to a bar, bent at right angles, which is in turn fastened to a ring stand so that 
the egg may be inverted by loosening the clamp at the ring stand (Fig. 1, A). 
The large end of the egg is painted with tincture of iodine and a triangular 
piece of shell cut out with a sterile* abrasive wheel in an electric hand drill. 
The shell and outer membranes are removed with sterile forceps. The egg 
is then inverted, the small end painted with iodine, and a small hole made' in 
it with the drill. The inner membrane at each end is pierced with a platinum 

1 Manuscript received June 17, 1944. 

Contribution from the Division of Applied Biology, National Research Laboratories, 
Ottawa . Issued as Paper No. 119 of the Canadian Committee on Food Preservation and as 
N.R.C. No. 1339. 

2 Bacteriologist, Food Investigations. 

8 Laboratory Assistant, Food Investigations . 
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wire and the egg contents blown into a sterile wide mouthed flask by means of 
compressed air filtered through a Seitz filter (Fig. 1, B). The flasks, each 
containing one egg, are incubated overnight and checked the next day for 
growth by subculturing. The sterile eggs are then poured into a large Seitz 
filter fitted with a fine wire screen in place of the filter disk, and the egg is 
forced through the screen by compressed air (Fig 1, C). The egg is caught 
in a delivery bottle, mixed, dispensed into sterile flasks as needed and again 
checked for sterility. Using this method sterile meats were obtained from 
80 to 95% of Grade A commercial eggs. 

Most of the organisms used in this study were isolated from egg powder: 
Salmonella hardily; S. manhattan; S. oranienhurg; S. typhi-murium; Esche¬ 
richia coli; Aerobacter aero genes; and Streptococcus fecal is. The other organ¬ 
isms used were: Salmonella typhi , Hopkins disinfectant strain; Staphylococcus 
aureus , Wood 46, a non-enterotoxin producing strain; and four strains of 
Streptococcus pyogenes , Group A* (Matthews Type 25 and three strains 
isolated from scarlet fever patients, Types 1, 4, 12-14). 

Growth was followed by the procedure outlined below. The melange was 
inoculated with 24-hr. broth cultures of the organisms, distributed into the 
necessary number of flasks and incubated. The liquid egg was heated rapidly to 
the desired temperature in a water-bath before being place* 1 in the incubator. 
In the first experiments the temperatures used were 98.6°, 86°, 75°, 68°, 60°, 
52°, and 45° F (37* 30°, 24°, 20°, 15 6°, 10.6°, and 7.2°(\); in later 
experiments 90°, 80°, 70°, 60°, 50°, and 40° F. (32.2°, 26.7°, 21.1°, 15.6°, 
10.0°, and 4.4° C.). Aliquots were removed at 6, 12, and 24 hr. at the 
higher temperatures and also at 48 hr. at the lower temperatures since under 
practical conditions liquid or reconstituted egg would not likely be held for 
longer periods. Appropriate dilutions were plated on proteose-peptone 
tryptone agar. The streptococci were plated on heart infusion agar. All 
plates were incubated at 98.6° F. and counted after three days. 

Since it is practically impossible to obtain sterile spray dried egg powder, 
growth curves in reconstituted egg are difficult to obtain. Curves for Sal¬ 
monella hardily were obtained by using powder free of other sulphide-produc¬ 
ing organisms and following growth by the most probable number technique 
previously described (2). 

Results 

The growth curves of Salmonella in liquid egg are shown in Fig. 2 (A and B) 
and Fig. 3 (A, C, and D). In each there is a decided break in the rate of 
growth around 60° F. (15.6° C.). Above this the rate increases with 
increasing temperature to about 86° F. Below 60° F. there is little or no 
increase and in some instances a decrease. Only one strain (S. manhattan , 
Fig. 2, B) showed rapid growth at 60° F.: in all others there was a definite 
lag of at least 12 hr. followed by a fairly rapid increase. For practical pur¬ 
poses it is evident that if the egg liquid is kept below 60° F. there is little 

* Kindly supplied by Dr. E. T. Bynoe , Laboratory of Hygiene , Department of Pensions and 
National Health , Ottawa . 
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l ; ic*. 2. Growth turves ui liquid egg at Q8°, So75 ' w , 0S°, 60\ 52°, and 45° F. of: A ,— 
Salmonella bar ally; B, ~S. manhattan; C,—E. call: D,—A nerogenes; E, -~S. typhi; and 
F, — SlaphylococciLs a uretis . 

danger of multiplication of Salmonella organisms over the period studied. 
At room temperature (68° F.) there is a fairly rapid growth and the final 
number is at least as great in 48 hr. as at the higher temperatures. This 
agrees with work recently reported for canned foods (5). 

Salmonella bareilly does not appear to grow quite as well in reconstituted 
egg (Fig. 3, B) as in liquid egg (Fig. 3, A). This difference may be due in 
part to the different method of estimating the numbei of organisms. Although 
there is a definite lag period the original decreases at 60° F. and 70° F. are 
possibly fortuitous. 

The growth of E. coli and A. aero genes (Fig. 2, C and D) is essentially the 
same at the higher temperatures. The strain of A. aerogenes used is not 
affected by the lower temperatures in the same way as E. coli. Below 60° F. 
Salmonella typhi (Fig. 2, E) decreased in numbers over the period studied. 

Staphylococcus aureus (Fig. 2, F) was the only organism used that grew 
more rapidly at 86° than at 98° F. It, however, does not grow as well at 
room temperatures as the Salmonella strains. 
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Fig. 3. Growth curves of Salmonella baretlly m: A, - egg liquid; and B t — reconstituted 
egg powder; and of C, - S. typhi-muruun and D f —S. ora men burg, m liquid egg. Tempera¬ 
tures in ° F. 



Fig. 4. Growth curves in liquid egg of: A, -Streptococcus fecalis; pyogenes 

(Matthews strain ); and C, *-S pyogenes. Group A. Temperatures in ° F, 


Streptococcus fecalis does not grow as rapidly at the higher temperatures as 
the majority of other organisms (Fig. 4, A). None of the strains of Strep - 
tococcus pyogenes grew in liquid egg. They survive at the lower temperatures 
but die off rapidly above 60° F. The curves obtained for two strains are 
presented (Fig. 4, B and C). Similar curves were obtained for the other 
two strains. 
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Summary 

Group A streptococci do not grow in liquid egg. This is probably one 
explanation of the fact that they are not usually found in egg powder*. 

For the other organisms studied, 60° F. seems to be the dividing line between 
rapid growth and little or no growth over a 48 hr. period. At this tempera¬ 
ture, there is usually a lag period of about 12 hr., which may or may not be 
followed by rapid growth. In actual drying practice, where liquid egg is 
seldom held longer than 12 hr. and usually at temperatures of 45° F., there 
would be little danger of multiplication. However, if reconstituted egg were 
allowed to stand overnight at room temperature multiplication would take 
place. 

References 

1 linn nothin, S, Samira, I., and SiRAi’ss, L. J. Infectious Diseases, 69 : 59-64. 1941. 

2. (iimuiNs, N. K. and Mookk, R. 1 . Can. J. Research, F, 22 :48-57. 1944. 

3. Gikkons, N. E. and Moorf, R. L. Can. J. Research, F, 22 : 58-63. 1944. 

4. Rossi r, F. T. Can. J. Research, I), 20 : 291-296. 1942. 

5. Sk»\lovr, M. and Hack, G. M. Food Research, 9:1-5. 1944. 

6 Si jjc.mnnn, E., Saphra, I., and Wassekmanx, M. Am. J. Ilyg. 38 : 226-249 1943. 

* !'n published data. 




Reprinted from Canadian Journal of Research, F , 22:191-198. November , 1944 
Published by the National Research Council of Canada 

FLAVOUR REVERSION IN HYDROGENATED LINSEED OIL 

I. THE PRODUCTION OF AN ISOMER OF LINOLEIC ACID 
FROM LINOLENIC ACID 1 

By H. W. Lemon 2 

Abstract 

Linseed oil that has been hvdrogenatecl to a plastic consistency is subject to 
m type of deterioration termed “flavour reversion” when heated to temperatures 
used in baking or frying. Investigation (if the course of hydrogenation of linseed 
oil bv the spectral method of Mitchell, Kraybill, and Zschcile (11) has indicated 
that linolenic acid is converted to an isomeric linoleic acid; this acid differs from 
natuiallv occurring linoleic acid in that the double bonds are in such positions 
that diene conjugation is not produced bv high-temperature saponification. In 
a fApical hydiogenation, the concentration of the isomeric acid increased to 
a maximum, at about iodine number 120, of 18% of the total fatty acids, and 
at iodine number 80, at which point the plasticity was similar to that of a 
commercial shortening, the concentration of the isomer was 13%. Evidence is 
presented that ihe isomeric linoleic acid in partially hydrogenated linseed oil is 
responsible for the unpleasant flavour that devt lops when the oil is heated. 

The shortage of vegetable oils that developed in Canada after the outbreak 
of war in the Pacific has made it advisable to investigate the possibility of 
using linseed oil in the manufacture of shortenings, as it is the only vegetable 
oil that is produced in this country in large quantities. Linseed oil can be 
hydrogenated easily, but it requires considerably more hydrogen than the 
oils normally used. However, the greatest obstacle in the way of utilizing 
hydrogenated linseed oil in shortenings is that it is subject to a type of 
deterioration termed “flavour reversion." When freshly deodorized, it is 
reasonably bland, but it develops an off-flavour on storage, and a charac¬ 
teristic, unpleasant odour when it is subjected to baking or frying tempera¬ 
tures. In connection with investigations undertaken to determine the effect 
of diffeient conditions of hydrogenation on flavour reversion, to be published 
lalei, some evidence was obtained indicating that a hydrogenation product 
of linolenic acid contributed to this reversion. This evidence is presented in 
the present article. 

The problem of flavour reversion is well known in the edible oil industries. 
Fish oils and soybean oil are subject to it, but to a lesser extent than linseed 
oil. Flavour reversion in soybean oil has been ably discussed by Bickford (3), 
and he has reviewed the theories that have been proposed to explain the 
phenomenon. Some evidence has been put forth that a non-glyceride con¬ 
stituent of the oil is the cause of the trouble. Others (7) suggest that linolenic 
acid is in some way responsible for it, and the fact that the tendency to flavour 
reversion in linseed and soybean oils is roughly proportional to their linolenic 
acid content lends some support to this theory. 

1 Manuscript received June 24 , 1944. 
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It has been suggested that the development of an unpleasant flavour in 
partially hydrogenated linseed oil may be due to linolenic acid that has 
escaped hydrogenation. The glycerides of linseed oil contain 30 to 60% of 
linolenic acid and 10 to 25% of linoleic acid. When an oil is hydrogenated, 
the rise in melting point is due to the formation of both saturated fatty acids 
and “iso-oleic acid,” which is a solid isomer of oleic acid. If the reaction is 
selective, the most unsaturated fatty acids are largely converted to less 
unsaturated acids before the latter become completely hydrogenated. Selec¬ 
tivity is influenced by the operating variables, but, as Bailey, Feuge, and 
Smith (1) have pointed out, the formation of iso-oleic acid is favoured by each 
of the conditions that contribute to selectivity. Therefore, linseed oil, since it 
contains such a large proportion of linolenic and linoleic acids, may become 
too hard on hydrogenation before these highly unsaturated acids have dis¬ 
appeared. It was decided that the change in fatty acid composition that 
takes place as hydrogenation proceeds should be accurately determined, with 
the hope that it might provide a clue to the cause of flavour reversion. 

Experimental 

Procedure 

Raw linseed oil was refined with an aqueous solution of sodium hydroxide, 
containing 4| times the quantity of alkali required for neutralization of the 
free fatty acids, then bleached with an activated earth. The refined oil was 
hydrogenated in a vertical cylindrical steel pressure vessel, with a capacity of 
about 2 lb. of oil, which was equipped with an agitator of the paddle type, 
cooling coil, and thermometer well. Electrolytic hydrogen was supplied from 
a cylinder through a pressure regulating valve and a tube extending through 
the top of the vessel into the oil. Heat was supplied by means of a ring gas 
burner underneath the vessel. A variety of temperatures and pressures have 
been employed, and both commercial and laboratory prepared catalysts were 
used. The laboratory catalysts were of two types, (a) nickel formate reduced 
in oil at 265° C. in an atmosphere of hydrogen, and ( b ) nickel carbonate 
reduced dry at 400° C. in an atmosphere of hydrogen. After the conclusion 
of each hydrogenation, the catalyst was removed by filtration, and the hydro¬ 
genated oil was deodorized with steam for three hours at 200° C. and a pressure 
of 2 to 4 mm. of mercury. 

Methods of Analysis 

The Kaufmann (10) method of analysis was first applied to hydrogenated 
linseed oil samples. This method entails the determination of the iodine and 
thiocyanogen numbers, and the saturated acid content of the sample, and 
from these values oleic, linoleic, and linolenic acid percentages are calculated. 
The fatty acid composition of various linseed oils has been determined by 
Rose and Jamieson (15) and by Painter and Nesbitt (12) in this way. Similar 
results were obtained for the linseed oil used in the hydrogenation experiments, 
but when the method was applied to hydrogenated linseed oil, the calculated 
values for the unsaturated fatty acids were impossible, as the linoleic acid 
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values were consistently negative over a wide range of iodine numbers when 
the constants suggested by Riemenschneider, Swift, and Sando (13) were 
used. The results indicated that some product of the hydrogenation did not 
absorb thiocyanogen in the expected manner. 

A new method of fat analysis has been developed by Mitchell, Kraybill, 
and Zscheile (11) that utilizes the fact that fatty acids containing conjugated 
double bonds show characteristic absorption bands in the ultra-violet region 
of the spectrum. Conjugation is achieved by saponification of the fat sample 
at 180° C. with a potassium-hydroxide-ethylene-glycol solution. Conjugated 
linoleic acid has an absorption maximum at 2340 A, while conjugated linolenic 
acid has maxima at 2340 A and at 2680 A and smaller maxima at 2580 A 
and 2790 A. The specific absorption at 2340 A and 2680 A has been deter¬ 
mined for the pure acids with the use of a spectrophotometer; the values are 
reproducible when the alkali treatment is standardized. If the specific 
absorption at 2340 A and 2680 A of the sample to be analysed is determined, 
the concentration of linolenic and linoleic acids can be calculated by com¬ 
parison of the absorption with that of the pure acids. Wry small quantities 
of linolenic acid can be detected and measured in this way. 

The spectral method of analysis has been applied to hydrogenated linseed 
oil, in conjunction with the determination of saturated and iso-oleic acids by 
the lead salt precipitation method of Baughman and Jamieson (2). A 
Beckman spectrophotometer (6) was used for the absorption measurements. 

Results 

Results of Spectral A rialysis 

The specific absorption measurements at 2680 A showed that linolenic acid 
disappeared rapidly on hydrogenation of linseed oil. It was expected that 
then 4 would be a corresponding increase in linoleic acid during the initial 
stages of hydrogenation, but absorption measurements at 2340 A indicated, 
on the contrary, that the linoleic acid content became steadily less. 

The percentages of oleic and saturated acids were calculated from the iodine 
numbers of the samples and from the values for linoleic and linolenic acids 
that were obtained by spectral analysis. The calculated oleic acid values 
were much higher than is usual in hydrogenated oils, and the values for 
saturated acids were considerably lower than those arrived at by the lead 
salt method. As an example, a hydrogenated linseed oil with iodine number 
88 contained 2,4% linolenic acid and 2.7% linoleic acid, as determined by 
spectral analysis; total oleic acid was calculated to be 89.8% and saturated 
acids 5. !%• Such values are highly improbable, as the value for saturated 
acids obtained by the lead salt method was 20.5%. 

Linoleic and oleic acid percentages can be calculated if the iodine number 
of the sample, and the values for saturated, iso-oleic and linolenic acids, as 
determined by the lead salt method and by spectral analysis, are known.. 
When this was done for the above sample, the linoleic and oleic acid values 
were 17,8 and 44.2%, respectively. It was suspected that the reason for the 
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difference between the calculated value for linoleic acid and that arrived at 
by spectral analysis is that hydrogenation of linolenic acid produces an 
isomeric linoleic acid in which the double bonds are in such a position that a 
conjugated system is not formed on treatment with potassium hydroxide 
at 180° C. 


Isolation of Isomeric Linoleic Acid 


In order to prove the presence of an isomeric linoleic acid in partially hydro¬ 
genated linseed oil, a quantity of the separated fatty acids of iodine number 
82.1 was dissolved in acetone, and subjected to the low temperature crystal¬ 
lization method for purification of linoleic acid described by Brown et al . (4, 
5, 8, 9). Most of the saturated and oleic acids crystallized, and were removed 
by inverted suction filtration. Approximately 12% of the original acids 
remained in solution, and, after removal of the acetone, the residue was 
distilled in vacuo. The iodine number of the distillate was 152.1 and, if it is 
assumed that it is a binary mixtuie of oleic and linoleic cicids, the concentration 
of the latter would be 68%. 

Fatty acids separated from sunflower seed oil of iodine number 134.0 were 
treated in a similar manner to obtain a natural linoleic acid concentrate for 
comparison with that separated from hydrogenated linseed oil. The distilled 
concentrate had an iodine number of 162.6, corresponding to a linoleic acid 
concentration of 80%. 

The two fract ions were heated w ith t he ethylene-glycol potassium-hydroxide 
reagent of Mitchell, Kraybill, and Zscheile, and spectral absorption measure¬ 
ments w r ere made on the soap dissolved in absolute alcohol. Absorption is 
expressed as “specific alpha.” 


Specific a 


log 


10 “ 


cl 


where a = absorption coefficient, 

7 0 = intensity of radiation transmitted by the solvent, 

I = intensity of radiation transmitted by the solution, 
c = concentration of solute in grams per 1000 ml., 

I = length in centimetres of solution through which the 
radiation passes. 

The absorption curves for the linoleic acid concentrates from sunflower 
seed oil and from hydrogenated linseed oil are shown in Fig. 1, Graph A. 
Curve 1 for natural linoleic acid shows the characteristic absorption maximum 
at 2340 A due to diene conjugation, with a specific a value of 76.7. Mitchell, 
Kraybill, and Zscheile found the specific a value for pure linoleic acid to be 
87.1. In comparison, the absorption at 2340 A due to the linoleic acid con¬ 
centrate from hydrogenated linseed oil, as shown in Curve 2, is small. Curve 
2 has been replotted in Graph B wdth the specific a scale expanded 10 times 
in order to show more clearly the maximum in the region of 2340 A, and 
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Fit. 1. Absorption \peitra of linoleic and com nitrates from snnfloiecr seed oil and from 
hydrogenated linseed oil . Graph B is a replot on an enlarged stale of Curve 2 of Graph A. 

smaller maxima at 2680 A and 2790 A. The* maximum near 2.HO A is prob¬ 
ably caused by the presence in the distilled concentrate of a small amount of 
linoleic acid from the linseed oil that has escaped hydrogenation. The 
maxima at 2680 A and 2790 A are typical of triene conjugation, and indicate 
the presence of a trace of linolenic acid in the concentrate. 

These results prove beyond doubt that hydrogenation of linolenic acid 
causes the formation of an isomeric linoleic acid that differs from natural 
linoleic acid in that the double bonds are so arranged that the> will not form 
a conjugated system. 

The Course of Hydrogenation of Linseed Oil 
The change in fatty acid composition that occurs during a typical linseed 
oil hydrogenation is shown graphically in Fig. 2. The oil was hydrogenated 
at 140° C, 25 lb. gauge pressure, using an oil-reduced nickel formate catalyst 
in a concentration equivalent to 0.2% of nickel, based on the weight of oil. 
Samples were taken periodically. Saturated acids and iso-oleic acid were 
determined by the Baughman and Jamieson method, linolenic and linoleic 
acids by spectral analysis. Oleic and total linoleic acids were calculated in 
the way already described, and the values for isomeric linoleic acid (this 
acid will be termed “iso-linoleic acid”) were obtained by subtracting the 
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COURSE OF HYDROGENATION (IODINE NUMBER) 


Fig. 2. Progressive change in fatty acid composition on hydrogenation of linseed oil. The 
broken vertical lines at iodine number 80 mark the point at which the consistency of the oil was 
similar to that of a shortening. 

figures for linoleic acid indicated by spectral absorption from the calculated 
values for total linoleic acid. 

The hydrogenation of the linolenic and linoleic acid fractions of the linseed 
oil was initially rapid, and was accompanied by marked increases in iso- 
linoleic, oleic, and iso-oleic acids, but by only a small increase in saturated 
acids. The concentrations of oleic and iso-linoleic acids were greatest at 
about iodine number 120. Further hydrogenation caused a rapid increase in 
saturated acids with corresponding decreases in oleic and iso-linoleic acids; 
during this phase of the reaction linolenic acid was hydrogenated more slowly. 
Hydrogenated oil of iodine number between 80 and 85 had a melting point 
similar to that of a commercial shortening, but there still remained traces 
of linolenic and linoleic acids, and about 14% of iso-linoleic acid. 

The fatty acid compositions of a number of partially hydrogenated linseed 
oils, prepared from the same bulk of linseed oil, are given in Table I. Some 
of the oils contained traces of linolenic acid, particularly those hydrogenated 
at low r temperature. All the samples contained considerable quantities of 
iso-linoleic acid. The analyses of Samples 105, 99, and 110 show the effect of 
hydrogenation temperature on the fatty acid composition. Increasing the 
temperature caused a decrease in the production of saturated acids, and an 
increase in iso-oleic acid. The effect of temperature increase on the iso- 
linoleic acid content of the hydrogenated oil was not very great. 

Role of Iso-linoleic Acid in Flavour Reversion 

It w r as suspected that the iso-linoleic acid content of a hydrogenated linseed 
oil shortening may be responsible for the characteristic and unpleasant 
flavour that develops in the shortening when it is heated. Strong, though 
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TABLE I 

Fatty acid composition of hydrogenated linseed oil samples 


Number 

Temperature 
of hydro- 

Iodine 

Saturated 

Iso-oleic 

Oleic 

Linoleic 

Iso- 

linoleic 

Linolenic 

genation, °C 

number 

acids, % 

acid, % 

acid. % 

acid, % 

acid, % 

acid, % 

105 

115 

80 3 

23 9 

11 2 

l 

48.6 

1 4 

14 1 

0 8 

99 

140 

81 9 

20 1 

16 8 

47.3 

0.6 

14.9 

0 

no 

1W 

80 1 

19 4 * 

23 6 

44 7 

0.2 

12 1 

0 

85 

140 

76 1 

26 1 

13 7 

46 0 

0 

13.9 

0.3 

102 

140 

76 6 

24 1 

15.8 

47 0 

0 t 

12 7 

1 

0 


Numbers 105, 00, 110 hydrogenated with a commercial catalyst. 

Number 85, hydrogenated with oil-reduced nickel formate catalyst. 

Number 102, hydrogenated with dry-reduced nickel carbonate catalyst . 

not entirely conclusive, evidence for this has been afforded by the following 
experiments- 

(1) When samples taken throughout a linseed oil hydrogenation were 
heated under standardized conditions and then scored for odour development, 
it was found that the linseed oil odour disappeared early in the hydrogenation, 
but was replaced by the characteristic odour of hydrogenated linseed oil. The 
intensity of this odour was at a maximum in samples with iodine numbers 
between 80 and 130; it decreased on further hydrogenation, and was very 
slight in samples with iodine numbers less than 50. In other words, the 
intensity of the odour roughly paralleled the accumulation and disappearance 
of iso-linoleic acid. 

(2) Partial hydrogenation of pure methyl linolenate, prepared according to 
the method of Rollett (14), yielded a product that, when heated, developed 
an odour similar to that of heated hydrogenated linseed oil, but quite different 
from the odour of the unhydrogenated ester or from that of pure methyl 
linoleate, when treated in the same way. 

(3) When the distilled iso-linoleic acid concentrate from hydrogenated 
linseed oil was heated, a very strong odour developed; this was similar to the 
odour of heated hydrogenated linseed oil. 

Discussion 

The double bonds in linolenic acid are in the 9 : 10, 12 : 13, and 15 :16 
positions, and in linoleic acid they are in the 9 : 10 and 12 : 13 positions. 
Van der Veen (16) subjected hydrogenated methyl linolenate to ozonolvsis, 
and concluded from the nature of the breakdown products that hydrogenation 
caused saturation of the 12 : 13 double bond, yielding a 9 : 10, 15 : 16 methyl 
linoleate. The results of the spectral absorption measurements on the 
isomeric linoleic acid from hydrogenated linseed oil support this conclusion, 




198 


CANADIAN JOURNAL OF RESEARCH. VOL. 22, SEC. F. 


as double bonds in the 9 : 10 and 15:16 positions are too far apart to form a 
conjugated system on treatment of the oil with alkali. 

It has not been definitely established that iso-linoleic acid is the cause of 
the development of the unpleasant flavour in hydrogenated linseed oil, but 
there is no doubt that the responsible substance is destroyed by hydrogenation 
as the difficulty is largely overcome by continuing the hydrogenation until 
the iodine number is lower than 50; such a product, however, is too hard for 
use as a shortening. To make an acceptable linseed oil shortening, the 
substance causing the development of flavour should be hydrogenated com¬ 
pletely, but the formation of saturated and iso-oleic acids, which is responsible 
for the rise in melting point, should be greatly suppressed. To achieve 
this, a hydrogenation catalyst is required that combines the properties of both 
exceptionally high selectivity and good iso-oleic acid suppression. 
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FACTORS AFFECTING THE STORAGE OF DEHYDRATED PORK 1 

By Jesse A. Pearce 2 

Abstract 

In an accelerated storage test at 60° C. fat levels of 20 and 30% were observed 
to have no effect on keeping quality of dehydrated pork. Measurements on dried 
product stored in paper-bodied containers for one year at temperatures from 

— 17 8° C. to 36 7° C. showed 15.6° C. to be less desirable than 23 9°, 0°, or 

— 17 8° C. Dehydrated pork was stored in tin-plate containers for periods of 
one year at 23.9° C. and 36 7° C. with little decrease in palatability. No dif¬ 
ference in storage life was demonstrated between cured and uncured pork, or, as a 
result of differences in drying times, moisture content or storage temperature. 

The product prepared on an atmospheric double-drum drier deteriorated a little 
more rapidly than vacuum -tray- or tunnel-tray-dned material. The effective¬ 
ness of container materials, tin-plate, Reynolds' metal .4-10, Dewey and Almy 
7M6, and 300 MS '/cellophane, was evaluated and their relative value for dehyd¬ 
rated pork fell in that order. 


Introduction 

A previous paper (2) described methods of dehydrating pork. Second in 
importance to the satisfactory preparation of dried foods is the determination 
of factors affecting storage life. This paper records the effect of methods of 
preparation, storage temperature, moisture content, and types of packages 
on the keeping quality of dehydrated pork. 

Materials 

The materials used in this investigation were those prepared in the previous 
study (2). Tunnel-tray-dried sow ham (uncured) was used in assessing the 
majority of the factors believed to affect the storage life of dried pork. Com¬ 
parisons were made between tunnel-tray-, vacuum-tray-, and atmospheric- 
drum-dried uncured ham, and between uncured and cured tunnel-tray-dried 
ham. 

Analytical Methods 

The methods used for determining moisture content, fat content, peroxide 
oxygen values, and palatability scores (based on a maximum score of 10) 
have been described (2). The peroxide values are recorded as ml. 0.002 N 
thiosulphate per gm. of extracted fat. 

A preliminary survey had indicated that a fluorescence method may be a 
useful objective measure of quality of dehydrated pork (3); therefore, this 
test was used in a portion of the present investigation. The technique used 
for defatting this product w r as as follows: the sample w r as pulverized in a 
mortar, about 2.5 gm. was defatted by shaking at room temperature with 

1 Manuscript received July 6 , 1944. 

Contribution from the Division of Applied Biology, National Research Laboratories , 
Ottawa . Issued as paper No. 121 of the Canadian Committee on Food Preservation and as 
N.R.C. No. 1251 . 

* Biochemist, Food Investigations . 


Price 25 cents 


N.R.C. No. 1251 
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three 25 ml. portions of petrol ether, the ether was drained off through a 
No. 1 Whatman filter paper, and the remaining solvent allowed to evaporate. 
The remainder of the procedure was the same as the revised method for 
dried whole egg powder (5). The results are recorded in Coleman photo- 
fluorometer units. 

Experimental Methods and Results 

The Effect of Fat Content 

During preliminary work with dehydrated pork, a product containing 
about 40% fat was assessed by a taste panel as much less desirable than 
products with 20 or 30% fat. Therefore in evaluating the effect of fat levels 
on keeping quality the study was limited to tunnel-tray-dried uncured material 
with 20 and 30% fat. An accelerated storage trial at 60.0° C. (140° F.) 
showed that there was little difference in the behaviour of dried pork containing 
these quantities of fat (Fig. 1). The induction period was slightly reduced 




Fig. 1. The effect of fat content on the quality of dehydrated pork stored at 60.0° C. (140° F.). 

and the maximum value for peroxide oxygen was somewhat greater in the 
high fat samples. Palatability scores showed that there was a slight preference 
for the product with the lower fat content: deterioration occurred at about 
the same rate in both products. 

It was concluded that the fat content would have little effect on the rate 
of deterioration and that studies with material containing 30% fat would be 
preferable since it is necessary to utilize as much fat as possible and products 
with this fat content were not distasteful. 

The Effect of Storage Conditions 

The effect of temperature and humidity was assessed by storing two batches 
of dehydrated tunnel-tray-dried uncured pork, the one having a moisture 
content of 6.5% and the other 14%, in paper-bodied containers at —17.8°, 
0°, 15.6°, and 36.7° C. (0°, 32°, 60°, and 98° F.) and at relative humidities 
of 62, 65, 20, and 11% respectively. Several samples were also stored at 
23.9° C. (75° F.), relative humidity, 18%. Peroxide oxygen determinations 
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were made at various times throughout a storage period of one year: pay¬ 
ability was assessed only at the final sampling. 

Changes in peroxide value are shown in Fig. 2. At 36.7° C. (98° F.) the 
peroxide value of both types of dehydrated pork had decreased to zero after 




TIME IN MONTHS 

Fig. 2. Peroxide oxygen changes occurring in dehydrated pork stored at various temperatures 
in paper bodied containers. • « 36.7° C. (98° F.); O = 15 6° C. (60° F.); A =* 0.0° C. 
(32° F.); □ » —17.8° C. (0 ° F.). 

one month; subsequently the value rose to a maximum at about eight months’ 
storage and then decreased to the end of the storage period. The maximum 
for the high moisture sample was about seven times as great as that for the 
low moisture sample. At the lower temperatures the trends of the curves 
are generally similar; a slight decrease during the early part of the storage is ' 
evident, followed by an increase and finally a gradual sloping off. 

On the basis of palatability measurements (Table I), the samples receiving 
the lowest scores were those stored at 15.6° C. (60° F.) and 36.7° C. (98° F.), 
the scores for product at both moisture levels being practically the same. 
The lower score at the higher temperature was to be expected; however, 

TABLE I 


Palatability scores for dehydrated pork with 6.5 and 14% moisture after storage 

FOR 12 MONTHS IN PAPER-BODIED CONTAINERS (INITIAL PALATABILITY, 6.6) 


Storage temperature 

Palatability score 

°C. 

°F. 

6.5% Moisture 

14% Moisture 

36.7 

98 

3.0 

2.7 

23.9 

75 

4.1 


15.6 

60 

3.2 

2.9 

0 

32 

4.2 

3.9 

— 17.8 

0 

5.5 

5.2 
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explanation of the low scores at 15.6° C. (60° F.) would be highly speculative. 
It may be that this was an optimum temperature for enzyme activity, a 
type of deterioration possibly differing from that occurring at the higher tem¬ 
peratures. Similar behaviour was noted during the storage of dehydrated 
mutton (6). 

Since the relative humidities in the storage cabinets varied appreciably, 
it was believed desirable to determine the moisture content of some of the 
stored samples. With the exception of samples stored below the freezing 
point, the moisture content was related to the relative humidity (Table II). 


TABLE II 

Changes in moisture content of dehydrated pork stored at various temperatures 

IN PAPER-BODIED CONTAINERS 


Initial 

moisture, 

% 

Temperature 

Relative 

humidity, 

% 

Moisture content (%) after 
storage for: 

°c* 

°F. 

Two months 

Five months 

6.5 

36 7 

98 

11 

3 6 

3 2 


15 6 

60 

20 

5 0 

5 4 


0 

32 

65 

8 0 

8 9 


-17 8 

0 

62 

8 8 

13 

14 

36 7 

98 

11 

3 6 

3 9 


15 6 

60 

20 

5.3 

5 9 


0 

32 

65 

9 2 

9 4 


-17.8 

0 

62 

13 

13 


It is evident from these results that, while low temperature storage of 
dehydrated pork was preferable, the product stored at 23.9° C. (75° F.) 
was as edible as the product stored for the same period at 0° C. (32° F.). 
As a result, investigation of other factors was continued only at the higher 
temperatures. 

The Effect of Curing 

It has been pointed out that cured ham suffered slightly greater deterioration 
during the tunnel-tray-drying process, although dried cured ham when recon¬ 
stituted was usually rated higher than the product from uncured material (2). 
Peroxide values for dried cured ham and uncured ham stored for one year 
in tin-plate containers at 23.9° C. (75° F.) and 36.7° C. (98° F.) are given in 
Fig. 3, A. 

The changes in peroxide values were similar for both types of dried product. 
The samples stored at the lower temperature reached a maximum value 
after one month’s storage, then slowly decreased. Those at the higher tem¬ 
perature decreased rapidly to zero. 

Mean palatability scores are given in Table III: none of the factors studied 
were significant. Since cured ham is more costly, nothing would be gained 
by using it as the initial material. 
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Fit.. 3. Effect nf curing (A ), method of drying (B), time of drying (C), and moisture 
content (D) on peroxide oxygen changes in the fat of dehydrated pork. • = 36.7° C. (98° F.); 

O = 23 9° C. (75° F.). 

Effect of Method of Drying 

Three drying techniques were investigated during the course of earlier 
work (2). While tunnel- tray drying produced the best initial product, it 
was nevertheless believed desirable to measure the keeping quality of uncured 
pork dehydrated by each of the three methods. The products prepared by 
different methods of drying had peroxide values increasing in magnitude as 
follows: atmospheric double-drum, vacuum-tray, and tunnel-tray. It was 
interesting to note (Fig. 3, B) that the peroxide values again increased to 
maximum in samples stored at 23.9° C. (75° F.) and then gradually decreased; 
the maxima were higher for the dried product with greater initial values. 
At 36.7° C. (98° F.) the peroxide values decreased rapidly to zero. 

The significant differences between methods of drying shown in Table IV 
could for the most part be explained by differences in initial quality; however, 
pork dried on the double drums deteriorated a little more rapidly during the 
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TABLE III 

Mean palatabiuty scores for tunnel-tray-dried, cured and 

UNCURED PORK, STORED IN TIN-PLATE CONTAINERS FOR ONE YEAR 

at 36.7° C. (98° F.) AND 23 9° C. (75° F.) 


Variable under investigation 

. .. .. ! 

Mean 

palatability 

score 

Type of material 


Tunnel-trav-dried, cured ham 

7 6 

Tunnel-tray-dried, uncured ham 

7.3 

Storage temperature 


36 7° C. (98° F.) 

7-4 

23.9° C. (75° F.) 

7-5 

Storage time (months) 


Initial 

7 5 

1 

7 3 

2 

7 5 

3 

7 6 

4 

7.7 

6 

7 8 

9 

7 2 

12 

7 0 


last half of the storage period. Therefore the tunnel-tray method, which 
produces the best initial material, was preferred. 

Effect of Drying Period 

In the previous experiments it was observed that the dried product with a 
higher initial peroxide value attained a greater maximum value after a short 
storage period: this higher initial value was generally indicative of excessive 
time in the drier. It seemed desirable then to compare the storage life of 
samples w T ith approximately equal moisture contents but dried for different 
times and consequently possessing different initial peroxide values. 

Batches of about the same moisture content prepared from uncured pork, 
tunnel-tray-dried under the same conditions for different times, were stored 
at 23.9° C. (75° F.) and 36.7° C. (98° F.) in tin-plate containers. One 
batch had a moisture content of 4.6% and an initial peroxide value of 5.4 
while the other had 4.8% moisture and a peroxide value of 25. 

At the lower temperature, the peroxide oxygen values reached a maximum 
after a short period in storage, and again the maximum was greater for the 
product with the greater initial value (Fig. 3, C). At the higher temperature 
the values decreased gradually to zero, the time required for the decrease 
being somewhat longer for samples with the higher initial value. Palatability 
was generally lower for the product with the high peroxide values (Table V), 
changes during storage being comparable in each case. Again temperature 
and time were without significant effect. It could be assumed that, except 
for a general lowering of the palatability values, commencing a storage experi¬ 
ment with dried pork having a high initial peroxide value would not materially 
alter the rate of decrease of palatability. 
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TABLE IV 

Mean palatability scores and analysis of variance for pork 

DRIED BY DIFFERENT METHODS, STORED IN TIN-PLATE CONTAINERS 

FOR ONE YEAR AT 36.7° C. (98° F.) AND 23.9° C. (75° F.) 


A. Table of means 


Variable under study 

Mean 

palatability 

score 

Method of drying 


Tunnel-trav 

7 7 

Vacuum-Ira v 

7 2 

Atmospheric double-drum 

6.6 

Necessary difference, 5% level 

0.53 

Storage temperature 

36 7° C. (98° F.) 


7 1 

23.9° C. (75° F.) 

7.2 

Storage time (months) 


Initial 

6 5 

1 

7 2 

2 

7 S 

3 

7 1 

4 

7 2 

6 

6 9 

Necessary difference, 5% le\ el 

0.37 


B. Analysis of variance 


Variance attributable to: 

D.f. 

Mean square 

Method of drving 

2 

2 87** 

Temperature 

1 

0 05 

Time 

4 

0.32* 

Method X time 

8 

0 40** 

Residual (error) 

13 

0.05 


* Exceeds 5% level of statistical significance . 
** Exceeds 1 % level of statistical significance. 


Effect of Moisture Content 

In the experiment on storage temperatures the samples employed had 
different initial moisture contents and these were observed to change during 
storage. Since low moisture content retards deterioration in stored dried 
egg powder (7), the storage behaviour of these dried pork samples might like¬ 
wise be attributed to moisture effects. Therefore, tunnel-tray-dried uncured 
pork with a range of moisture contents (4.5 to 15%) was stored in tin-plate 
containers at 23.9° C. (75° F.) and 36.7° C. (98° F.). 

The results in Fig. 3, D revealed no difference between the average peroxide 
values for products with moisture contents from 4.5 to 10%; the behaviour 
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TABLE V 

Mean palatability scores and analysis of variance for pork 

TUNNEL-TRAY-DRIED FOR DIFFERENT PERIODS STORED IN TIN-PLATE 
CONTAINERS FOR ONE YEAR AT 36.7° C. (98° F.) AND 
23.9° C. (75° F.) 


A. Table of means 


Variable under study 

Mean 

palatability 

score 

Dehydration period 


Short 

7.8 

Long 

7.0 

Storage temperature 

7.3 

36 7° C. (98° F.) 

23 9° C. (75° F.) 

7.5 

Storage time (months) 


Initial 

7.2 

1 

7 6 

2 

7 8 

3 

7.1 

4 

7.6 

6 

7 8 

9 

7 0 

12 

7.0 


B. Analysis of variance 


Variance attributable to: 

D.f. 

Mean square 

Dehydration period 

1 

3.94* 

Temperature 

1 

0.13 

Time 

6 

0.59 

Residual (error) 

18 

0.62 


* Exceeds 5% level of statistical significance. 


was similar to that previously described. The samples with 15% moisture 
had a higher initial peroxide value and are shown separately. This product, 
when stored at 23.9° C. (75° F.) behaved unlike any of the samples previously 
studied; the values decreased to zero without passing through a maximum. 
This decrease was somewhat slower than for the comparable material at the 
higher temperature. 

On the basis of palatability scores, it appeared from the results in Table VI 
that temperature was without effect, but both moisture and time appeared 
to have significant effects. However the apparent effect of moisture w r as due 
to difference in initial quality. It was concluded that a low moisture content 
did not extend the storage life of dehydrated pork. 

It should be noted here that the samples used in all experiments up to this 
point were either quickly and carefully packed on removal from the drier, or 
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TABLE VI 

Mean palatability scores and analysis of variance for 

DEHYDRATED PORK WITH DIFFERENT MOISTURE CONTENTS STORED 
IN TIN-PLATE CONTAINERS FOR ONE YEAR AT 36.7° C. (98° F.) 

AND 23.9° C. (75° F.) 


A. Table of means 


Variable under study | 

Mean 

palatability 

score 

Moisture content (%) 


4.5 ! 

7.9 

5.0 

7.0 

5.5 

7.5 

6.0 

7 5 

6.5 

7.1 

10.0 

7.5 

15.0 

7.4 

Necessary difference, 5% level 

0 37 

Storage temperature 


36.7° C. (98° F.) 

7.4 

23 9° C. (75° F.) | 

7 4 

Storage time (months) 


Initial 

7 1 

1 

7 6 

2 

7 6 

3 

7 2 

4 

7 6 

6 

7.7 

9 

7.1 

12 

6.9 

Necessary difference, 5% level 

0 37 


B. Analysis of variance 


Variance attributable to: 

I>.f. 

Mean square 

Moisture content 

6 

0.91** 

Tempera t ure 

1 

0 

Time 

6 

1.26** 

Residual (error) 

78 

0.12 


** Exceeds 1% level of statistical significance. 


held in sealed containers at 4.4° C. (40° F.) until packed. A number of 
samples with different moisture contents were kept on the laboratory shelves 
in quart sealers. These were opened occasionally for demonstration purposes. 
Mould growth sufficient to render the dried product inedible appeared within 
one month on those samples with moisture contents greater than 13%, in 
two months the sample with 13% moisture was also mouldy, while for moisture 
contents of 10% or less no moulds appeared after nine months. This indi¬ 
cated that moisture contents of less than 10% were desirable. 
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Effect of Packaging Materials 

Comparison of the palatability scores in Tables I and III indicated that tin¬ 
plate was preferable to paper-bodied containers. Direct comparison of methods 
of packaging was therefore made on tunnel-tray-dried uncured ham with a 
fat content of 32% and a moisture content of 4.0%. The material was 
stored at 26.7° C. (80° F.), at 16 and 85% relative humidity, and at 37.8° C. 
(100° F.) and 11% relative humidity in tin-plate (uncompressed) and as 
compressed blocks in three types of substitute containers: 300 M.S.T. cello¬ 
phane in cardboard; 300 M.S.T. cellophane in cardboard, finished container 
wax dipped (Dewey and Almy P-16); 300 M.S.T. cellophane in cardboard 
with an overwrap of Reynolds* metal .<4-10. The finished package con¬ 
tained about 300 gm. of meat and measured I f in. X Si in. X 4 in. 

Measurements of moisture gain were made for a four-week period on 
packages stored at the high humidity. Comparison was made of packages 
carefully handled and of packages dropped six times from a height of three 
feet. (The latter packages were used for the quality tests since it was 
considered that the treatment that they had received would approximate 
handling conditions during transport.) Table VII shows the mean values 
for three packages of each type measured at weekly intervals, omitting the 
gains during the first week since these are complicated by increases resulting 
from sorption of moisture on the packaging materials. These values indicated 

TABLE VII 

Mean weekly moisture gain (gm.) ok dehydrated pork in packages with 

VARIOUS MOISTURE BARRIERS STORED AT 26. 7° C. (80° F.) AND 
85% RELATIVE HUMIDITY 


Moisture harrier 

Method of handling 

With care 

After dropping 

Tin-plate 

0 

0 

Reynolds* Metal ^4-10 

0 19 

0.25 

Dewey and Almy P-16 

0.21 

1.19 

300 MSI ' cellophane 

1.56 

2.27 


that Reynolds* metal and wax-dipping were about equally effective if carefully 
handled, while Reynolds’ metal was the better barrier after rough treatment. 
The Reynolds’ metal used here behaved differently from that used in another 
experiment (4), in that it showed no evidence of breaking down under the 
high humidity conditions. 

The results of palatability and fluorescence measurements are shown in 
Table VIII; peroxide oxygen changes were again of little value (Fig. 4) 
although it might be noted here that the initial value was zero. The fluores¬ 
cence changes indicated that storage at low temperature and low humidity 
was preferable while the palatability scores showed significant deterioration 
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TABLE VIII 

Mean palatability scores and fluorescence values for dehydrated pork stored in 

CONTAINERS WITH DIFFERENT MOISTURE BARRIERS FOR ONE YEAR UNDER 
VARIOUS CONDITIONS 


A. Table of means 


Variable under study 

Mean 

palatability 

score 

; 

Mean 

fluorescence 

value 

Moisture barriers 



Tin-plate 

7.7 

48.0 

Reynold*. 1 metal A -10 

7.1 

47 4 

Dewe> and Almv /M6 

6 4 

I 54 0 

300 lit ST cellophane 

6.1 

50 2 

Storage condition 



37 8° t\ (100 u F.) 11% R.II. 

7.0 

60 2 

26 7° C. (80° F.) 85% R.H. 

6 1 

49.8 

26 7° C. (80° F.) 16% R.H. 

7.4 

39.6 

Necessary difference, 5% level 

— 

11 2 

Stoiage time 



Initial 

8 5 

20 2 

3 

6 8 

47.9 

o i 

7.8 

48 5 

12 | 

5.8 1 

53.3 

Necessary difference, 5% level 

1.6 

— 


B. Analysts of variance 


Variance attributable to: 


Moisture barriers 
Storage condition 
Storage time 
Residual (error) 


Palatability scores 

Fluorescence values 

D.f. | 

Mean square 

D.f. 

Mean square 

3 

4.61 

3 

81 

2 

5 51 

2 

1275** 

2 

12.32* 

2 

104 

28 

2.33 

26 

90 


* Exceeds 5% level of significance . 

** Exceeds 1% level of significance. 

after one year of storage. Neither criterion showed significant differences in 
package types. This failure to show a difference could perhaps be attributed 
to the fact that the mouldy portions of the samples were removed prior to 
testing. 

Mould growth on samples stored at 26.7° C. (80° F.) and 85% relative 
humidity showed the relative effectiveness of the packaging materials. Samples 
in tin-plate did not become mouldy, in Reynolds* metal ^4-10 they were slightly 
mouldy after one year’s storage, and in the wax-dipped cartons they were quite 
mouldy; samples in cellophane only were slightly mouldy after six months’ 
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storage and inedible at the final sampling. Since samples of high moisture 
content when handled carefully showed no evidence of mould growth, it is 
likely that these samples were infected during compression. 
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Fig. 4. Effect of method of packaging (average for all temperatures) and of temperature 
(average for all methods of packaging ) on the peroxide oxygen behaviour of dehydrated pork fat 


Discussion 

Throughout the study it was noted that there was generally an increase 
in palatability of dehydrated pork after it had been stored for a short period. 
This increase in palatability coincided with an increase in strong odour 
evident when the containers were opened: the odour disappeared after a few 
minutes’ standing. Therefore, this initial increase in palatability was believed 
to result from the release during storage of volatile breakdown products 
formed during the drying process. 

The fat fraction of fresh pork in chill or freezer storage is a relatively unstable 
material and the development of peroxide oxygen is an excellent indication of 
organoleptically detectable rancidity (1). The dried product differs markedly 
in behaviour; the fatty fraction of the material may show r very high peroxide 
oxygen values without any rancidity detectable by taste panels. Explanation 
of this behaviour is difficult. It might be suggested that the formation of 
peroxide in fresh pork fat occurs at about the same rate as the deterioration 
actually causing rancidity in the fat, but that this deterioration is prevented 
as a result of the destruction of enzymes, or the formation of inhibitors during 
the drying process. During the storage of dried pork only the oxidative 
change would be taking place, hence, high peroxide oxygen values without 
organoleptic rancidity. 

Calculations on the basis of moisture gain indicate that the product packed 
in Reynolds’ metal should have attained a moisture content of about 8% 
only after one year’s storage. Since moulds grew only on samples with more 
than 13% moisture, the presence of mould growth on the final sample must 
then be the result of uneven distribution of moisture through the compressed 
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block. The outer surfaces, where mould growth occurred, would exceed the 
desirable moisture limit. This feature must be considered when writing 
specifications for dehydrated pork to be packed in substitute containers, and 
to be stored for long periods at high humidity. 
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RATION BISCUITS 

I. FACTORS AFFECTING THE KEEPING QUALITY OF BISCUITS 
CONTAINING PROTEIN SUPPLEMENTS 1 

By Jesse A. Pearce 2 and J. B. Marshall 3 

Abstract 

The storage life of biscuits was extended by maintaining a moisture content 
of 6% or less. From considerations of initial quality and of increased storage life 
sodium bicarbonate was superior to ammonium bicarbonate as a leavening 
agent, particularly at lower levels. By the same criteria, wheat germ appeared 
to be a more satisfactory source of protein than soy flour, dried skim milk, or 
dried egg yolk. 

Moisture-resistant packaging materials were found necessary to prevent 
mould growth and maintain edibility in biscuits stored at high humidities; 
however, biscuits so packed deteriorated at a faster rate at high temperatures. 
Tin-plate containers appeared to be the most effective for long term storage at 
high humidities, although Reynolds’ metal .4-10 with or without an inner liner 
was satisfactory for storage periods of about half a year. 

While none of the quality measurements used were completely reliable 
measures of biscuit quality, a fluorescence measurement assessed the effects of 
the various treatments in a relatively satisfactory manner. 


Introduction 

Biscuits wore among tilt* earliest forms of dehyriiated food. 'They have 
been widely used for victualing ships, and as reserve* rations for troops and 
expeditions that may be separated from ordinary sources of supply for pro¬ 
tracted periods. The old style ships* biscuit and hard tack were made from 
flour, salt, soda, and a very small amount of shortening. They were very 
hard, dry, and difficult to masticate. 

Various types of biscuits have been used extensively in normal diets. Among 
these are zwei-back, soda crackers, and various sorts of ‘health biscuit’. 
Improvements in the eating quality and nutritional properties of these mate¬ 
rials have been made by increasing the fat and protein content of the formula 
and by adding sugar and other ingredients to enhance the flavour. However 
these additions have complicated the factors affecting the keeping qualities 
of the product and raised questions that can be answered only by com¬ 
prehensive storage experiments. 

The keeping quality of foodstuffs is affected by many factors. The type of 
package is obviously very important. Moisture content has been shown to 
be an important factor in keeping quality of dried whole egg powder (14) and 
wheat germ (3). Sodium bicarbonate was found to affect the keeping quality 

1 Manuscript received May 28, 1944. 

Contribution from the Division of Applied Biology , National Research Laboratories , 
Ottawa. Issued as paper No. 122 of the Canadian Committee on Food Preservation and as 
N.R.C. No. 1253 . 
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of dried whole egg powder (7). It has also been pointed out that the use of 
ammonium bicarbonate in place of sodium bicarbonate as a leavening agent 
resulted in greater conservation of thiamin during baking (2). Various pro- 
teinagenous materials such as milk powder, wheat germ, soy flour, and dried 
egg yolk exhibit different keeping qualities, which in turn might be expected 
to influence the quality of the biscuits. 

The overall change taking place during the spoilage of food material may 
be due to deterioration of one or more of the component fractions, i.e., fat, 
protein, or carbohydrate, and may be assessed by organoleptic tests without 
differentiating between the possible causes of the offensive taste or odour. 
Thus the term ‘rancid’ is frequently used loosely to describe taste reaction 
to any off-flavour although it should be reserved to describe the condition of 
spoiled fat. Subjecting tasters repeatedly to large numbers of samples is 
disturbing and generally results in a less careful judgment towards the end of 
a long study. A test designed to follow changes in fats, e.g. peroxide oxygen 
measurements, may fail completely when applied to a composite material in 
which spoilage of the other components may precede deterioration of the fat 
(11). Therefore some other objective tests have been used to assess deterior¬ 
ation in this foodstuff and attempts to relate these to organoleptic data have 
met with varying success. 

Many of the factors relating to storage of foodstuffs discussed above are 
being investigated in these laboratories. This paper deals with an investiga¬ 
tion of the effects of temperature, relative humidity, package materials, 
amount and kind of leavening agent, and type of protein, on the stability of 
biscuits during storage. 

Materials 

The standard mix for biscuits used in this experiment was: soft wheat 
flour, 90 lb.; whole wheat flour, 10 lb.; shortening, 12 lb.; sugar, 5 lb.; dry, 
powdered, skim milk, 8 lb.; salt, 1§ lb.; and sodium bicarbonate, 12 oz. 
The moisture content of the finished product was not to exceed 6%. All 
quantities and variations discussed will be in terms of this recipe. 

To obtain an estimation of the effect of method of packaging, biscuits of 
standard mix were stored at temperatures of 26.7° (16% and 85% relative 
humidities), 43.3°, and 60.0° C. (80°, 110°, and 140° F.) in 300 MST cello¬ 
phane, cellophane in tin-plate containers, tin-plate without cellophane, in 
Reynolds’ metal .4-10, and in Reynolds’ metal plus cellophane. 

For the first experiment with varying moisture content, moisture levels 
were adjusted, on biscuits prepared from standard mix, to 5.9, 7.1, and 10.3%, 
by the method described for dried whole egg powder (14). These biscuits 
were packaged in Reynolds’ metal 4.-10 and stored at 26.7° and 43.3° C. 
(80° and 100° F.). 

In the second experiment biscuits made from a mix using 4 oz. sodium 
bicarbonate and from a mix using 4 oz. ammonium carbonate were dried in 
vacuo over calcium chloride and stored at 26.7° and 43.3° C. (80° and 110° F.) 
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in tin-plate containers with sufficient water to bring the moisture contents to 
average values of 3.1%, 4.8%, 6.3%, 7.8%, and 9.1%. These levels were 
attained during the first week of storage. 

To investigate leavening agents the standard mix was varied to include 
the following levels of sodium bicarbonate; 4 oz., 10 oz., 16 oz., and 22 oz.; 
and also 4 oz. ammonium bicarbonate and a mixture of 2 oz. ammonium 
bicarbonate and 2 oz. sodium bicarbonate. The finished biscuits were stored 
at 43.3° C. (110° F.) in Reynolds' metal .4-10. 


TABLE I 

Composition of ration biscuits 


Type of biscuit 

Composition, % 

Protein 

Starch 

Fat 

Moisture 

Dried milk 

9.3 

60.0 

9.3 

7.6 

Wheat germ 

9.3 

61.6 

10.6 

5.4 

Dried egg yolk 

9.1 

61.4 

10.6 

4.7 

Soy flour 

9.5 

62.2 

8.9 

5.6 


Replacing dried skim milk powder by various protein components neces¬ 
sitated some variation in the standard mix. These were necessary to main¬ 
tain a constant ratio of protein, starch, and fat. In the first substitution, 
the milk powder w r as replaced by 6 lb., 14 oz. of defatted wheat germ; in the 
second, 10 lb. of powdered egg yolk replaced the skim milk and the amount of 
shortening was reduced from 12 lb. to 8 lb., 6 oz. The third substitution for 
milk powder was 7 lb., 2 oz. of debittered full fat soya flour with a reduction 
of shortening from 12 lb. to 10 lb., 6 oz. The protein, starch, fat, and moisture 
contents of the resulting biscuits are shown in Table I. These biscuits were 
stored at 26.7° (16% and 85% relative humidities), 43.3°, and 60.0° C. 
(80°, 110°, and 140° F.) in 300 MST cellophane, in Reynolds' metal 4-10, 
and in Reynolds’ metal plus cellophane. 

Methods 

Since the ultimate criterion of quality must be edibility of the product, 
palatability measurements were made by panels of 14 people, each person 
sampling the biscuits and commenting as follows: excellent, very good, good, 
fairly good, fair, fair to poor, poor, very poor, and inedible. For ease in 
averaging the final data, these descriptive categories were assigned numerical 
values of 8 to 0, respectively. 

A fluorescence measurement had proved useful as a test of quality in dried 
whole egg powders (6,10). It appeared to measure breakdown of the proteins 
present in dried egg powders (4), and fluorescence changes have been observed 
in foods of high carbohydrate content (5). In addition, all the protein com- 
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ponents selected for use in this study were known to have a fluorescence that 
varied more or less with storage conditions (3, 4, 5); therefore, this measure¬ 
ment seemed appropriate for the present study. Fluorescence measurements 
were made in a manner similar to the revised method used for dried whole egg 
powder (6); the results are recorded in units of the Coleman photofluorometer. 

Changes in acidity of stored flour and wheat germ are known to occur (1, 9). 
Work on dried egg powdeis indicated that the pH of potassium chloride 
extracts of defatted powder was related to storage treatment (14). Since it 
has been noted that alcohol extracts contained a portion of the fluoiescing 
substances, the amount varying in quantity with the quality of the egg powder 
(4), it was believed that pH measurements on alcohol extracts of biscuits 
might prove to be a good measure of quality. Therefore pH measurements 
were made on alcohol (95%) extracts of the whole biscuits after dilution of 
the alcohol extract to 50%, on extracts of defatted biscuits in 10% sodium 
chloride, and on extracts of whole biscuits in 10% potassium chloride. This 
last type of extract should reflect changes in acidity occurring in the whole 
biscuit, the second, changes in the non-fatty portion, and the first, changes in 
the fatty portion although some amino acids and protein matter might be 
present (8). The average pH of the various solvents was as follows: 10% potas¬ 
sium chloride, 5.2; 10% sodium chloride, 5 5; and alcohol, when diluted, 6.2. 

To reduce interference resulting from deterioration of the fat, the most 
stable shortening obtainable was used (13). Nevertheless, it w T as felt desir¬ 
able to measure peroxide oxygen development in the fat fraction of the 
biscuits. These measurements were made on fat extracted from the biscuits; 
the technique of this determination has been described (12). Development of 
peroxide oxygen values was slow T , a month’s storage at 60.0° C. (140° F.) 
and eight months’ storage at 26.7° C. (80° F.) being required to bring the 
value to about 1 ml, 0.002 N thiosulphate per gram of extracted fat. The 
biscuits had deteriorated to a marked extent for other reasons and hence 
peroxide oxygen values were of little importance and are not discussed. 

The withdrawal of packages at the various time periods w r as done by a 
randomized procedure. Sampling the contents of the selected packages for 
palatability scores and objective tests differed somewhat. Four biscuits from 
a package were broken into four pieces each and one piece sampled by a 
taster, while for the objective measurements one analysis was done on each 
of two biscuits from the same package. This method was used because the error 
of the quality measurements, appreciable between biscuits, was thought to 
be greater than between packages. Furthermore, it was known that the 
analytical error was much smaller than the between-biscuit error. 

Results 

Effect of Packaging 

The data obtained with five different types of packages are shown in Fig. 1. 
At 60*0° C. (140° F.) fluorescence development in biscuits stored for four 
weeks differed for each type of package. The material packaged in cellophane 
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TIME IN WEEKS 


Fig, 1. Changes in fluorescence values and pH of extracts of biscuits stored in different 
packaging materials . 

A, at 60.0° C. (140° F.): Curve 1 , J00 cellophane , Package (a); Curve 2, in 

Reynolds' metal A-10, Package (b); Curve 3, in 300 MST cellophane and Reynolds' metal 
A-10, Package (c); Curve 4, in tin-plate, Package (d); Curve 5, in 300 MST cellophane and 
tin-plate, Package (e). 

B, at other conditions: Curve 1, Packages (b), (c), (d), and (e), at 43 3° C. (110° F.); 

Curve 2, Package (a) at 26.7° C. (SO 0 F.) and 85% relative humidity; Curve 4, all other 
packages at 26 . 7° C. (80° F .). / 


alone developed fluorescing substances more slowly than any of the others. 
Similar changes occurred in biscuits packed in tin-plate and in Reynolds* metal, 
except that slightly higher values developed in the biscuits packaged in the 
former: the additional cellophane wrapping seemed to accentuate changes 
occurring in biscuits stored in Reynolds* metal or in tin-plate. 

Fluorescence values showed no difference in biscuits packaged in various 
materials and stored for 16 wk. at 43.3° C. (110° F.) and at 26.7° C. (80° F.) 
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and 16% relative humidity although fluorescence development was slightly 
greater at the higher temperature. Biscuits packaged in cellophane and stored 
for four weeks at 26.7° C. (80° F.) and 85% relative humidity developed 
fluorescence values at the same rate as biscuits in other packages, but at six 
weeks they showed some mould growth and at eight weeks were too mouldy 
for measurements. Biscuits in the other types of packages behaved in the 
same manner as those stored at the lower humidity. 

Increases in acidity were noted in biscuits stored at all conditions, the 
greatest changes occurring in those packaged in tin-plate and stored at 60° C. 
(140° F.). The least change occurred in the material wrapped in cellophane 
only. At 43.3° C. (110° F.) cellophane wrapped biscuits developed acid 
products more slowly than biscuits packed in other materials. Biscuits 
packaged in cellophane and stored at 26.7° C. (80° F.) and 85% relative 
humidity decreased in pH more rapidly than biscuits in all other types of 
package stored at both humidities. Changes in pH of the alcohol extracts 
of these biscuits showed the same trends as that of the sodium chloride 
extracts, although the general level was lower. 

On the basis of the foregoing measurements there seemed to be little dif¬ 
ference in the behaviour of materials packaged in Reynolds’ metal and tin¬ 
plate, except at high temperatures, where it appeared that tin-plate had a 
more drastic effect on the contents than the substitute packaging materials. 
Most surprising was the adverse effect resulting from the addition of a cello¬ 
phane wrap on materials stored at the high temperature, indicating that under 
this condition materials w r ith higher moisture vapour transmission extended 
storage life. As a result of this experiment, cellophane packages seemed to 
merit further study. Reynolds’ metal w T as selected also for use in further 
studies, since any changes occurring in tin-plate could be expected to be even 
more drastic at high temperatures and similar at low temperatures. 

Effect of Moisture 

Table II, showing mean values, indicates the effect of moisture levels on 
biscuits of standard mix as assessed by fluorescence values and pH measure¬ 
ments on the sodium chloride extract of the defatted biscuits. These results 
show the effect of moisture content in increasing the development of fluorescing 
substances. An increase in moisture content from 6 to 7% caused a significant 
increase in fluorescing substances. A further increase to 10% had a less marked 
effect on the rate of fluorescence development. Since the range of conditions 
was limited, pH measurements did not show a significant effect due to moisture 
content although the trends indicated by the mean values support observations 
on the basis of fluorescence development. 

It was concluded from this experiment that an investigation of a still 
greater range of moisture levels was necessary. It was believed expedient 
to include a study of the effect of different leavening agents. The results of 
this second experiment are given in Tables III and IV. 
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TABLE II 

Effect of moisture on keeping quality of biscuits made from the standard mix and 
stored 15 wk, at 43.3° C. (110° F.) 


A. Table of means 


Variable under study 

Fluorescence 

(photofluorometer 

units) 

pH of 

sodium chloride 
extract 

Time, wk. Initial 

27.1 

7.92 

1 

27.4 

7.44 

2 

29.7 

7.09 

6 

32.5 

7.16 

15 

33.1 

6.85 

Necessary difference, 5% level 

1.68 

0.20 

Moisture content, % 5.9 

27.5 

7.38 

7.1 

30.4 

7.25 

10.3 

32.0 

7.25 

Necessary difference, 5% level 

1.30 

— 

Temperature 26.7° C. (80° F.) 

28.1 

7.34 

43.3° C. (110° F.) 

59.9 

7.25 


B. Analysis of variance 




Mean square 

Variance attributable to: 

D.f. 

Fluorescence 

pH of 


! 

(photofluorometer 

sodium chloride 



units) 

extract 

Temperature 

1 

102.67** 

0.0599 

Moisture 


51.26** 

0.0517 

Time 


46.48** 

1.0228** 

Temperature X moisture 


10.31* 

0.0909 

Time X temperature 


40.60** 

0.0295 

Moisture X time 

8 

6.32* 

0.0332 

Temperature X moisture X time 

8 

1.60 

0.0225 


* Exceeds 5% level of statistical significance. 
** Exceeds 1% level of statistical significance. 


TABLE III 

Palatability scores of stored biscuits at different moisture levels, 
average for two types of leavening agent 


Palatability scores 


Moisture content, % 

43.3° C. (110° F.) 

11 wk. 

26.7° C. (80° F.) 

15 wk. 

3.1 

3.7 

5.4 

4.8 

3.9 

5.4 

6.3 

3.6 

5.2 

7.8 

2.7 

4.4 

9.1 

2.8 

4.2 

Necessary difference, 5% level 

0.7 

0.7 
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TABLE IV 

Effect of moisture on keeping quality of biscuits containing different leavening 
AGENTS AND STORED 11 WK. AT 43.3° C. (110° F.) 


A, Table of means 


: 

Variable under study 

Fluorescence 
(photofluorometer units) 

pH of potassium 
chloride extract 


Biscuit 1 

Biscuit 2 

Biscuit 1 

Biscuit 2 

Time, wk. Initial 

19.2 

28.7 

6.60 

6.60 

1 

20.6 

30.6 

6.60 

6.69 

3 

19.3 

31.4 

6.58 

6.68 

7 

16.4 

24.9 

6.47 

6.50 

11 

21.1 

34.6 

6.47 

6.48 

Necessary difference, 5% level 

2.9 

4.7 

0.04 

0.02 

Moisture content, % 





3.1 

17.9 

36 8 

6.55 

6.63 

4.8 

17.7 

27.2 

6 56 

6.64 

6.3 

18.7 

32.8 

6.52 

6.62 

7.8 

19.8 

38.2 

6.51 

6.57 

9.1 

22.7 

38.2 

6.43 

6.47 

Necessary difference, 5% level 

3.4 

5.3 

0.05 

0.03 


B. Analysis of variance 


Variance attributable to: 

D.f. 


Mean 

square 


Fluorescence 

(photofluorometer 

units) 

pH of 

potassium chloride 
extract 

Biscuit 1 

Biscuit 2 

Biscuit 1 

Biscuit 2 

Time 

3 

44 01** 

164.85** 

0.0845** 

0.1245** 

Moisture content 

4 

33 35** 

106.45** 

0.0186** 

0.0409** 

Moisture content X time 

12 

7.99 

24.98 

0.0048** 

0 0837** 

Between biscuits 

20 

4.74 

12.80 

0.0011 

0.0003 


**Exceeds 1% level of statistical significance . f 


Table III shows the mean palatability scores (mean scores by eight tasters) 
combined for both types of biscuits (4 oz. sodium bicarbonate compared with 
4 oz. ammonium bicarbonate as leavening agent) after storage. Statistical 
analyses showed that the types of biscuits did not differ, the only significant 
effects being those due to tasters, to moisture contents, and temperature. It 
is evident from this table that the biscuits between 3,1 and 6.3% moisture 
did not differ after storage but were of higher quality than biscuits at 7.8 
and 9.1% moisture. 

The quality measurements used, i.e. fluorescence value, pH of potassium 
chloride, sodium chloride, and alcohol extracts were generally not satisfactory. 
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The only significant changes were in fluorescence substances and in pH of the 
potassium chloride extracts of biscuits stored at 43.3° C. (110° F.). Only the 
significant results are given in Table IV; these show considerable variation in 
the values obtained by the chemical analyses, but tend to support the con¬ 
clusions drawn from palatability scores. 

The above results indicate that the storage life of biscuits was extended by 
maintaining moisture content in the biscuits of 6% or less. 

Effect of Soda Level 

The results of objective tests on biscuits containing varying amounts of 
sodium bicarbonate, ammonium bicarbonate, and both sodium and ammonium 
bicarbonate are shown in Fig. 2. 



TIME IN WEEKS 

Fig. 2. Changes in quality measurements of biscuits containing various amounts of 
leavening agent when stored at 43.3° C. (110° FJ. X - 4 ot. sodium bicarbonate; O - 
JO os. sodium bicarbonate; ® ■» 16 os. sodium bicarbonate; ® — 22 os. sodium bicarbonate; 

• « 4 os. ammonium bicarbonate; ■ «■ 4 os. of each of sodium bicarbonate and ammonium 
bicarbonate * / 
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No conclusions could be drawn from pH measurements on the alcohol 
extracts and on extracts of the defatted biscuits in 10% sodium chloride 
solution. The trends here were quite different from those observed in the 
experiment with different packages. An initial rise in pH occurred that is 
at present unexplainable. 

The pH measurements on 10% potassium chloride extracts of the whole 
biscuits followed trends similar to those previously observed. The rate of 
decrease in pH was greater for biscuits containing 16 oz. and 22 oz. sodium 
bicarbonate. Biscuits containing 10 oz. sodium bicarbonate and both sodium 
and ammonium bicarbonate behaved similarly and changed more slowly 
than the biscuits containing the higher concentrations of leavening agent. 
The biscuits containing 4 oz. of leavening agent changed slowly; those with 
4 oz. sodium bicarbonate changing least of all. 

Fluorescence measurements indicated greater changes at the higher soda 
levels, with biscuits containing ammonium bicarbonate behaving similarly 
to biscuits containing 10 oz. sodium bicarbonate. There was a more rapid 
increase in fluorescing substances in biscuits containing both leavening agents 
than in biscuits containing the smallest quantity of sodium bicarbonate. 
Both of these quality tests indicated that the lower the soda level the more 
desirable was the biscuit, both in initial quality and in maintenance of quality 
during storage. 

The mean palatability scores obtained on the biscuits initially and after 
seven weeks’ storage are given in Table V. Increasing soda level evidently 
resulted in a definite decrease in initial flavour score. Seven weeks’ storage 
lowered the flavour ratings, with the exception of the biscuit containing 
ammonium carbonate, which did not change in score during this storage 
period. However, the use of ammonium carbonate either alone or in com¬ 
bination with sodium carbonate resulted in reduced initial palatability scores. 
The biscuit containing 22 oz. of sodium bicarbonate deteriorated significantly 
more than the other types of biscuit. These features were assessed statistically 
on duplicate trials by the taste panel. 


TABLE V 

Mean palatability scores of biscuits containing various amounts of 
LEAVENING AGENT, STORAGE AT 43.3° C. (110° F.) 


Leavening agent 

Palatability scores 

Initial 

At seven weeks 

Sodium bicarbonate, 4 oz. 

8.1 

7.5 

10 oz. 

7.7 

7.1 

16 oz, 

7.2 

6.4 

22 oz. 

6.8 

5.2 

Ammonium bicarbonate 4 oz. 

6.3 

6.4 

Sodium bicarbonate 4 oz. \ 

Ammonium bicarbonate 4 oz. / 

7.3 

6.8 
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From the above results, it is evident that sodium bicarbonate was a more 
desirable leavening agent, and that smaller quantities were most desirable. 

Effect of Protein Components 

The mean values and an analysis of variance of fluorescence measurements 
made on biscuits with different protein components are shown in Table VI. 
Measurements of pH were omitted because they were of little value in inter¬ 
preting quality differences. The behaviour of the biscuits at 60.0° C. (140° F.) 
was somewhat different from that at the lower temperatures. The results 
at this high temperature show the wheat germ and soya flour biscuits to have 
generally lower fluorescence value, while at the lower temperatures only the 

TABLE VI 

Fluorescence changes in biscuits with different protein components 


A. Table of means 


I 

Fluorescence (photofluorometer units) 


Variable under study 

60.0°C. 
(140° F.) 

43.3°C. 
(110° F.) 

26.7°C. 
(80° F.) 
(16% 
R.H.) 3 

26 7° C. (80° F.) 
(85% R.H.y 

Type of biscuit 






Skim milk powder 

37.29 

29.92 

24.96 

24.10 1 

29.03* 

Wheat germ 

32.35 

27.90 

27.13 

26.30 

26.94 

Powdered egg yolk 

43.05 

40.45 

40 31 

36.97 

38.40 

Soya flour 

Necessary difference 

31.16 

3 46 

29.60 

3.13 

28.53 

2.10 

31.03 

33.03 

Type of package 






300 MST cellophane 

32.74 

31 07 

30.90 

29.53 


Reynolds’ metal v4~10 

36.77 

32.85 

30.56 


31.65 

Reynolds’ metal and cello¬ 






phane 

Necessary difference 

38.38 

3.00 

31.98 

29.23 


27.64 

Storage time 






Initial 

26.28 

26.28 

26.28 

26.28 

26.28 

1 day 

30.26 

30.89 

— 

— i 

— 

3 days 

31.65 

30.60 

— 

— 

— 

7 days 

35.17 

28.14 

29.24 

27.44 

28.50 

15 days 

40.72 

— 

— 

— 

— 

21 days 

— 

30.70 

28.25 

29.29 

31.59 

31 days 

42 02 

— 

— 

— 

— 

49 days 

— 

30.22 

29.18 

32.08 

30.69 

105 days 

— 

34.55 

30.51 

— 

29.15 

217 days 

Necessary difference 

3.87 

38.66 

4.14 

33.98 

2.35 


36.42 


1 Values in this column for biscuits packaged in 300 MST cellophane . 

* Values in this column combined results for biscuits packaged in Reynolds 9 metal A-10 and 
in Reynolds ’ metal and cellophane . 

1 R.H. ** relative humidity . 
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TABLE VI —Concluded 

Fluorescence changes in biscuits with different protein components— Concluded 


B. Analysis of variance 


Variance attributable to: 

60.0° 

C. (140° F.) 

43.3° 

C. (110° F.) 

26.7° C. (80° F.) 
(16% R.H)> 

D.f. 

Mean square 

D.f. 

Mean square 

D.f. 

Mean square 

Package 

2 

336.81** 

2 

44.20 

2 

31.12 

Biscuits 

3 

880.71** 

3 

1375.88** 

3 

1419.91** 

Time 

4 

666.90** 

6 

295.33** 

4 

120.99** 

Biscuits X package wrap¬ 
pers 

6 

84.14 

6 

183.92** 

6 

16.88 

Package X times 

Biscuits X times 

8 

65.73 

12 

22.32 

8 

25.02 

12 

121.29* 

18 

48.17 

12 

9.46 

Biscuits X package X 
times 

24 

42 14 

36 

50.10 

24 

15.50 

Between biscuits 

60 

23 81 

84 

26.25 

60 

17.36 


* Exceeds 5% level of statistical significance. 
** Exceeds 1% level of statistical significance. 


egg powder biscuit had high values. These measurements show cellophane, 
when used alone, to be a preferable wrap at the highest temperature, although 
it was definitely undesirable at the lowest temperature if the humidity was 
high. This undesirability was due to mould growth resulting from increased 
moisture contents of the biscuits rather than to changes detected by fluor¬ 
escence measurements. No difference in packages was observed at 43.3° C. 
and 26.7° C. (110° and 80° F.) at low humidity. Fluorescing substances 
generally increased with time for all types of biscuits; although wheat germ 
biscuits reached a maximum value at 15 days’ storage. 

Initial palatability scores of biscuits with various protein components were: 
skim milk powder, 5.2; soy flour, 5.2; dried egg yolk, 5.5; and wheat germ, 
6.0. Statistical analysis of the data indicated that the wheat germ biscuit 
was significantly better than the others. 

Statistical analysis of the palatability scores on stored biscuits with various 
protein components (Table VII) lead to conclusions slightly different from 
those cited above. Wheat germ and soya biscuits were again most stable 
at 60.0° C. (140° F.) while the wheat germ biscuit was the most stable at 
43.3° C. (110° F.) and 26.7° C. (80° F.) (16% relative humidity). Egg yolk 
biscuits and milk biscuits deteriorated most rapidly at the two higher tem¬ 
peratures. Cellophane was the most satisfactory packaging material at 
60° C. (140° F.), no difference occurring at the lower temperatures unless 
the humidity was high. At 60.0° C. (140° F.) decrease in palatability of 
biscuits that were double wrapped was more rapid than for biscuits in either 
of the single wrapped packages. Highly moisture-vapour resistant wrappings 
caused more drastic reduction in palatability in biscuits containing milk 
powder when stored at the high temperature. 
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TABLE VII 

Palatability changes in biscuits with different protein components 


A. Table of means 


Palatability scores 


Variable under study 

60.0°C. 
(140° F.) 

43.3°C. 
(110° F.) 

26.7°C. 
(80° F.) 
(16% 
R.H.)‘ 

26.7° C. (80° F.) 
(85% R.H.y 

Type of biscuit 






Skim milk powder 

3.4 

4.6 

5.5 

4. l l 

5.2* 

Wheat germ 

4.9 

5.3 

5.9 

4.1 

5.8 

Powdered egg yolk 

3.5 

3.8 

4.3 

3.3 

4.5 

Soya flour 

4.6 

4.9 

5.4 

4.3 

5.3 

Necessary difference 

0.26 

0.21 

0.17 



Type of package 






300 MST cellophane 

4.4 

4.7 

5.2 

3.9 


Reynolds' metal 4-10 

4.1 

4.6 

5.3 


5.3 

Reynolds' metal and cello- 






phane 

3.8 

4.6 

5.3 


5.2 

Necessary difference 

0.23 

— 

— 



Storage time 






Initial 

5.5 

5.5 

5.5 

5.5 

5.5 

1 day 

5.4 

5.2 

— 

— 

— 

3 days 

4.6 

5.2 

— 

— 

— 

7 days 

4.0 

4.8 

5.2 

5.2 

5.6 

15 days 

3.9 

— 

— 

— 

— 

21 days 

— 

4.7 

5.1 

3.9 

5.0 

31 days 

2.4 

— 

— 

— 

— 

49 days 

— 

4.4 

5.0 

2.8 

5.5 

105 days 

— 

4.1 

5.2 

— 

5.0 

217 days 

— 

mam 

5.9 


5.0 

Necessary difference 

0.29 

BS9 

0.19 




B. Analysis of variance 


Variance attributable to: 

60.0° 

C. (140° F.) 

43.3° 

C. (110° F.) 

26.7° C. (80° F.) 
(16% R.H.Y 


D.f. 

Mean square 

D.f. 

Mean square 

D.f. | 

Mean square 

Package 

2 

2.08** 

2 

0.10 

m 

0.04 

Biscuits 

3 

8.35** 

3 

8.25** 

mm 

7.49** 

Time 

4 

14.61** 

6 

2.69** 

mm 

1.48** 

Biscuits X package 

6 

0.53** 

6 

0.22 

6 

0.16* 

Package X times 

8 

0.38** 

12 

0.08 

8 

0.08 

Biscuits X times 

12 

0.44** 

18 

0.35** 

12 

0.06 

Biscuits X package X 
times 

24 

0.12 

36 

0.11 

24 

0.05 


1 Values in this column for biscuits packaged in 300 MST cellophane. 

* Values in this column combined results for biscuits packaged in Reynolds' metal A-10 , and 
in Reynolds' metal and cellophane. 

R.H. «* relative humidity. 

* Exceeds 5% level of statistical significance . 

** Exceeds 1 % level of statistical significance. 
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Unfortunately the skim milk powder biscuit had a moisture content of 
7.6% instead of the 6% or less required. The foregoing data on moisture 
levels (Tables II, III, and IV) permitted some estimation of the error intro¬ 
duced by this difference. Calculations indicated that the difference in moisture 
contents of the wheat germ and skim milk powder biscuits was not great 
enough to account for the poorer storage life of the latter material. Therefore, 
it is believed that the validity of the conclusions from this portion of the 
investigation will not be vitiated by the higher moisture content of the skim 
milk powder biscuit. 

From considerations of both initial palatability and keeping quality, wheat 
germ biscuit was the most desirable source of protein. Storage at 26.7° C. 
(80° F.) in a dry atmosphere induced little change and single wrappings of 
moisture-resistant packaging materials appeared to be the most desirable for 
general use. 

Relation between Palatability and Objective Measures of Quality 

The palatability test, on the whole, was the most satisfactory measure of 
quality of the biscuits, but like most organoleptic tests the error of replication 
was high. There was, furthermore, a noticeable tendency for the scores to 
increase toward the end of the experiment, as can be seen in Table VII. 

To assess the merits of the various objective tests correlation coefficients 
were calculated. These were limited to calculations on palatability-fluor- 
escence, and flourescence-pH relations. As mentioned previously, calculations 
on peroxide oxygen measurements would have contributed nothing. Correla¬ 
tions between the various pH measurements were so small that calculations 
were useless. In no instance were related data on pH measurements and 
palatability available. 

For each type of biscuit correlations between fluorescence values and palat¬ 
ability scores were found to be negative, highly significant, but generally low 
in magnitude, e.g. skim milk powder biscuit, — .687**; wheat germ biscuit, 

— .315**; dried egg yolk biscuit, — .386**; and soy flour biscuit, —.528**. 
If the data for any one variable were averaged over all others high correlations 
between fluorescence and palatability were obtained, e.g. for time periods, 

— .897; wraps, —.956; biscuit types, —.828; and for storage conditions, 
-.854. 

Correlations between fluorescence values and pH measurements were cal¬ 
culated for the skim milk powder biscuit. Again, the correlations were low; 

— .245*, — .082, and — .088 for fluorescence with pH’s of alcohol extracts, 
sodium chloride extracts, and potassium chloride extracts respectively. 
Averaging the data for all variables at each time period showed higher 
correlations, —.675, —.627, and —.614 between fluorescence and the 
respective extracts. 

* Exceeds 5% level of statistical significance . 

** Exceeds 1% level of statistical significance ,> 
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While none of the quality measurements correlated closely with palatability 
scores, the fluorescence measurement reflected storage treatment with a fairly 
high degree of accuracy. On the basis of the present experiment fluorescence 
measurements supported by palatability evaluation of initial and final samples 
would probably give a satisfactory picture of the stored biscuits. 

Moisture Changes During Storage in Substitute Containers 
The average moisture gain in grams is given in Table VIII for biscuits 
packaged as described for the preliminary experiment, where an average weight 
of 74 gm. per package of skim milk powder biscuits was stored at 26.7° C. 
(80° F.) and at 85% relative humidity. The dimensions of the finished pack¬ 
age were 2 in. X 2 in. X 2 in. It is evident that 300 M.S.T . cellophane is 
unsatisfactory under these conditions and Reynolds 1 metal .4-10 permits a 
small moisture increase. This small moisture increase did not appear to 
affect the quality of the biscuits in the package (Fig. 1). 


TABLE VIII 

Moisture gain of skim milk powdf:r biscuits packaged in various materials and stored 
at 26.7° C. (80° F.) and 85% relative humidity 


Type of package 

■ 

Gain per package (gm.) after storage for: 

2 wk. 

4 wk. 1 

6 wk. 

8 wk. 

16 wk. 

300 MST cellophane 

2.93 

4.97 

7.39> 

_2 

_2 

Reynolds’ metal A-10, with and without 300 






MST cellophane liner 

0.14 

0.28 

0.32 

0.44 

0.57 

Tin-plate, with and without 300 MST cello¬ 



i 



phane liners 

0.02 

0.01 

! 0.02 

0.03 

0 

, 


1 Some mould growth on biscuits. 

2 Mould growth too heavy to permit measurement. 


The second experiment included only 300 M.S.T. cellophane and Reynolds* 
metal .4-10 packages, the latter with and without cellophane inner liners. 
The moisture gain for an average weight of 132 gm. of biscuit per package 
of dimension 2 in. X 3 in. X 3 in. is given in Table IX. One outstanding 
feature of these results is that the inner cellophane liner contributed addi¬ 
tional moisture protection; this was not evident from the earlier experiment. 
Little information can be gathered from the breakdown of the data into 
biscuit types, although there is some evidence that the package containing 
biscuits made with powdered egg yolk picked up moisture at a slightly faster 
rate than the others. 

It was observed during these storage trials that the random sampling tech¬ 
nique used in selecting these packages could still be applied at the 15-wk. 
samplings. However, at the 31 wk. period it was no longer applicable to the 
packages stored at 26.7° C. (80° F.) and 85% relative humidity as a result 
of failure of the packaging material. Under this condition of high humidity 
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TABLE IX 

Moisture gain of all types of biscuits packaged in various materials and stored at 
26.7° C. (80° F.) and 85% relative humidity 


Variable under investigation 

Gain per package (gm.) after storage for: 


1 wk. 

3 wk. 

7 wk. 

15 wk. 

31 wk. 

By package types 






300 MST cellophane 

4.81 

8 84 

14.72 

_i 

_i 

Reynolds’ metal .4-10 
Reynolds’ metal with cello¬ 

0 46 

0.50 

0.75 

1.21 

2.34 






phane liner 

0.40 

0.43 

0.64 

1.07 

2,01 

By biscuit types 2 






Skim milk powder 

0.38 

0.39 

0.58 

0 98 

1.77 

Wheat germ 

0.41 

0.46 

0 66 


2.56 

Powdered egg yolk 

0.50 

0 52 

0.98 

1.89 I 

2.34 

Soy flour 

0 42 

0.48 

1 

0.54 


1.85 


1 Mould growth too heavy to permit measurement . 

2 Mean values for samples in Reynolds' metal A-10 with and without cellophane liner . 


some separation of layers of the Reynolds* metal wrapper had occurred with 
resulting loss in protection. This is supported by the data for packages con¬ 
taining wheat germ and soy flour biscuits: even though only apparently un¬ 
damaged packages were chosen for measurements at this last sampling, the 
moisture gain during the last 16 wk. was higher than would have been expected 
from the data for the first 15 wk. At the same temperature, and 16% relative 
humidity many packages made from these substitute materials were destroyed 
by crickets, which infested the storage room during the 15 to 31 wk. interval. 
Again, the final measurements were made only on undamaged packages. 

Changes in moisture content of the biscuits were measured during the course 
of the experiment on protein constituents. The only significant changes in 
moisture content occurred in cellophane wrapped biscuits stored at 60.0° C. 
(140° F.), and at 26.7° C. (80° F.) and 85% relative humidity. At the higher 
temperature the average moisture content for all types of biscuits w as reduced 
from 5.8% to 2.7% in 15 days; while at 26.7° C. (80° F.) and 85% relative 
humidity the average moisture content for all types of biscuits increased to 
12 . 8 %. 
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DRIED WHOLE EGG POWDER 

XVI. RELATIVE STABILITY OF POWDERS OF DIFFERENT QUALITY 1 

By M. W. Thistle 2 , W. Harold White 3 , D. A. Fletcher 4 , 
and Jesse A. Pearce 2 

Abstract 

When stored at 24° C. (75° F.) for one month, samples of dried whole egg 
powder of varying initial qualities, collected from 10 Canadian plants over a 

P eriod of six months, developed fluorescent materials at much the same rate. 

owders from two of the plants, heat-treated to provide good, questionable, 
and definitely poor samples, were stored at 24° C. for periods up to lour months. 

Some of the observed differences in stability were attributable to different 
moisture contents; but within plants, good and poor quality powders deteri¬ 
orated at the same rate. In a third experiment, mixtures of good and poor 
quality powders having a similar moisture content also deteriorated at the 
same rate. It is concluded that the rate of quality deterioration in egg powders, 
as determined by fluorescence changes, is independent of the initial quality. 

Introduction 

The question has sometimes been asked: do egg powders of varying initial 
quality deteriorate differentially? This has considerable practical significance 
in that if good quality powders deteriorate at a relatively rapid rate, ^ ome of 
the advantage of excellent initial quality might be lost during shipment or 
storage. Although information is available on the stability of egg powder 
(2, 3, 7, 8, 9), this particular point does not appear to have received detailed 
attention. The present study was designed to answer the question. 

Materials and Methods 

In these laboratories, during 1942, a survey was made of the quality of all 
the dried egg powder produced in Canada. At each eg .-drying plant samples 
were taken from each carlot of powder intended for export to Britain, and 
their initial quality determined. Duplicates of certain samples were stored 
for a month at 24° C. (75° F.) in order to assess the relative stability of 
powder produced at different seasons and in different plants. 

In studies on the effects of heat treatment it was found that dried egg was 
susceptible to damage by heat at even slightly elevated temperatures: samples 
from two Canadian plants were heat-treated for five days at 26.7°, 35.0°, 
and 43.4° C. (80°, 95°, and 110° F.), as described in a previous communication 

1 Manuscript received September 11, 1944. 

Contribution from the Division of Applied Biology , National Research Laboratories , 
Ottawa. Issued as Paper No, 123 of the Canadian Committee on Food Preservation, and as 
N,R.C . No. 1257, 

a Biochemist , Food Investigations, 

3 Formerly Biochemist, Food Investigations. Now Director of Research , F. W. Horner , 
Ltd., Montreal, Que. 

4 Agricultural Assistant, Special Products Board , Department of Agriculture. 
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(8). These heat-treated samples also were stored at 24° C. for periods up to 
four months in order to obtain information on their subsequent stability. 

Further information was sought by measuring the relative stability of 
mixtures of poor and good quality material. Kgg powder having a fluorescence 
value (4) of 60 was thoroughly mixed at 0, 1, 5, 15, and 30% levels with 
pow r der having a fluorescence value of 18. Uniform moisture contents (from 
3.5 to 3.6%) were obtained in the mixed samples by permitting them to 
stand in a closed chamber at 4.4° C. (40° F.). Samples of the mixed powders 
were stored at 26.7° and 37.8° C. (80° and 100° F.) for periods of 3, 10, 17, 
24, and 31 days. Initial fluorescence values of the treated powders ranged 
between 18 and 27, and were approximately proportional to the amount of 
poor powder added. 

Quality w r as assessed by means of potassium chloride (6) and fluorescence 
values (4, 5, 6), chosen for present purposes as being most sensitive of the 
objective tests available. Indeed, the fluorescence test has been shown to be 
remarkably sensitive to heat damage in dried eggs (8) even at temperatures 
as low' as — 40°C\ (7). Since moisture content has been shown to have 
important effects on the stability of dried egg (1, 2, ( )) the total volatile 
content (6) was also noted. 

Results 

Survey Material 

The results are presented in Table I. It is apparent that initial quality 
(as measured by fluorescence) was low r er during July and August, the hottest 
months: the defec t in commercial practice responsible for this low r er quality 
was rectified in 1943 by the installation of devices for cooling the pow r der as 
it left the drier. Stability was poor in July (average of only five samples) but 
otherwise it appears that seasonal samples deteriorated at about the same 
rate under the storage conditions used. Also samples from different Canadian 
plants all deteriorated at about the same rate. 

The influence of moisture content, under these conditions, w r as rather small. 

The potassium chloride values, while more variable than the fluorescence 
measurements, present essentially the same information, 

Heat-Treated Samples 

The results are shown in Fig. 1. 

The powrder from Plant I deteriorated at a slower rate than that from 
Plant II: this difference is considered to be due primarily to the fact that the 
powder from Plant I contained 3.5% moisture while that of Plant II contained 
5.6%. It has been shown that the stability of egg powder decreases with 
increase in the moisture content (9). 

However, within plants the curves for good, intermediate, and poor powders 
possess approximately the same slope, indicating that if a uniform moisture 
content is attained, all powders in the edible range of quality deteriorate at 
about the same rate. 
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TABLE I 

Mean values for quality measurements of dried egg samples from all Canadian 

PLANTS, COLLECTED FROM JULY TO DECEMBER, 1942, BEFORE 
AND AFTER STORAGE AT 24° C. FOR ONE MONTH 


— 

No. of 
samples 

Moisture 
content, % 

Potassium chloride 
value, % 

Fluorescence 
value, units 

Initial 

Final 

Initial 

Final 

Means , averaged over all plants 

Month of collection 







July, 1942 

5 

4.6 

66 

50 

30 

46 

August 

29 

4.3 

65 

53 

29 

35 

September 

30 

4.6 

67 

54 

23 

35 

October 

30 

4.0 

74 

62 

22 

30 

November 

26 

4.0 

70 

62 

22 

32 

December 

30 

3.8 

69 

62 

23 

29 


Means, averaged over all sampling times 
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Mixtures of Poor and Good Powders 

The results are plotted in Fig. 2. The shapes of the curves are similar, 
indicating that samples with differing initial quality all exhibited similar 
behaviour under accelerated storage conditions. The small differences in 
slope were subjected to statistical analysis to ascertain their .significance. 
Table II shows that the interactions between initial quality and storage time, 
and between initial quality and storage temperature, both failed to attain 
statistical significance. Hence the addition of low quality powders had no 
demonstrable effect on the rate of deterioration. 



Fig. 2. Relative stability of mixtures of poor and good quality egg powders , averaged over 
storage temperatures of 26. 7° and 37.8° C. Percentages of poor powder added: 

+ - 0; O « 1; □ - 5; A - 15; • - 30. 

TABLE II 

Analysis of variance of the relative stability of mixtures of 

POOR AND GOOD QUALITY EGG POWDERS 


Source of variance 

Degrees of freedom 

Mean square 

Initial quality X time 

16 

11.4 

Initial quality X temperature 

4 

9.4 

Initial quality X time X 

16 

9.8 

temperature (error) 




Conclusion 

The evidence presented shows that when the moisture content was similar, 
good quality egg powders did not deteriorate at a faster rate than powders 
of lower quality in the edible range. 
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PACKAGING 

1. WATER-VAPOUR RESISTANCE OF CELLULOSE-BASE CONTAINERS 1 

By A. H. Woodcock 2 , Marion G. Chapman 3 and Jesse A. Pearce 4 

Abstract 

Lacquers and resins coated on paper stocks were less effective water-vapour 
barriers than waxes. Wax coatings became more effective as the density of the 
base stocks increased. A flexible wax compound at 40 lb. per ream of 500 sheets, 

24 by 36 in., was found most satisfactory for coating “Cellophane.” 

Rectangular containers were found more suitable than cylindrical containers. 

Wax dipping followed by an overwrap produced water-vapour-resistant packages, 
but the bag-in-box type, using wax-coated Cellophane as liner, was also effective. 
Pouch-type liners were favoured. 

Bag-in-box type packages using wax-coated Cellophane as the liner bag were 
developed for use on dried egg powder, and a wax-impregnated, wax-coated outer 
container was devised for Army Mess Tin Ration Kits. 

Mean moisture gain plus twice the standard deviation was used as a merit 
factor in distinguishing between packages. 

Introduction 

Shortages of tin plate, rubber, and shipping spare have increased the 
importance of dehydrated foods. Dried foods generally keep better if their 
moisture content is maintained at or near the original low level: this raised 
the problem of suitable containers for their protection, and reasonably water- 
vapour- resistant packages had to be provided from available packaging 
materials, such as paper products and waxes. The urgency of war demanded 
an early solution of the problem. 

Other factors were considered but the present study deals primarily with 
water-vapour permeability (W.V.P.). Tests on a wide variety of com¬ 
mercially available materials, as received, after folding, and when made into 
packages, resulted in observations on materials and package design that are 
believed to be of some general value and are therefore reported here. Since 
only comparative values of currently used stocks are of practical concern, no 
attempt has been made to convert results to unit thicknesses of base stock or 
coatings. 

Methods 

A vapometer method of measuring W.V.P., while none too reliable (1), 
provided simple and rapid comparative measurements on the various stocks, 

1 Manuscript originally submitted as part of a longer paper on March 21, 1944 , and, as 
revised , September 23, 1944. 

Contribution from the Division of Applied Biology, National Research Laboratories, 
Ottawa. Issued as paper No. 124 of the Canadian Committee on Food Preservation and as 
N.R.C. No. 1261. 

* Formerly Biophysicist, Food Investigations; now Research Chemist, E. S. and A. Rob¬ 
inson (Canada) Ltd. 

* Formerly Biochemist , Food Investigations; now Agricultural Assistant , Dept, of Agri¬ 
culture, Animal Station , Hull , P.Q. 

4 Biochemist , Food Investigations . 
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both as received and after folding through 180° over the rounded edge of a 
metal plate 1 mm. thick. Two folds at right angles were made. Thus the 
better types of water-vapour barriers could be selected for fabrication into 
experimental packages. 

Cylindrical and rectangular packages, each containing 60 gm. of calcium 
chloride, were placed in a test chamber operating at 80° F. and 85% relative 
humidity, resulting in a vapour pressure difference (V.P.D.) of 22 4 mm. of 
mercury. W.V.P. was measured by following the gain in weight. Gains 
are recorded as the averages of six packages of each type. Dummy packages 
were included in order to correct for sorption by the packaging materials. 

Since one phase of the investigation was concerned with the development 
of a package suitable for dried egg, further tests were made on packages filled 
with dried egg pow r der and stored in the test chamber (V.P.D. approximately 
14 mm. of mercury). 

Another phase of the investigation dealt with a container for Army Mess 
Tin Ration Kits: a suitable moisture barrier had to be devised for the outside 
of the package, since some of the contents is packed in tin plate that might 
destroy an inner barrier. 

Merit Factor 

The use of mean moisture gain as a measure of package meiit is not alto¬ 
gether satisfactory, since 50% of the packages can be expected to gain more 
moisture than represented by the mean value. The maximum moisture gain 
is also a poor criterion of package quality since it is usually dependent on a 
single package. A value descriptive of the great majority of the packages 
w T as felt to be desirable, i.e. the mean plus some measurement of variability. 
In consequence a numerical value, 4 ‘merit factor,” has been used in these 
laboratories as a criterion of package quality. 

The merit factor is defined as the mean plus twice the standard deviation. 
Theoretically, for large normally distributed populations, 2.5% of the 
members should exceed this value. Since the number of packages studied is 
usually small, the merit factor would probably be less reliable than this. In 
281 measurements, 11 packages (4%) exceeded the merit factor; in an addi¬ 
tional 100 measurements, 5% exceeded the merit factor. Both curves 
indicated approximately normal distribution. Hence the merit factor might 
be used as an indication of the protection afforded by approximately 95% 
of the packages when small numbers are considered. 

The merit factor might be used as a standard of reference for commercially 
available package types if standardized for temperature, water-vapour pres¬ 
sures, size of package, and quantity of hygroscopic material, e.g., calcium 
chloride. Certain limitations would have to be considered, such as the 
possibility of badly skew r ed curves. 
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Results 

W 7 F.P. <7/ Various Packaging Materials 

The results are given in Table I. In general wax-impregnated krafts were 
less effective than wax-coated krafts; lacquers and resins provided about 
equal protection and were less effective than waxes; and wax coatings became 
more effective as the density of the base stocks increased. In the denser 
stocks, e.g., “Cellophane”, wax coating on one side was approximately as 
effective as wax coatings on both sides and as effective as laminated Cellophane. 
A commercial firm offered the flexible wax compound found most satisfactory 
for coating Cellophane (40 lb. of wax per ream of 500 sheets , 24 by 36 in): 
the term “wax-coated Cellophane” will indicate use of this flexible preparation. 
W.V.P. measurements after folding showed increases ranging from 1/5 to 60 
times depending on the type of material under study. 

IV. V.P. of Fabricated Packages 

The results are shown in Table II, and in general support the conclusions 
drawn from 'Fable I. However, it was found that even under the best condi¬ 
tions, the W.V.P. of completed packages was often 2 to 10 times as high as 
that of the same material in sheet form. 

Of the wax-coated cylindrical containers, the fibre-bodied type was more 
effective than the all-fibre type. Fibre-bodied containers suffered from 
failure at the metal-to-fibre seam, and in the all-fibre type it was difficult to 
obtain a light closure when inserting the friction-plug lid. Wax-dipping after 
fabrication improved the fibre-bodied type. 

Although cylindrical containers are stlonger than rectangular containers, 
they occupy about 20% more space; however, the relative weakness of 
rectangular packages can be compensated for by enclosure in a suitable 
master carton. 

Considering rectangular containers, it is evident that an overwrap further 
reduced the W.V.P. of wax-dipped packages by approximately 50%. The 
bag-in-box type also produced effective packages. Of the more effective 
liners, wax-coated Cellophane was preferred since the cost of a second sheet 
was avoided. 

No great difference in effectiveness was evident between vredge and pouch 
type liners. However, it is considered that there is a danger of leaks develop¬ 
ing at the seal around the gusset in the w r edge type. Therefore it w r as believed 
desirable to use pouch type liners (3). 

Packages for Dried Whole Egg Powder 

A number of package types were tested, using dried egg powder as hygro¬ 
scopic material (Table III). In addition, differences between and within 
firms preparing these packages are considered in Table IV, together with an 
estimate of resistance to handling, i.e., after dropping the packages six times 
from a height of 30 in. to a cement floor. From consideration of Tables III 
and IV, and for reasons described elsewhere (3), choice was made of the 
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TABLE I 

Water-vapour permeability of films of various packaging materials at room 

TEMPERATURE AND A VAPOUR PRESSURE DIFFERENCE OF APPROXIMATELY 26.3 MM. MERCURY 



Treatment 

Material 

None 

Impreg¬ 

nated 

Suriace coated 



Wax 

Lacquer 

Resin 

Asphalt 

Wax. one side 

Wax, two sides 


Water-vapour permeability, gm./sq. rn./day 


(a ) Single Sheets 


Stock 









60 Lb. kraft 

plain 

— 

742 to 48* 


28 34 

7.0 

15- 15-17-19 

0.52-0.54-2.2 


folded 

— 

— 

__ 

54-57 

11 

130-200-43- 

26 - 33 - 59 

30 Lb. sulphite 

plain 

— 

— 

25-46-52 

— 

— 

-26 

— 


folded 

— 

— 

— 

— 

— 

14-57 

— 

25 Lb. glassine 

plain 

— 

— 

45-97-140 

34 

— 

4.0-4.3- 7.6 

4.0 


folded 

— 

~ 

— 

— 

— 

-8.4-16 

— 

300 M.S T. 

plain 

14 

— 

_ 

_ 

_ 

1.2-2.3-4.2 

2.9 

Cellophane 

folded 

— 

— 

— 

— 

j 

-2.6-8.4 

3.3 

450 M.S.T. 

plain 

_ 

— 

_ 

_ 

_ 

0.74 

— 

Cellophane 









Pliofilm 

plain 

1.8 

— 

— 

— 

— 

— 

— 


folded 

1 9 

— 

— 

— 

— 

— 



(b ) Laminations 


Material 

Combined with: 

60 Lb. 
kiafl 

30 Lb 
kraft 

20 Lb 
sulphite 

1 

! 

'’Grease¬ 

proof' 

paper 

25 Lb. 
glassine 

3<fo 

M.S.T. 

Cello¬ 

phane 

"Metal- 

coated” 

paper 

Metal 
foil and 
M.S.T. 
Cello¬ 
phane 


Bleached Manila 

plain 

7.4 

_ 

_ 

32 

8 3-11 

_ 

__ 


board 

folded 

— 

— 

— 

49 

— 

— 

— 

— 

60 Lb. kraft 

plain 

28-41-43-50f 

— 

— 


20% 

— 

— 

— 


folded 

48- 

— 

— 

KJ 

23 

— 

— 

*— 

30 Lb. kraft 

plain 

— 

3.2 

1.5 


— 

— 

— 

— 


folded 

— 

11.0 

4.0 


— 

— 

— 

1.4f 

25 Lb. glassine 

plain 

— 

— 

— 

13 

1.6-3.1-3.3 

— 

— 

— 


folded 

— 



18 

5.5-3.7- 

— 

— 

— 

300 M.S.T. 

plain 

— 

— 

— 

— 

14 

1.9-2.9 

2.0 

— 

Cellophane 

folded 

— 

3.3-3.3 

4.3 

— 

23 

— 

6.4 

— 


* Range found after examination of 19 types. 

f Asphalt as laminating agent, and t dextrin glue as laminating agent; all others, wax-base 
adhesives . 



















WOODCOCK, CHAPMAN, AND PEARCE: PACKAGING . J. 


113 


TABLE II 

Water-vapour permeability of various finished packages subjected to 

80° F. AND A VAPOUR PRESSURE DIFFERENCE OF 22.4 MM. OF MERCURY 


Description of package 

Mean water-vapour 
permeability, 
gm./wk. 

Cylindrical 

All-fibre, wax-coated inside and out; mean, two types (area of trans- 


mission, 38 sq. in.) 

4.0 

Fibre-bodied with metal ends, one end friction-plug type (area of 
transmission, 31 4 sq. in.) 


A. Untreated, 60 lb. kraft 

9.5 

B. 60 Lb. kraft and 25 lb. glassine 

2.9 

C. Asphalt-coated, 60 )b. kraft 

1.2 

D. Asphalt-laminated paper; mean, two types 

E. Wax-coated, 60 lb. kraft; mean, three types 

1.2 

0.60 

F. 60 Lb. kraft, wax-dipped after fabrication 

0.25 

Rectangular (area of transmission, 50.7 sq. in.) 

Wax-dipped 

0.21 

A. Dipped once; mean, two types 

B. Dipped twice; mean, two types 

0.16 

C, Dipped once, then wrapped in 60 lb. kraft; mean, two types 

0.12 

Wrapped 


A . 300 M.S.T. Cellophane 

2.3 

B. 300 M.ST. Cellophane over bag-in-box with 300 M.S.T, Cello¬ 


phane pouch type liner 

0.90 

C, 60 Lb. kraft, wax-coated both sides, ends redipped after fabri¬ 


cation 

0.13 

Bag-in-box (comparison of pouch and satchel liners)* 


A, Wedge (side seam, wax to Cellophane) 

0 93 

B. Wedge (side seam, wax to wax) 

0.78 

C . Pouch 

1.00 

Bag-in-box (liner, pouch-type) 


A. 30 Lb. vegetable parchment, wax coated 

8.1 

B. 40 Lb. bloodstock, wax coated 

4 8 

C. 300 M.S.T. Cellophane 

2.3 

D. Bleached, laminated, 45 lb. glassine, wax-coated 

1.2 

E. Laminated 300 M.S.T. Cellophane 

0.41 

F, 300 M.S.T. Cellophane laminated to 25 lb. glassine 

0.16 

G, 300 M.S.T. Cellophane wax-coated 

0.091 

H. 300 M.S.T. Cellophane laminated to “metal-coated” paper 

0.070 


v * Surface area of package approximately 140 sq . in, 

bag-in-box type utilizing wax-coated Cellophane as the liner bag. Two 
sizes of package were recommended for dried egg powder; a 14 lb. container 
for restaurant use and a 5 oz. household package. The W.V.P. of the 14 lb. 
carton when filled with egg powder has been measured as 1.68 gm. per wk. 
Performance of the 5 oz. carton can be seen in Tables III and IV. 

Fourteen pound container . This had a Cellophane liner, pouch type, 23 in. 
deep by 18 in. wide (inside measurements) with a heat-seal on either side of 
from f to 1 in. The bag was made of 450 M.S.Y.T. Cellophane, with a wax 
coat on the inside. This Cellophane bag was fitted inside a bag made of 
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TABLE III 

Water-vapour permeability through finished packages containing 142 cm. (5 oz.) of 
DRIED EGG POWDER (MOISTURE CONTENT, 5%). SUBJECTED TO 80° K. AND 
85% RELATIVE HUMIDITY (V.P.D., APPROXIMATELY 14 MM. OF MERCURY) 


Description of package 

Water-vapour 
permeability, 
gm./wk. 

Single wax-dip 

Single wax-dip then wrapped in 60 lb. kraft 

0 119 
0.077 

Wrapped in 60 lb. kraft, wax-coated both sides; ends redipped and 
over wrapped in 60 lb. kraft 

0.077 

Single wax-dip then overw’rapped with 60 lb kraft, wax-coated both 
sides and ends redipped 

0.077 

i 

Bag-in-box (pouch type liner) 

A. 300 M.S.T. Cellophane laminated to 25 lb. glassine 

0 126 

B . Duplex Pliofilm 

0.119 

C. Wax-coated M.S.T. Cellophane 

0.080 

D. 300 M.S.T. Cellophane, laminated to "metal-coated” paper 

0.060 


60 lb. M.F. kraft, satchel bottom style, to give a made-up bag 9 by 9 in. 
square and 14f in. high. These were then enclosed in a corrugated carton 
with inside dimensions 9 by 9 by 10 in. high made from 100% Fourdinier 
kraft, B-flute board, full meeting flaps, bursting strength 200 lb. Mullen test. 
The manufacturer’s seal consisted of 2 in. Cambric type, since stitches might 
damage the liner. 

Five ounce household package. This package was also of the bag-in-carton 
type: the liner was made of heat-sealed 300 M.S.Y.T. Cellophane with a 
wax coat on the inside. Outside dimensions were 51 in. wide by 6| in. high; 
inside dimensions were 4* in. wide by 6| in. high. This was enclosed in a 
carton of outside dimensions of 4 in. high by 2\ in. wide by 1 15/16 in. deep. 
The carton was of flat folding type with overlapping long flaps, made from 
0.020 in. board free from reclaim, good bender. 

These two packages enclosed in suitable semi-master and master containers, 
have to date proved satisfactory for shipments of dried egg powder from 
Canada to Great Britain. 

A Container for Army Mess Tin Ration Kits 

Examination of the contents of the old-style kits after dropping tests 
showed that many of the packages contained therein had ruptured. From 
the data in Table II many of these inner packages were redesigned. Some 
of these have been described (2). 

The ration kit contains tin plate packages, so that wax-coated Cellophane 
would not be satisfactory as a water-vapour barrier for the outer container. 
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TABLE IV 

Water-vapour permeability of finished packages (from various manufacturers) 

CONTAINING 142 GM. (5 OZ.) OF DRIED EGG POWDER (MOISTURE CONTENT, 5%) 
SUBJECTED lO 80° F. AND 85% RELATIVE HUMIDITY WITH ANI) WITHOUT 
ROUGH HANDLING. (V.P.D., APPROXIMATELY 14 MM. OP MERCURY) 




Water-vapour permeability 

Description of package 

Manu¬ 

facturer 

Without handling 

With handling 

Mean, 
grn./w k. 

Merit 

Mean, 

Merit 



factor 

gm./wk. 

factor 

Carton adhesively scaled, wax paper 

A 

0 200 

0 272 

0 297 

0.397 

wrapped, heat-sealed, ends dipped in 

B 

0 250 

0 407 

! 0 354 

0.544 

wax, and whole overwrapped with 

C 

0 561 

0 751 



kraft 

D 

0.234 

0.370 




D 

0.170 

0.234 



Carton adhesively sealed, dipped in 

A 

0 085 

0 141 

0 161 

0 233 

wax, and wiapped with kiatt paper 

B 

0 280 

0 414 

0 539 

0.673 

C 

0 168 

0.350 



Carton adhesivelv sealed, dipped in 

A 

0 030 

I 0 062 

0 072 

0.143 

wax, wax paper wrapped, heat sealed, 

B 

0 005 

0 215 

0.234 

0.352 

ends mhpped, and the whole over¬ 
wrapped with wax paper 

D 

0 189 

0 247 



Carton adhesivelv sealed, wrapped m 

A 

0 055 

0 089 

0 088 

0 156 

heat-sealed wax-coated 300 M S.T. 
Cellophane 

A 

0 159 

0 283 



('art on pouch liner, heal-scaled, of wax- 

A 

0 071 

0.111 

0 159 

0 223 

coated 300 M.ST. Cellophane 

A 

0 185 

0.241 



Rectangular libie-coatod composite can. 

C 

0 141 

0 245 



metal ends, one with irietion-plug 
lid; cardboard body; whole can 

E 

0 341 

0 473 



dipped m wax after Idling and closing 







Inspection of data in Table II indicated wax-coated kraft as a likely alterna¬ 
tive. Several waxes and methods of application, and two types of base 
stock were studied: the results shown in Table V indicated original kraft 
stock to be satisfactory, and that the most suitable coating of those studied 
was wax B (50% paraffin, 50% microcrystalline or amorphous wax) applied 
by a special double dip, i.c., a dip at high temperature to impregnate the 
board, followed by a dip at lower temperature to apply a surface coat. Under 
the test conditions employed there was no difference between sprayed and 
dipped packages. 

Exposure and dropping tests were made on the completed rations (Table 
VI). The results verified the choice made from Table \\ and further in¬ 
dicated that the spray treatment offered more protection to the contents 
when the packages were dropped at low temperatures. A kraft carton was 
devsigned on the basis of these experiments: this carton has been fully described 
elsewhere (2) and to date has been quite satisfactory. 
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TABLE V 

Watf.r-vapour permeability of waxed kraft cartons 6i by 4J by 3j in. (139 4 sq. in.) 

CONTAINING CALCIUM CHLORIDE AND SUBJECTED TO 80° F. AND 85% RELATIVE 
HUMIDITY (VAPOUR PRESSURE DIFFERENCE, 22.4 MM. OF MERCURY) 


Stock material 

Wax 

Procedure 

Water-vapour 

permeability, 

gm./wk. 

Specially treated for wax dipping 

A 

Double dip 

0 186 

Specially treated for wax dipping 

B 

Double dip 

0 088 

Ordinary 

A 

Double dip 

0.179 

Ordinary 

B 

Double dip 

0 062** (0.018)* 

Ordinary 

B 

Special double dip 

0 028** 

Ordinary 

B 

Single dip 

1 288 

Ordinary 

B 

Single spray 

t 309 

Ordinary plus kraft wrap 

B 

Single spray 

0 635 

Ordinary kraft 

C 

Double dip 

0 070 (0.032)* 

Ordinary kraft 

D 

Double dip 

0 534 

Ordinary kraft 

E 

Unknown! 

7 4 


* Values after further tests using the small package with 50.7 s q. in. of transmitting surface. 
** Best appearance after exposure to a temperature of — 40 ° C. 


TABLE VI 

Water-vapour pfrmfability oe completed akm\ mess tin ration kits subjected to 
80° F. AND 85% RKLA1IVK HUMIDITY (VAPOl'R PRESSURE DU E 1* RENCIC UNKNOWN) 


Water-vapour permeability, gm./wk. 


Type of container 

As received 

After | 

exposure to I 
— 40° C. 

After 

dropping four 
times at — 40° C. 

Old kit* 

0 381 

! 

0.459 

1 904 

New kit, kraft wrapped followed by 
double w r ax dip 

0 431 

— 

2.331 

New kit, special double wax dip 

0.497 

0.438 

1 039 

New kit,’ double wax spray corre¬ 
sponding to special double wax 
dip 

0.435 

0 560 

0 560 


* Smaller than new kit. 
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PACKAGING 

II. A CELLULOSE-BASE CONTAINER FOR MODIFIED VACUUM PACKING 1 

By A. H. Woodcock 2 
Abstract 

Films of wax-coated laminated “Cellophane” have been shown to transmit 
carbon dioxide 25 times as rapidly as the\ transmit o\>gen. Packages made 
from this film and gas-packed with carbon dioxide produce a vacuum pack on 
standing. Factory trials indicated that this t\pe of packaging is feasible 
commercially, and shipping trials have shown the package to be reasonably sub¬ 
stantial. Storage trials at 26 7° and 37 8° C. showed the package to be effective 
for a period of six months. 

Introduction 

The need for non-metallic food containers having low water-vapour per¬ 
meability has been discussed in an earlier publication (10). Valuable con¬ 
stituents of many foodstuffs, carotene (4), ascorbic acid (1), butter fat (5), 
and other fats, are believed to be susceptible to deterioration in the presence 
of oxygen and to require protection from it. Complete protection can be 
obtained only by the use of packages made of material impermeable to oxygen 
and hermetically sealed. For this purpose, tin plate is one of the most suit¬ 
able materials. The present shortages of materials and cost considerations 
have focused attention on non-metallic films with low oxygen permeability. 

While the previous paper in this series was confined to a study of the effec¬ 
tiveness of non-metallic containers as water-vapour barriers, it was possible 
to utilize some of this information in the development of a package having 
both low water-vapour permeability and low oxygen permeability. 

The present paper describes a non-metallic food container with low oxygen 
permeability believed suitable for packaging dried whole milk powders and 
other powdered products subject to oxidative deterioration. 

Experimental 

The apparatus used to measure the oxygen permeability of these films 
was similar to one described elsewhere (6) and is shown in Fig. 1. The film 
was placed between two hemispherical cups A and B. Both sides of the film 
were evacuated and the cup B was filled with gas at a few centimetres’ pressure 
as measured by the manometer C. The vacuum pump was shut off from A 
by raising the mercury level above the point D , and gas diffused into A from 
B through the film. At regular periods the amount of gas in A was deter¬ 
mined by raising the mercury level and compressing it into the calibrated 

1 Manuscript originally submitted as part of a longer paper on March 21, 1944, and , as 
revised , September 15, 1044. 

Contribution from the Division of Applied Biology, National Research Laboratories, 
Ottawa. Issued as Paper No. 125 of the Canadian Committee on Food Preservation and as 
N.R.C. No. 1263. 

* Formerly Biophysicist , Food Investigations', now Research Chemist , E.S . and A. Rob¬ 
inson (Canada ) Ltd. 
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Fig. 1. Apparatus for gas permeability measurements 

tube E y where its volume and pressure were measured in a manner similar to 
that used with a McLeod gauge. Compensation for pressure of volatile 
vapours, which reached saturation under compression, was made by taking 
a series of readings at different volumes. Measurements at 24-hr. intervals 
permitted calculation of the permeability in absolute units. 

Following development of a film with low oxygen permeability, packages 
were fabricated, filled with milk powder, sealed, and gas-packed. Some of 
these were subjected to shipping trials, some to rough treatment at low tem¬ 
peratures, and others were put into storage at 26.7° and 37.8° C. (80° and 
100° F.). 

The storage experiment was designed to compare the quality of dried whole 
milk powder packed in air and packed in inert atmospheres using the current 
commercial method and these non-metallic containers. One-pound tins were 
used for the commercial pack while 8 oz. and 20 lb. packages were used for 
the non-metallic gas-packs. Milk powder quality was determined at three- 
month intervals by tasting tests (7). 

Results 

Description of Film Developed 

After several unsuccessful trials a film with low oxygen permeability was 
designed. This film consisted of two layers of 450 M.S.Y.T* “Cellophane” 
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laminated together with lacquer and coated on one side with a flexible wax 
compound (40 lb. per ream of 500 sheets 24 by 36 in.). The water-vapour 
permeability of this film when formed into a liner was found to be about one- 
eighth of that of the film used for the dried egg package (10). 

Oxygen and Carbon Dioxide and Permeability of the Film 

The oxygen and carbon dioxide permeability of this film as prepared is 
shown in Table I. After tests had been repeated several times on a sample of 
film, the permeability appeared to decrease; this change was believed to be 
due to the partial dehydration of the film when subjected to repeated evacu¬ 
ation. Drying a sample by subjecting it to vacuum at room temperature 
confirmed this (Table I). Furthermore, the ratio of permeability to oxygen 

TABLE I 

Oxygen and carbon dioxide PERMEAmr.m of laminated 450 M.S.Y.T. Cellophane, 

COATED ON ONE SIDE WITH A FLEXIBLE WAX COMPOUND 


Condition of 
him 

Penetration in nil, per sq. metre per 24 hr. 

difference 

per mm. pressure 

Oxygen 

Carbon dioxide 

Ratio 

As received 

0 0075 

0,186 

24.8 

Dried under vacuum 

0 0036 

0 091 

25.2 


and carbon dioxide was proportional, within the limits of experimental error, 
to the ratio of their solubilities in water at room temperature, i.e. 1 : 27, 
indicating that the Cellophane, which contains moisture, is the effective part 
of the film rather than the heat-sealing lacquer, laminating compound, or the 
wax coating. This had been observed previously for regenerated cellulose 
films (9); however, for films such as Pliofilm the ratio of permeabilities is 
believed to be about 1 : 4 (2). 

Based on the values reported in Table I, a cubic package with 6 in. sides 
would transmit 60 ml. of oxygen per annum. Since this package should 
contain about 2500 gm. of milk powder, the amount of oxygen transmitted 
would be below the critical level associated with rapid fat deterioration in 
milk powders (5), if uniformly distributed through the contents. Should it 
react with the surface layer of milk, rancidity might occur, and the storage 
investigation was planned to compare the effectiveness of this method of gas¬ 
packing milk powders with the method currently in industrial use. 

Packages of Low Oxygen Permeability 

When a package prepared from this film is filled with carbon dioxide the 
partial pressure differential across the film is approximately 758 mm. of 
mercury since the partial pressure of carbon dioxide under normal atmospheric 
conditions is 2.28 mm. of mercury. It follows from Dalton’s law that the 
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carbon dioxide will be lost from the package more rapidly than it can enter 
(3), and, since the diffusion rate of oxygen (Table I) in the reverse direction 
is much less, a partial vacuum is created. This was demonstrated by forming 
a pouch-type liner bag of this wax-coated laminated material over a paper- 
board frame and sealing. The packages were filled with carbon dioxide 
through a small hole (brogue hole), by evacuating in a chamber and replacing 
the air with carbon dioxide; the brogue hole was sealed with a drop of melted 
wax. On standing, carbon dioxide escaped and the bag collapsed as shown in 
Fig. 2. Calculations based on the results of Table I indicate that carbon 
dioxide would be lost at an initial rate of 14.1 cu. mm. per sq. cm. per day. 



Fig. 2. Comparison of package freshly filled with carbon dioxide and package after standing 
several days. 


A foodstuff packed in this manner was essentially vacuum-packed, since 
the carbon dioxide diffused in the atmosphere or was sorbed by the milk 
powder (8). Successful packs were therefore compressed into a firm block by 
atmospheric pressure and remained firm as long as the vacuum was maintained. 
A damaged package became soft again; this provided a simple test for faulty 
packs. 

Tests 

Dropping tests using packages containing 8 oz. of milk powder (30 in. on to 
a cement floor) were conducted at low temperatures. Two packages dropped 
at —40° C. ( — 40° F.) were fractured, one package out of two fractured at 
—15.6° C. (+ 4° F.), while both of two packages remained gas-tight at 
— 22° C. (28° F.), indicating that at sharp freezing temperatures the package 
became too brittle to withstand rough handling. 

A factory test was made with 50 packages of this type, each packed with 
20 lb. of dried whole milk powder. The only extra equipment required was 
a mandrel and sealing irons. One package only was defective; this indicated 
reasonable commercial feasibility. Shipping tests were done with four of these 
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packages packed in a corrugated master carton. Packages were shipped by 
express, examined, and returned, then immediately reshipped by freight. On 
the return journey by freight one package broke down. 

The results of the storage experiment are shown in Fig. 3; the experiment 
was concluded after nine months of storage since many of the flexible con- 

EFFECT OF GAS -PACKING 



CD 


K EFFECT OF TEMPERATURE 

< 



TIME IN MONTHS 

Fig. 3. Effects of method of packing (average for both temperatures) and temperature 
(average for all methods of packaging) on the pdtatability of stored milk powder . 
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tainers had lost their vacuum. Gas-packing by either method appeared to 
effect little improvement in the quality of stored milk powders. The better 
palatability in samples stored at temperatures of about 37.8° C. has been 
noted (7); both of these features are under further investigation (8). 

Flexible packs were tested at each sampling time by their hardness. At 
six-month sampling all the non-metallic containers were still hard. At the 
nine-month sampling, all 8 oz. and 20 lb. containers at 37.8° C. were soft, 
while at 26.7° C. one of three 8 oz. and one of three 20 lb. containers were 
still hard. Alterations to extend the usefulness of this pack beyond this six- 
month limit are under investigation. 
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RATION BISCUITS 

II. EFFECT OF TYPE AND CONCENTRATION OF SHORTENING 
ON KEEPING QUALITY 1 

By G. A. Grant 2 , J B. Marshall 3 , and \V. Harold White 4 

Abstract 

Ration biscuits prepared by two manufacturers and containing 8 to 23% of 
one compound animal-vegetable and three all vegetable shortenings were stored 
at 43.3° C. (110° F.) for 36 wk. Keeping quality was assessed by flavour, 
peroxide oxvgen, and pH determinations. 

The type of shortening was found to ha\e a greater effect on keeping quality 
than the fat concentration or plant practice. Biscuits made with stabilized 
hydrogenated vegetable shortening were more stable than biscuits made with a 
compound animal-vegetable shortening. All biscuits became objectionable to 
the tasters after storage for 22 wk 


Introduction 

Interest in the keeping quality and nutritional properties of ration biscuits 
has been stimulated by requirements of the armed services (6). The desir¬ 
ability of high fat biscuits as a means of increasing the caloric value of a 
ration must be considered in relation to the vulnerability of the shortening to 
oxidative decomposition when combined with other ingredients in a baked 
product (2). As far as can be ascertained there is little information available 
on the effect of concentration of shortening on the keeping quality of biscuits 
or crackers. This paper describes the results of an experiment in which the 
levels of four shortenings were varied in a simple formula, to determine the 
effect of the amount of each fat on its stability in a baked product. 

Materials 

The experimental material consisted of two lots of biscuits prepared inde¬ 
pendently by commercial manufacturers, using similar ingredients in a simple 
formula. Varying amounts of four shortenings drawn from stocks available 
in the biscuit plants were mixed with 50 lb. of soft wheat flour, from a common 
source, water added according to bakeshop practice, and soda used for leav¬ 
ening. Details of the proportions used are shown in Table I. The amounts 
of shortening used were calculated to give fat levels of 8, 13, 18, and 2 3% in 
the final product; reference to Table II shows that most of the fat was retained 
in the biscuits even at the highest levels. 

1 Manuscript received August 25, 1944. 
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TABLE I 

Baking formulae of biscuits made with four shortening levels 


Ingredients 

Shortening levels 

8% 

13% 

18% 

23% 

Shortening 

4 lb. 6 oz. 

7 lb. 8 oz. 

11 lb. 

14 lb. | oz. 

Soft wheat flour 

50 lb. 

50 lb. 

50 lb. i 

50 lb. 

Water 

17 lb. 

15 lb. 

13 lb. 8 oz. 

11 lb. 8 oz. 

Baking soda— 





Plant A 

6 oz. 

6 oz. 

6 oz. 

6 oz. 

Plant B 

8 oz. 

8 oz. 

8 oz. 

8 oz. 


TABLE II 

Moisture and fat content of biscuits made with four types and levels of shortening 

IN TWO PLANTS 


Shortening 

Calculated 

shortening 

level, 

% 

Fat and moisture content as determined experimentally 

Plant A 

Plant B 

Fat, 

% 

Moisture, 

% 

Fat, 

% 

Moisture, 

% 

1 

8 

7.5 

8.3 

7.9 

8.4 


13 

13.3 

7.5 

13 0 

7.2 


18 

18.9 

5.5 

18.3 

6 0 


23 

23.3 

5.1 

21.0 

5.3 

2 

8 

8-4 

8.0 

8.1 

8.8 


13 

13.0 

7.2 

13.3 

6 8 


18 

19.6 

5.7 

17.7 

5 9 


23 

22.8 

5.0 

21.0 

5.7 

3 

8 

7.6 

8 4 

9.9 

6.9 


13 

12.8 

7.2 

15.6 

6.1 


18 

19.0 

6.0 

20.0 

5.4 


23 

21.7 

5.3 

22.9 

5.8 

4 

8 

7.5 

8.2 

7.6 

7.7 


13 

12.0 

6.3 

12.9 

6.7 


18 

18.2 

5 4 

18.3 

5 6 


23 

22.5 

4.5 

21.2 

l 

5.6 


The shortenings were from commercial stocks available at the time the 
experiment was started, and included one compound animal-vegetable and 
three hydrogenated and stabilized vegetable products. Some analytical 
characteristics of samples drawn from the materials used are given in Table III. 

Methods 

The biscuits were stored at 43.3° C. (110° F.) in fibreboard containers 
lined with thin glazed paper, each box holding about 20 lb. The containers 
were overwrapped with waxed paper and finally with brown paper, these 
wrappings being carefully replaced after each sampling. 
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TABLE III 

Characteristics of shortenings used in experimental biscuits 


1 

Swift 
stability 
time at 
110°C. 
(hr.) 


Characteristics 


Type of shortening 

Saponi¬ 

fication 

No. 

Iodine 1 
No. ; 

Smoke 

point, 

°C. 

Refractive 
index at 
48° C. 

Capillary 
melting 
point, °C. 

1. Compound animal - 
vegetable 

15 

188 3 

69 0 

221 

1 4580 

49 0 

2. Stabilized hydrogenated 
all-vegetable 

20 

188.6 

67 3 

213 

1 4589 

37 3 

3. Stabilized hydrogenated 
all-vegetable 

89 

187.5 

52 2 

218 

1 4565 

40 3 

4. Stabilized hydrogenated 
all-vegetable 

43 

191 3 

62 9 

215 

1 4579 

41 9 


Quality was assessed on the whole biscuits by 16 tasters, who were required 
to score six samples in the morning and six in the afternoon on the following 
basis:-- 10, excellent, fresh flavour and odour; 8, good, no off-flavour or odour; 
6, fair, slight off-flavour or odour; 4, poor, marked off-flavour and odour; 
2, very poor, offensive odour and flavour; and 0, inedible. 

Peroxide values were determined by a method commonly used in these 
laboratories (7). The biscuits were ground with a rolling pin and fat extracted 
as follows:— Twenty grams of material was placed in a 100 ml. centrifuge 
tube, and 40 to 50 ml. of petrol ether (b.p. .50° to 50° C.) added; the mixture 
was thoroughly stirred with a power mixer and the extract decanted through 
a No. 4 Whatman filter paper into a 125 ml. Erlenmeyer flask. This procedure 
was carried out three times. Most of the petrol ether was then removed on 
a boiling water-bath and final traces by placing the flasks in a vacuum oven 
for about 30 min. at 40° C. 

Preliminary experiments showed that sufficient fat for the analyses could 
be obtained by three extractions and that no appreciable difference in the 
peroxide oxygen values obtained resulted from increasing the number of 
extractions. 

Measurements of pH were made on potassium chloride extracts of the ground 
biscuit material, using a 20 to 1 ratio of a 10% salt solution. The samples 
were weighed, salt solution added, and stirred four or five times before the 
supernatant solution was decanted for measurement of the hydrogen ion con¬ 
centration. This procedure was rapid and facilitated handling large numbers 
of samples quickly and gave results that were comparable with those from 
more elaborate extraction methods. 

The iodine numbers of the shortenings were determined by Kaufmann 
method (1, p. 432) and the saponification numbers by the official A.O.A.C. 
method (3). 
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Results 

Flavour 

Changes in mean flavour scores are shown in Fig. 1. While somewhat 
irregular, the general trends were similar throughout, and suggest that the 
highest concentrations of fat had a greater effect on the reaction of the tasters 
to flavour deterioration. There was also a difference between plants with 
respect to the flavour scores assigned to the biscuits of the same fat level. 
As was to be expected, the mixed animal-vegetable shortening showed the 
most rapid change. 


PLANT A PLANT B 



TIME, WK. 

Fig. 1 . Effect of shortening concentration 8 to 23%, on flavour scores of ration biscuits 
stored at 43.3° C. (110° F.). 

Peroxide Oxygen 

Increases in the peroxide oxygen values are shown in Fig. 2 for ali of the 
variables tested. Differences between shortenings were more pronounced 
than the effects of amount of shortening or plant practice. 
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The shortest induction periods and greatest peroxide oxygen values were 
found in the material made from the compound animal-vegetable shortening, 
and the greatest stability with the hydrogenated and stabilized product, No. 3. 
Samples 2 and 4 gave indication of having reached the ends of their induction 
periods in the material from Plant A. 


PLANT A PLANT 8 



TIME, WK. 

Fig. 2. Effect of shortening concentration 8 to 23% on peroxide oxygen development in 
ration biscuits stored at 43.3° C. (110° F.) 

pH 

The initial reactions of the test materials were quite alkaline and the changes 
shown in Fig. 3 gradual and somewhat erratic. No appreciable effect of 
shortening concentration was evident and only a slight indication of more 
rapid changes in the products from Plant A. The general trend was similar 
to that for flavour scores. 





0 8 16 24 32 40 0 8 16 24 32 40 

TIME, WK. 

Fig. 3. Effect of shortening concentration 8 to 23% on pH values of ration biscuits stored 
at 43 3° C. (J10° F.). 

Gradual increases in the acidity of stored flour and wheat germ have been 
observed (4, 5), Since the changes for material made with the mixed animal- 
vegetable shortening were greater and more rapid than those for the hydro¬ 
genated shortenings, the pH measurements appear to have reflected as well 
a change in the shortening that corresponds roughly to the end of the induction 
period. 

Mean Values 

Mean values for peroxide oxygen, flavour score, and pH are shown in 
Table IV, the data being averaged for the variables as indicated. 
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TABLE IV 

The effect of shortening level, type of shortening, plant practice, and time of 

STORAGE ON THE DEVELOPMENT OF MEAN PEROXIDE OXYGEN, FLAVOUR, AND pH 


Shortening level 

8.0% 

13.0% 

18% 

23.0% 

Mean peroxide oxvgen 1 

16 0 

16.5 

20.3 

24.6 

Mean flavour 1 

5.7 

5.6 

5.3 

4.8 

Mean pH 1 

7 3 

7.5 

7.7 

7.8 

Shortening 

1 

2 

3 

4 

Mean peroxide oxygen 1 

56 0 

11 6 

3 1 

6 7 

Mean flavour 1 

4 8 

5.4 

5.6 

5.6 

Mean pi 1 1 

6.9 

7.8 

8.1 

7.2 

Plant 

A 

B 

Mean peroxide oxygen 1 

22 ' 

9 

16 ( 

9 

Mean flavour 1 

5 

5 

5.: 

2 

Mean pH 1 

7. 

3 


8 


Time in weeks 

0 

1 

2 

4 

6 

9 

12 


22 

28 

36 

Mean peroxide oxygen 1 

0 

1 

1 

1 

2 

3 

6 

11 

42 

71 

76 

Mean flavour 1 

7.7 

7 8 

6 9 

6 8 

6 5 

6.11 

5 1 

4 4 

3.1 

3 1 

1 5 

Mean pH 1 

8 9 

8 5 

8 2 

8 0 

8 1 

7 8 

7 8 

7 8 

7 2 

6 9 

6 1 


1 Mean value over all other conditions studied for biscuit stored at 43 3° C. (I10°F.) 


The differences resulting from the shortening levels were relatively small for 
all the measurements. The 23% level had the highest mean peroxide oxygen 
and lowest flavour scores. The apparently greater decrease in pH values 
at the lower shortening levels was due to the interaction of the levels with time 
and with shortenings. 

There was little to choose among the shortenings except for shortening 
No. 1 (animal-*vegetable), which yielded a biscuit with lower mean flavour 
and mean pH values and a much higher mean peroxide oxygen value than the 
other samples. The stability of the biscuits prepared with this shortening 
appeared to be markedly inferior to the others. 

The magnitude of the differences occurring between plants was small. 
Plant B had lower mean peroxide oxygen and flavour and higher mean pH 
values. 

An increase in mean peroxide oxygen content and a decrease in mean flavour 
and pH values occurred with time of storage. The change in mean peroxide 
oxygen value was greatest between storage for 22 and 36 wk., while the 
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largest change in mean flavour scores was evident between 9 and 36 wk. The 
changes in mean pH were gradual, with the greatest decrease resulting for 
shortening No. 1. 

Analyses of Variance 

The significance of the effects of the factors investigated was tested statis¬ 
tically by means of analyses of variance. Since the compound animal- 
vegetable shortening (No. 1) behaved quite differently from the others, the 
data pertaining to it were omitted from the computations with respect to 
peroxide oxygen. Moreover, as the changes in flavour score and peroxide 
oxygen values were small during the first stages of the experiment, only data for 
the period between 9 and 36 wk. were included in the statistical analyses. 

Analyses of variance for flavour scores and peroxide oxygen values are 
given in Table V and for the pH data in Table VI. Differences among short¬ 
enings Nos. 2, 3, and 4 with respect to flavour were not significant and 
shortening level did not affect the peroxide oxygen values or the pH measure¬ 
ments significantly. 

TABLE V 

Analyses of variance of flavour and peroxide oxygen data i«or ration biscuits 

STORED AT 43 3° C. (110° F.) 


Source of variance 

Degrees 

of 

freedom 

Flavour 

value, 

mean square 

Degrees 

of 

freedom 

Peroxide 
oxygen value, 
mean square 

Shortenings 

3 

12.58** 

2 

2726** 

No. 1 vs. others 

1 

35 43** 



Others 

2 

0 57 



Shortening levels 

3 

19.26** 

3 

237 

Linear regression on shortening 





levels 

1 

55 54** 



Time 

5 

88 08** 

5 

2537** 

Plants 

1 

3 47** 

1 

5277** 

Plants X time 

5 

3.34** 

5 

729** 

Plants X shortening level 

3 

0.08 

3 

236 

Plants X shortenings 

3 

0.15 

2 

1797** 

Shortening level X shortenings 

9 

1.12* 

6 

272 

Shortening level X time 

15 

0 54 

15 

122 

Shortening X time 

15 

1.11** 

10 

373* 

Time X No. 1 vs. others 

5 

2 09** 



Others 

10 

0 61 


: 

Residual 

129 

0.48 

91 

177 


* Indicates 5% level of statistical significance. 
** Indicates 1% level of statistical significance. 


Discussion 

Increasing the fat concentration in ration biscuits did not significantly 
affect their stability as assessed by peroxide oxygen determinations and pH 
measurements, but as judged by flavour score the higher levels gave somewhat 
less acceptable products after storage at 43.3° C. (110° F.). Peroxides devel¬ 
oped most rapidly and reached the highest concentration in the biscuits made 
with compound animal-vegetable shortening and this material also attained 
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TABLE VI 

Analysis of variance ok pH data for ration biscuits stored at 43 3° C (110° F.) 


Source of variance 

Degrees 
of freedom 

Mean square 

Shortening levels 

3 

0.874 

Shortenings 

3 


No. 1 vs. others 

1 

17.590* 

Others 

2 

1.654 

Time 

7 

24.657** 

Plants 

1 

2.655** 

Plants X shortening levels 

3 

0 044 

Plants X shortenings 

3 

0.890* 

Plants X time 

7 

0.238 

Time X shortenings 

21 


No. 1 vs. others X time 

7 

3.024** 

Others X time 

14 

0.051 

Shortening levels X shortenings 

9 


23% vs. others X shortenings 

3 

1 582** 

Others X shortenings 

6 

0.2374* 

Plants X time X shortenings 

21 

0 2351** 

Residual 

156 

0.0954 


** Indicates 1 % level of statistical significance. 
* Indicates 5% level of statistical significance. 


the lowest rating in the organoleptic tests. All of the material had become 
objectionable after storage for 22 wk., off flavours and odours being detected 
before significant changes took place in some of the fats. Presumably this 
may have resulted from partial deterioration of the non-fat fraction. Variations 
in behaviour between plants may have been due in part to the difference in 
the amounts of baking soda used. This factor has been investigated in greater 
detail in these laboratories*. 

On the basis of the present investigation, it is concluded that if a ration 
biscuit of high caloric value is required, fat levels could be safely increased 
by using stable shortenings without significantly altering the keeping quality 
of the biscuit. 
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DRIED MILK POWDER 

1. METHODS OF ASSESSING QUALITY AND SOME EFFECTS OF 
HEAT TREATMENT 1 

By Jesse A. Pearce 2 

Abstract 

The suitability of a number of objective tests of milk powder quality was 
assessed against subjective scores of palatability. The objective tests investi¬ 
gated were: oxygen and water sorption of the powder.**; chlorophyll and peroxide 
oxygen values of the fat; ‘browning* of the powder; fluorescence values; changes in 
peroxidase, trimethylaminc, volatile sulphur compounds, and diacetyl content; 
solubility by centrifuging and a potassium chloride solution method; titratable 
acidity; pH; congo rubin and it on numbers; foaming volume; coagulation by 
acid, alcohol, and rennet; dielectric constant; colour intensity and colour quality; 
refractive index; viscosity and surface tension. The subjective measurement of 
palatability was final!} adopted as the most precise measure of milk powder 
quality. 

While measurement of peroxidase activity was unsatisfactory in the deter¬ 
mination of qualiu, the activity of this enzyme was observed to decrease with 
increase in time and temperature. 

When palntubiht\ was used as a measure of quality, powders stored at 37 8° C. 
for seven days wen* preferred to powders stored at 26.7°, 48 or 60 0° C. 
Interpretation of these results in terms of the temperature to which milk powder 
should be cooled indicated that 37 8 ( ' wa^ the desirable temperature. Current 
commercial practice permits cooling to this temperature within a few' minutes 
after the completion of diving- 

Introduction 

For a number of years it has been considered advisable to cool milk powders 
to room temperature immediately on completion of drying (13, p. 524). 
Drum-dried powders are believed to cool rapidly to this temperature, while 
spray-dried powders are often left in the drier for long periods, or packed 
without cooling. Spray-dried powders packed without cooling have been 
observed to have temperatures of 57° to 60° C. after 24 to 48 hr. (13, p. 521). 
However, no published information was found to indicate just how r much 
deterioration may occur, or to what temperature it is desirable to cool the 
powder. 

Data on dried whole egg powder show that the powder should be cooled 
to a temperature of 26.7° C. within three hours of its preparation if deteriora¬ 
tion is to be prevented (21). The present paper is primarily coneerned with 
the results of a similar experiment on spray-dried milk powder. However, 
before proceeding with the investigation some consideration was given to 
methods of measuring milk powder quality. Observations on these measure¬ 
ments arc also recorded. 

1 Manuscript received November J, 1944. 
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Tests of Milk Powder Quality 

Subjective measurements of quality are generally affected by the interest 
and physical condition of the individual and even a large panel may vary in 
its average opinion from day to day. While individual tasters with great 
experience may apply reasonably uniform scores to food products that are 
tasted or smelled, their results may not conform closely to the opinion of the 
general public. Therefore, an objective measure of quality is to be preferred. 
To be satisfactory this objective measure must correlate closely with tasters’ 
opinions. Since a great number of tests of milk powder quality are being 
used by various investigators, it was believed desirable to make a compre¬ 
hensive survey of existing tests and to study other possible measures of quality. 
Existing tests have generally been used in studies where probably only one 
factor of milk powder deterioration w r as involved. Therefore these tests 
were evaluated on samples subjected to deterioration from several possible 
causes. 

Material 

Samples were obtained from six producers of spiay-dried whole milk powder. 
From three of these, powder samples were supplied in August, September, 
October, 1943. The samples were divided into subsamples, some of which 
were tested without further treatment while others were assigned at random 
to a variety of storage conditions. These conditions were arranged to give 
different time of exposure to different temperatures at about 14° C. (25° F.) 
intervals from 0° to 60° C. (32° F. to 140°); to relative humidities of 16 and 
85%; to atmospheres of air, nitrogen, and carbon dioxide; and to bright 
sunlight. Total number of samples tested was 38. 

Methods Used for Testing Powder Quality 

Two variations of the subjective method were used. One taste panel of 
14 people scored the powders on the basis of 10 to 0, 10 being the equivalent 
of excellent fresh whole milk. The other panel, consisting of 10 people, scored 
on a basis of 3 to 0, 3 being the equivalent of excellent fresh whole milk. 

The method of reconstituting milk powder was the same for both panels; 
10 gm. of milk powder was mixed for 30 sec. in 80 ml. of distilled water at 
38° C. (100° F.) in a Waring blendor and then chilled to 7° C. (45° F.) (11). 

The objective tests included measurements of oxygen (10) and water sorp¬ 
tion (15) of the powders. Changes in the fat were measured by determination 
of the chlorophyll value (4) and a colorimetric method for the determination 
of peroxide (3). The latter was chosen in preference to the iodometric method 
(16) commonly used since marked deteriorations occurred in milk fat before 
measurable values developed (18). Colorimetric measurements to detect 
'browning* in the powder (7) and variations of the fluorescence measurement 
previously used (18) were also made. Changes in some components were 
measured by tests for peroxidase (6), trimethylamine (2), volatile sulphur- 
containing substances (19), and a test for diacetyl based on the oxidation of 
this component to acetic acid by hydrogen peroxide. Solubility was deter* 
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mined by a recommended method (1) and by the potassium chloride solution 
method used for dried whole egg powder (20). Tit ratable acidity (1) and pH 
were also determined. Colloidal characteristics, Congo rubin numbers 
(12, pp. 58 -63) and an iron number (9, p. 193), foaming volume (8), and coagu¬ 
lation by alcohol, by acid, and by rennet were also studied. Rennet coagula¬ 
tion was measured as the ‘time of set’ required for the sol-gel transformation 
of the reconstituted milk and rennet; time of set was determined by a ‘tilted 
rod* method (14). Measurements were made of such physical characteristics 
as dielectric constant in a high viscosity, low r dielectric oil (17, pp. 208-216), 
colour intensity and colour quality (22), refractive index, viscosity, and surface 
tension. 

Res nl is 

Objective tests have been found by other investigators to be reasonably 
successful when the mate rial was subjected to a single factor affecting quality. 
In tlu* present work, it w r as believed desirable to test many factors simul¬ 
taneously; under these conditions all the objective tests studied w f ere un¬ 
suitable. Two of the* tests, oxygen and water sorption, were found to be too 
cumbersome for routine control work and were omitted after a few r trials. 
No method was found that would give an extract sufficiently clear for satis¬ 
factory refractive index measurements. With many of the tests, e.g. chloro¬ 
phyll value, congo rubin, and iron numbers and coagulation by alcohol and 
acid, it was not possible to obtain a satisfactory end-point. Measurements of 
trimethvlamine, of volatile sulphur-containing compounds, of coagulation by 
rennet, and of foaming volume were not easily duplicated. For many other 
tests, e.g. solubility by the potassium chloride solution method, pH, viscosity, 
surface* tension, and dielectric constant, the error of duplication was equal 
to, or greater than, the difference due to quality. 

Correlations of palatability with the remaining objective tests are showm 
in Table I; titratahle acidity was significantly related to palatability although 
it was not a satisfactory method of predicting eating quality. 


TABLE I 

CORRPLMIONS RETWKKN VARIOUS QUALITY TV"STS ON SPRAY- 
DRIED WHOLE MILK POWDER 


Palatahilit \\ Panel I 
correlated with: 

Correlation coefficient 
(36 D.f.) 

Peroxidase value (.5) 

0 

Colour intensity (22) 

.06 

Peroxide values (3) 

-.11 

Solubility index (1) 

—. 18 

Colorimetric value (7) 

—. 20 

Diacetyl value 

-.23 

Fluorescence (18) 

— .26 

Titratahle acidity (1) 

-.47** 

Palatability, Panel II 

.79** 


' Exceeds 1% level of statistical significance. 





180 


CANADIAN JOURNAL OF RESEARCH. VOL. 23, SEC. F. 


It was possible that the palatability determinations lacked accuracy hence 
the testing by two different panels, scoring on two different scales. The 
correlation, shown graphically in Fig. 1, was reasonably close (Table I), 
although an error of about 35% was attributable to the tasters’ judgments. 
Nevertheless, organoleptic determination of quality was a more precise 
measure than any objective test. Therefore, it was believed desirable to 
proceed with the investigation using the subjective test. However investi¬ 
gations of objective methods of measuring milk powder quality are continuing. 



Fig. 1. Relation between the taste scores given by two panels to dried milk powders of 

varying quality. 

Effect of Heat-Treatment on Quality 

While palatability scores by both panels (Table II) were considered the 
primary criteria of quality in this investigation, one of the other tests, the 
peroxidase measure, gave results believed worthy of some consideration. 
These results are also recorded (Fig. 2). 

Materials and Methods 

Spray-dried skim milk powder (1% fat), and whole milk powder (28% fat), 
prepared by a commercial processor, and an experimental lot of spray-dried 
whole milk powder (28% fat) were stored at 26.7°, 37.8°, 48.9, and 60° C. 
(80°, 100°, 120°, and 140° F.) for seven days. The experimental powder 
was prepared using pasteurizing, condensing, and drying temperatures about 
11° C. (20° F.) low r er than those used by the commercial processor since it 
was felt that currently used temperatures may be too high to give an excellent 
quality of product. Drying was done on a laboratory spray-drier (24). 

Skim milk was reconstituted by mixing 10 gm. of powder with 100 ml. of 
distilled water and a palatability reference score of 10 indicated an equivalence 
to excellent fresh skim milk. 
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TABLE II 

Table of mean values and analysis of variance of spray-dried milk powders subjected 
to 26 7°, 37.8°, 48.9°, and 60.0° C. for seven days 


Table of mean values 


Variable under study 

Palatability score 

Panel I 

Panel II 

Samples 

Skim milk powder (commercial) 

4 0 

0 6 

Whole milk powder (commercial) 

5 8 

1 4 

Whole milk powder (experimental) 

6 0 

1 5 

Temperature (°C.) 



60 0 

5.0 

0 9 

48 9 

5 5 

1.1 

37.8 

5 5 

1.4 

26.7 

5 2 

1.3 

Time (days) 



Initial 

5 3 

0.7 

1 

5.0 

1.2 

2 

5.6 

1.0 

3 

5 1 

1.0 

4 

5 2 

1.3 

5 

5 4 

1 2 

6 

5 2 

1.2 

7 

5 0 

1 3 


Analysis of variance 


Variance attributable to: 

D.f. 

Mean square 

Panel I 

Panel II 

Samples 

2 

33** 

3 7** 

Temperature 

3 

1 3* 

1 2** 

Time 

6 

0 52 

0 17 

Samples X temperature 

6 

0.20 

0.61** 

Residual 

66 

0.44 

0.078 


* Exceeds the 5% level of statistical significance. 
** Exceeds the 1% level of statistical significance. 


The peroxidase value (6) was the time in seconds required for the fluor¬ 
escence of the milk powder and test solutions to be blanked out by the develop¬ 
ment of the starch-iodine-blue colour. Milk powder (0.100 gm.) was 
thoroughly mixed in a fluorometer tube with 8 ml. of solution made from 
20 ml. of 0.05 N sodium thiosulphate solution and 4.5 gm. of potassium 
iodide made up to 1 litre with acetate buffer (445 ml. of 0.1 N acetic acid and 
545 ml, of 0.1 TV sodium acetate solution). To this, 1 ml. of 2% starch solution 
was added, followed by mixing; the test-tube was then inserted into the photo- 
fluorometer and 1 ml. of 1.0% hydrogen peroxide added from a quick-flowing 
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blow-out type graduated pipette. A stop watch was started immediately the 
last drop of hydrogen peroxide was added and stopped when ihe photo- 
fiuorometer needle reached 10; the mixture was stirred throughout this period. 

SPRAY-DRIED WHOLE MILK, COMMERCIAL 




TIME IN DAYS 

Fig. 2. Changes in peroxidase activity of commercial and experimental preparations of 
dried whole milk powders stored for seven days at different temperatures from 26 7° to 60 0 n C 
(80° to 140° F.). 

Results 

The results of the taste panel measurements are shown by a table of means 
and an analysis of variance in Table II. A large difference was evident 
between the quality of the whole and skim milk, the latter being almost 
unacceptable to the taste panel. This might be expected for two reasons; 
the tasters were not accustomed to milk in this form and commercially dried 
skim milk is usually prepared at temperatures still higher than those used 
for whole milk. The panel showed a slight preference for the experimental 
material prepared at low temperatures, although this difference was not 
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statistically significant. Both panels preferred samples after storage at about 
37.8° (\ verifying previous similar observations (18, 23). The experimentally 
prepared powder stored at 60.0° C. and 48 9° (\ was of lower quality than 
the commercially prepared sample and was of much higher quality at 37 8° 
and 26.7° (\ This difference attained statistical significance as noted by 
Panel II. These results indicate that cooling the powder to 37.8° (\ sub¬ 
sequent to drying is desirable. Since time effects were not significant (due 
probably to day-to-day variation in judgment of the tasters) it is difficult to 
specify any time within which cooling should be done. Work on dried egg 
powder indicated that cooling of that product should be done in less than 
three hours (21); current commercial practice has reduced this time to the 
order of minutes. 

The low aveiage score assigned initial powders by Panel II appeared to 
be significant. It would appear that even a day’s storage at about room 
temperature improves the paUitability of skim milk powders. This phenom¬ 
enon is currently receiving attention in these laboratories. 

(Tanges in the peroxidase value of dried whole milk powders are shown in 
Fig. 2. Although a constant peroxidase value had been observed in the initial 
experiments and a constant value was obtained for skim milk powders, the 
values for these whole milk powders showed a decrease in peroxidase activity 
with both time and temperature and the differences were most pronounced in 
the commercially prepared sample. Similar behaviour had been observed 
previously (5). 

While no justification for cooling subsequent to drying should be drawn 
from peroxidase values tiny offer points of interest in continuing the investi¬ 
gation. It is possible that the poor palatability of the samples at 26.7° C\ 
was the result of the action of peroxidase or other enzymes, and the poor 
palatability at 48 9° and 60 0° (\ the result of temperature effects. The 
better quality of powders stored at 37 8° C. may then be the result of destruct¬ 
ion of peroxidase or other enzymes at a rate sufficiently rapid to prevent 
the enzyme fiom causing an) T appreciable deterioration in the powder, while 
the temperature is .still low enough to prevent marked heat deterioration 
effects. Further attention is being given to the role of enzymes in deterio¬ 
ration of milk powder quality. 
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SMOKED MEATS 

IV. MEASUREMENT OF COLOUR AND COLOUR STABILITY OF 
WILTSHIRE BACON 1 

By Jesse A. Pearce 2 and A. H. Woodcock 3 

Abstract 

Colour and colour stability of smoked and unsmoked Wiltshire bacon stored 
for periods up to 98 days at —18°, —9°, —1°, and 7° C. were measured by 
nine- and by three-filter methods. Differences in brightness between bacon sides 
were appreciable. Decrease in brightness with time was evident after 70 days 
at 7° C., but not until after 98 days at freezer temperatures. Smoking increased 
brightness. 

There were marked differences in colour quality between bacon sides. Smoking 
decreased the proportion of red colour in the meat with corresponding increases 
in blue and green. Colour stability measurements on all samples showed that 
exposure caused a decrease in the proportion of red and an increase in green and 
green-blue. 

Introduction 

During the course of preliminary work on smoked meats it was noted that 
the colour of smoked meat was lighter and less stable on storage than that of 
unsmoked meat (3). A more comprehensive experiment was undertaken, 
primarily to assess the chemical changes occurring in smoked meat (2) but 
the opportunity was taken to record the colour changes as well. These were 
measured by two methods developed in these laboratories: the earlier method 
was based on the use of the three primary colour bands, red, green, and blue 
(4); the later method consisted of the more elaborate nine-filter method (5), 
designed to give more precise information. 

Materials 

It was known that bacon was of a highly variable nature. Therefore the 
experimental design permitted a comparison to be made between smoked 
and unsmoked portions of the same side of bacon, since smoking was the 
primary factor under consideration. 

The material used was fully described elsewhere (2), and treatment may be 
outlined briefly as follows: the right and left sides of four hogs were cured, 
allowed to drain and partially mature for five days at 3.3°C. (38° F.), and the 
back and gammon removed from each side. After allotting two backs at 
random to each of the storage temperatures of —18°, —9°, —T°, and 7° C., 
(0°, 15°, 30°, and 45° F.) each back was divided into two approximately 
equal portions, one of which was smoked at an air temperature of approxi¬ 
mately 60° C. (140° F.) for 14 hr. 

1 Manuscript received September 23, 1944. 

Contribution from the Division of Applied Biology , National Research Laboratories , 
Ottawa. Issued as Paper No. 128 of the Canadian Committee on Food Preservation and as 
N.R.C. No. 1269 . 

* Biochemist , Food Investigations. 

1 Formerly Biophysicist* Food Investigations , now Research Chemist , E. 5. and A . Robinson 
(Canada) Ltd , 
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Methods 

Brightness (intensity) and colour quality measurements were made by a 
three-filter (4) and by a nine-filter method (5) used in this laboratory. In 
addition colour stability measurements (1) were made on samples exposed 
fdr 72 hr. at 7° C. and 95% relative humidity. 

The nine-colour method (5) was designed primarily to measure colour 
quality, brightness of the sample relative to the standard white block being 
determined as an item separate from analysis of colour quality. By this 
method, chroma or colour quality was determined as light scattered by the 
sample within any one of the nine colour bands. It is expressed as a fraction 
of the total light scattered by the sample in relation to the light scattered by 
the standard white surface (magnesium carbonate). As has been previously 
pointed out (5), the analytical work can be reduced by selecting the most 
informative of the nine colour regions, appropriate to the experimental 
material. 

The three-filter method (4) was designed and operated to distinguish a 
combination of brightness and colour quality in three regions of the; spectrum 
(red, green, and blue), the colour value being determined from the scatter 
by the surface under investigation as a percentage of the colour scattered by 
the surface of the standard white block when both surfaces were illuminated 
by the same source. Brightness was considered to be the sum of the light 
scattered in the three colour regions. 

Since it has been pointed out (5) that the colour quality data using the 
three-filter method were closely correlated with brightness data using the 
nine-filter method, an attempt was made to eliminate brightness effects in 
the three-filter method. This was done by taking the ratio of colour value 
by the three-filter method (Table III) to brightness by the nine-filter method. 

Results 

The small differences in the results of colour measurements on meat neces¬ 
sitated statistical treatment of the data (1, 3). For purposes of statistical 
analyses (2) results at 7° C. (chill temperature) could not be included with 
results at —1°, —9°, and — 18°C. (freezer temperatures). Therefore results 
at chill temperature are shown by graphs of mean values at the chill tem¬ 
perature in relation to graphs of the average results for all freezer temperatures 
(Figs. 1 and 2). 

The general lack of statistically significant differences that could be attri¬ 
buted to temperature effects, shown in Tables II and IV, is accounted for by 
the fact that differences between the sides of bacon were relatively enormous. 
There was no instance of parallel behaviour of any tw^o sides at the same 
temperature. Although the statistical design permitted demonstration of 
significant storage effects, in most instances the inherent differences between 
sides were as great or greater than differences attributable to changes during 
storage. Thus, variability in the product was greater than any differences 
due to storage temperatures or times. 
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SMOKING STABILITY 

UNSMOKED-SMOKED FRESH - E XP03ED 

CHROMA, NINE-FILTER METHOD 



CHROMA, THREE-FILTER METHOD 



Fig. 1. Relative differences resulting from the effect of smoking and stability test:\ on sides 
stored at chill and freezer temperatures . 

Brightness or Intensity 

Measurements by the nine-filter method on samples stored at freezer 
temperatures showed that smoking increased and storage time decreased 
brightness, but exposure had no significant effect (Tables I and II). The only 
differential effect having practical significance was the result of a general 
increase in brightness of samples stored at —18° and — 9° C. up to the 70-day 
sampling followed by a pronounced decrease at the 98-day sampling, while at 
— 1° C., a regular decrease occurred throughout the storage period. Smoked 
sides stored at the chill temperature had greater brightness than sides stored 
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CHANGES WITH TIME 

CHROMA, NINE-FILTER METHOD 



O--— FREEZER 
- CHILL 


CHROMA, THREE-FILTER METHOD 
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Fig. 2. 7 he effect of time on colour factors of meats stored at chill arid freezer temperatures . 


at the other temperatures (Fig. 1), but brightness decrease with time was 
slightly greater (Fig. 2). Exposure again had only a minor effect on brightness. 

Smoking, time, and exposure were observed to affect total brightness of 
samples held at freezer temperatures as measured by the three-filter method 
(Tables III and IV), the important difference from the nine-filter data being 
the significant decrease in brightness resulting from exposure. This might 
have been expected since the three-filter method gives an accumulative 
brightness effect, thereby amplifying any existing small differences. Smoking 
caused a greater increase of total brightness in sides stored at 7° C., and change 
qn exposure was no different from that occurring in materials stored at freezer 
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TABLE I 

Table of means for intensity and colour quality measurements by the nine-filter 

METHOD ON SMOKED AND UNSMOKED WILTSHIRE BACON SUBJECTED TO STORAGE 
TEMPERATURES OF —18°, —9°, AND — 1 ° C. AND TO A STABILITY TEST AT 
7° C. AND 95% RELATIVE HUMIDITY 


Variable under 
investigation 

Intern 
sity or 
b* ight- 
ness 

Chroma or colour quality 

Blue 

Green 

Red 

3850 - 

434 oA 

4340 - 
4580 \ 

4580 - 

487 oA 

4870 

52 50 A 

5250 7 

5560 A 

556 a - 
5840 A 

5840 - 

6140 A 

6140 - 
644 oA 

Above 

6440 A 

Temoeratuie (°C ) 











-18 

18 7 

4 3 

11 2 

12 4 

17.1 

11.1 

17.8 

10 7 

7 4 

8 0 

- 9 

19 7 

4 0 

11 5 

12 5 

17.2 

11.2 

17 8 

10 7 

7.3 

7.8 

- 1 

19.1 

4.2 

11 6 

12.4 

17 1 

11 1 

17.5 

10 8 

7.4 

7.9 

Smoking 











U n smoked 

15.3 

4 0 

11 1 

12 2 

16.9 

11 0 

17.7 

11.1 

7.7 

8 2 

Smoked 

23 0 

4 4 

11 8 

12 6 

17 4 

11.2 

17.7 

10 3 

7 0 

7 5 

Time (days) 











Initial 

20 0 

3 8 

11 4 

12 8 

16 9 

11.4 

17 8 

10 6 

7 2 

8 0 

21 

20.3 

4.1 

11.2 

12 2 

17.2 

11 3 

17.9 

10.8 

7.2 

8.1 

42 

19.0 

4.1 

12.1 

12.5 

17.5 

11.2 

17.4 

10 6 

7.1 

7.5 

70 

20.2 

4 7 

11 3 

12 5 

17 0 

11 0 

17 0 

10 8 

7.6 

7.9 

98 

16 4 

4 2 

11 2 

12.4 

16 9 

10 9 

17.9 

10.8 

7.7 

7.9 

Stability 

; 

: 










On removal 











from storage 

19 3 

4 2 

11.5 

12 1 

16 9 

11.0 | 

17 2 

11.0 

7.8 

8.2 

Aftei exposure 

19 1 

4 1 

11.3 

12 5 

17 3 

11.4 

18 2 

10.5 

7 0 

7.6 


temperatures (Fig. 1). Decrease in brightness with time was evident after 
70 days at 7° C. but not until the 98th day sampling at freezer temperatures 
(Fig. 2). 

Colour Quality — Nine-filter Method 

Smoking, time of storage, and exposure all caused significant changes in 
colour quality of samples stored at freezer temperatures (Tables I and II). 
Smoking increased the proportion of blue and blue-green in the samples 
and decreased the proportion of red. Differences in colour quality as storage 
progressed were irregular and in general no marked change occurred. There 
seems to be some evidence of a maximum or a minimum occurring at about the 
42-day sampling (Fig. 2). Exposure after storage caused a general decrease 
in the proportion of red and an increase in green and green-blue. Sides 
stored at —9° C. were much less susceptible to change on exposure. 

The smoked sides used at the chill temperature had a greater proportion of 
blue and a smaller proportion of red (Fig. 1). Changes in colour quality with 
time (Fig. 2) again indicated a tendency for a maximum or a minimum to 
occur at the 42-day sampling. Stability tests indicated that less drastic 
colour changes occurred after chill storage (Fig. 1). This might again be 
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TABLE II 

Analysis of variance of intensity and colour quality measurements by the nine filter 

METHOD ON SMOKED AND UNSMOKKD WILTSHIRE BACON SUBJECTED TO STORAGE 
TEMPERATURES OF — 18°, -9°, AND - 1° C\, AND TO A STABILITY TEST AT 7° C. 

AND 95% RELATIVE HUMIDITY 




Mean square 


Degrees 


i 



Chroma or colour quality 



Sonice of 

Intens- 




















variance 

ol 

dom 

ity or 
bright- 


Blue 



Green 



Red 















ness 

3850- 

4340- 

4580- 

4870- 

5250- 

5560- 

5840- 

6410- 

Above 




4340A 

! 4580A 

1 4 8 70 A 

5250A 

5560A 

5840A 

6140A 

6440A 

6440A 

*1 empcrature 
Between sides 

2 

9 2 

0 90* 

2 1 

0 12 

0.06 

0 20 

1 4 

0.22 

0.29 

0 44 

within temper* 
atuto (Error I) 

3 

135 

0 38 

1.4 

: 

0.32 

2.1 

0 88 

2 5 

0 86 

1 0 

4.8 

Smoking 

1 

1785** 

4 3** 

14 0** 

4 1** 

6 9* 

4.1** 

0.00 

18** 

15** 

17* 

Smoking X tem 
peratuie 

Smoking X sides 

2 

89 

0 37 

? 9** 

0.49* 

0 79 

0 32 

0 06 

0.29 

0 73* 

2 9 

within temp 
(Error II) 


36 

0 09 

0 52 

0 15 

0 49 

0 40 

0 58 

0 58 

0.27 

0,77 

Time 

4 

65 * * 

2 4** 

3 1** 

1.8** 

1 6** 

1 1** 

1.2* 

0.31 

1.8** 

1.3* 

Time X temp 

8 

18* 

0 21 

0.35 

0 13 

0 60** 

0 28 

0 22 

0.36* 

0.74** 

1.6** 

Tune X •> tanking 

4 

17 

0 16 

0 37 

0 51** 

0 05 

0 05 

1.0 

0 26 

0.44 

0.56 

Residual (Erior III) 

24 | 

6 6 

0 19 

0.21 

0 16 

0.17 

0 14 j 

0.38 

0.14 

0.26 

0.45 

1 

Stability 


1 0 

0 24 

1 1* 

l 5** 

4 0** ^ 

5 3** 

33** 

7.4** 

18** 

It** 

Stabiht* X temp 
StabihtN X 

2 

0 16 

0 25 

0 12 

0 to 

0 77** 

O 64** 

1 

1.9** 

i 

0 20 

1 3** 

0.38** 

smoking 

1 

0 03 

0 32 

0 24 

0 01 

0 18 

0.04 

0 38 | 

0 11 

0.07 

0.00 

Stability X time 

4 

0 81 

*1.6** 

0,30 

0 63** 

0 11 

0 16 

0 12 

0.19 

0.50 

i 

0.41 

Residual (Erior IV) 

30 

0 25 

0.21 

0 25 

0 10 

0.09 

0.07 

! 

0.21 j 

0 09 

1 

0.18 

0.06 

Machine variation 

26 


0 19 

0.16 

0 08 

0 14 

0 05 

0 09 

0.02 

0.02 

0.18 


* Exceeds 5% level of statistical significance. 
** Exceeds 1% level of statistical significance. 


attributed to differences between sides, combined with the possibility that 
greater changes had occurred during storage, at chill than occurred at freezer 
temperatures and therefore less change took place on exposure. 

Colour Quality — Three-filter Method 

The effect of smoking on samples stored at freezer temperatures appeared 
to be an increase in all three colours: this, however, was the result of the over¬ 
all increase in brightness since exclusion of brightness effects showed behaviour 
similar to that observed by the nine-filter method, i.e. a decrease in red and an 
increase in green and blue (Tables III and IV). This seemed to indicate that 
the proportion of red colour in smoked meats was smaller than in unsmoked 
meats although visually it appeared greater because of the brightness effects. 
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TABLE III 

Table of means for intensity and colour measurements bv the three-filter method 

ON SMOKED AND UNSMOKED WILTSHIRE BACON SUBJECTED TO STORAGE TEMPERATURES 
OF —18°, —9°, AND — 1° C. AND TO A STABILITY TEST AT 7° C. AND 95% 
RELATIVE HUMIDITY 


Variable 

under 

investigation 

Total 

bright¬ 

ness 

Temperature (°C.) 


—18 

65 5 

- 9 

67 8 

- 1 

66 8 

Smoking 


Unsmoked 

54.0 

Smoked 

79 6 

Time (days) 


Initial 

69 9 

21 

69 5 

42 

66 2 

70 

69.3 

98 

59 0 

Stability 

On removal from 


storage 

67.8 

After exposure 

65.5 


Chroma or colour quality 


Including intensity 

Excluding intensity 

Blue 

Green 

Red 

Blue 

Green 

Red 

15.8 

20 0 

29.7 

0 85 

1 06 

1 61 

16 3 

20 6 

31 0 

0 84 

1 04 

1 59 

16 0 

20 0 

30 2 

0 84 

1 04 

1.60 

12 5 

15 9 

25 2 

0 82 

1 03 

1.65 

19 5 

24 5 

35 4 

0 85 

1 06 

1 55 

17 0 

21 2 

31 5 

0 84 

1 05 

1 60 

16 8 

21.1 

31 2 

0 83 

1 03 

1 55 

15 6 

19 9 

29.9 

0 82 

1 02 

1 58 

16 8 

21 0 

31 6 

0 83 

1 04 

1 58 

14 0 

17 0 

27 2 

0.85 

1 05 

1 64 

16 3 

1 

19 Q 

31 4 

0 84 

1 03 

1 65 

15 8 

; 

20 5 

29 1 

0 83 

1 06 ! 

1 54 


Changes in colour quality resulting from time of storage at freezer tem¬ 
peratures corresponded closely with the changes shown to occur by brightness 
measurements. However, elimination of brightness effects indicated that in 
general storage time had little effect on the amount of any one of these three 
colours in the meat. 

Colour quality measurements (including brightness) showed that decreases 
in red and blue and increases in green scatter resulted from exposure after 
storage. After excluding brightness only a decrease in red and increase in 
green was apparent. These latter results agreed with observations by the 
nine-filter method. 

Colour quality values (excluding brightness) on samples stored at 7° C. 
showed changes attributable to smoking and exposure similar to those 
measured by the nine-filter method (Fig. 1). Time changes at the freezer 
temperatures measured by the three-filter method were largely attributable 
to changes in brightness; excluding brightness gave results similar to those 
occurring at the chill temperatures (Fig. 2). 

Discussion 

While the results by the nine-filter method have not been grouped as 
suggested (5) it is evident that the greatest number of significant changes 
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TABLE IV 

Analysis op variance of intensity and colour quality measurements m the three- 

FILIER METHOD ON SMOKFD AND UNSMOKED WILTSHIRE liACON SUBJECTED TO SI OR AGE 
TEMPERATl RES OF -18°, — 9°, AND — 1°C\, AND TO A STAHILITV TEST AT 
7° C. AND 95% RELATIVE HUMIDITY 






Mean sun ate 




Degree's 



Chroma or colour quality 


Soui co of \ at ian< e 

of 











I 





freedom 

bnglit- 

Im luding intensity j 

Excluding intensity 



i ties** 

Blue 

Green 

Keel 

Blue 

(Iteen 

Red 

Temperature 

Between aides wit Inn tem- 

2 

50 

3 5 

4 5 

16 

0 0004 

0 0078 

0.0060 

peruturo (Pui.u I) 

3 

1 W> 

101 

163 

201 

0 0004 

0 0002 

0 0358 

Smoking 

1 

io.ow* 

im** 

220S** 

US4** 

0 0323** 

0 0163* 

0.3070* 

Smoking X tonip*'t«itme 
Smoking X sulc* with tom- 

2 

1066 

81 

129 

; 1*»5 

| 0 0016 

0 0056 

0.0280 

pe» at ui e i Pa roi 11) 

2 

411 

28 

54 

60 

0 0012 

0 0067 

0 0119 

Time 

4 

490*’ 

V)** 

40* 

8l M 

0 0032 

0 0149* 

0 0540** 

Inn*’ Y teniperutuio 

H 

2> r 

18* 

27 

35 

0 0017 

0 0015 

0 0045 

lime X sin >kmg 

\ 

1 S 1 

n 

n ! 

28 i 

0 0002 | 

0 0008 

0 0038 

Kesulu.il (Emu III) 

34 

OS 

7 } 
i 

i " 

16 

0 0031 

0.0036 

0.0057 

Stability 

l 

158** 

0.3** 

i i ** 

157** 

0 0082 

0 0347** 

0 3532** 

Stability X umpc.itaio 

- 

I u** 

i 

l 3 

1 

0 45 

30** 

0 0028 

0.0008 

0 0638** 

Stability X '•looking 

1 

! n 

| 

l 

j S 4** 

1 () 

9 <>•* 

0 0078 

0 0028 

0.0006 

Stability X time 

4 

j 4 7 

i i4 ’ 

1 1 

2 <)* 

0 0014 

0 0012 

0.0222** 

Resulii.il (Emu IV) 

30 

4 1 

| o so 

1 

1 5 

0 80 

0 0021 

0 0029 

0.0034 


* Exceeds 5% level of statistical significance. 
** Exceeds 1% level of statistical significance. 


occurred in bands 4580-4870A and 6140- (>440A. The first of these bands is 
considered to be a characteristic* absorption band of nitrosohaemoglobin and 
the second should represent changes in methaemoglobin (5). The results of 
measurements in these two colour bands can be interpreted in terms of changes 
in these components. 

Temperature effects were not significant and time effects w r ere extremely 
variable. However smoking and exposure both appeared to increase the 
nitrosohaemoglohin and to decrease the methaemoglobin. Interpretation of 
these results, in terms of changes in components, must, however, be treated 
with some reserve, since the method of making the measurement is dependent 
upon the ratio of the amount of light scattered in the various bands. There¬ 
fore, an increase in the light scattered in any one band must result in a decrease 
of light scattered in one or more of the other bands. 
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With respect to the measurement of colour attributes of meat, the fore¬ 
going indicates that the observations by either three- ormine-filter methods 
were satisfactory. The three-filter method required adjustment of the colour 
quality values to eliminate confusing colour quality with brightness. The 
nine-filter method permitted a more precise differentiation of colour quality, 
but in general the same conclusions can be drawn from results by either 
method. 
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Statistical Estimation of Vitamin C Intake of 
Troops on Canadian Army Garrison Rations 1 

J. W. HOPKINS, 2 J. B. MARSHALL 3 and J. C. CREASY 4 

rpHE intake of vitamin C by troops on army rations is determined by the 
ascorbic-acid content of the items served and their acceptability to the 
individual consumer. During the winter of 1941-42 two surveys were con¬ 
ducted to determine the individual daily intake of vitamin C from vegetable 
sources included in the regular issue of army garrison rations, by troops serving 
in the Base Post Office and the District Depot, M.D. 3, both in Ottawa. Esti¬ 
mates were deduced from chemical determinations of the vitamin C content of 
the vegetables, both fresh and cooked in various ways, and from statistics 
based on the amounts of vegetables actually consumed by individuals. 

Methods 

Chemical 

Representative samples of vegetables taken from each cooking-vessel at 
the time of serving were transported to the laboratory in 2 -pint sealers and 
extracted within 1 hour. Thirty-five grams of fresh or cooked vegetables 
were placed in a Waring blendor together with 150 ml. of 2 per cent mete- 
phosphoric acid to which 1 ml. of 1 per cent KCN had been added, and blended 
for 5 minutes under an atmosphere of carbon dioxide. The resulting suspension 
was poured into 250-cc. centrifuge bottles to which were added a further 30 ml. 
of acid used to wash the blendor jar, and the combined volumes centrifuged at 
2000 r.p.m. for 15 minutes. (Washing was dispensed with in the later experi¬ 
ments.) Twenty-five ml. of the supernatant liquid were pipetted off and 
titrated with 2:6 dichlorophenol indophenol (80 mg. in 250 ml. w r ater) for the 
determination of ]-ascorbic acid. For the determination of dehydro-ascorbic 
acid, a further volume was reduced with hydrogen sulphide, the excess sulphide 
being removed with a current of nitrogen. 

The moisture content of all samples was determined, and allowance made 
for the diluting effect on the volume of the extract in computing the analytical 
results. 

In the tables which follow, the analytical results are expressed as milligrams 
of total ascorbic acid (reduced plus dehydro) per 100 grams of the material 
sampled. 

Statistical 

Statistical estimates of vegetable consumption by individuals were arrived 
at throug h a combination of enumeration and random sampling processes. 

1 Contribution from the Division of Applied Biology , National Research Laboratories . Issued 
as N.R.C. No . 1241 . 

3 Statistician, Now on loan to the Royal Canadian Air Force. 

8 Biologist . 4 Laboratory assistant. 
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In both units the men were served in cafeteria fashion, and the number 
taking none, one or both of the vegetables available at any particular meal was 
determined by direct enumeration. All vegetable kettles were weighed imme¬ 
diately before and after serving, and the average weight of the individual por¬ 
tion of each vegetable computed. In order to determine the variability of 
individual servings, 15-20 representative servings issued by the Base Post 
Office cook were weighed immediately before each meal. The relative variance 
of seven series of successive helpings examined in this way was found to be of 
the same order, corresponding to a standard deviation of db 13 per cent. In 
practice this basic variation in successive servings was increased as some indi¬ 
viduals demanded more or less than the amount originally given. In conse¬ 
quence, a standard deviation of =b 20 per cent was considered to be more 
representative of the actual variability of individual servings and this figure 
was used in all subsequent calculations. 

After each meal, the proportion of individuals leaving any residue of either 
or both vegetables uneaten was determined by enumeration of a representative 
sample comprising about 100 men in the case of the Base Post Office unit and 
150-200 in the case of the District Depot. Individual weights of a random 
selection of 25-50 vegetable residues were also secured on each occasion. 

From the foregoing enumerations it was possible to estimate for each meal 
the proportion of individuals in the consumption categories listed in Tables II 
and VI. These categories together with the preceding information with respect 
to the average weight and variation of servings and uneaten residues, and the 
ascorbic acid content of the vegetables as served provided the data necessary 
for estimation of individual vitamin C intake. 

The range of intake of individuals taking one vegetable only but consuming 
the entire amount given to them may be specified by a frequency curve deduc- 
ible from the mean weight of vegetable served, the variance of individual 
portions, and the ascorbic acid content of the material as served. In a similar 
manner, a frequency curve specifying the amounts of ascorbic acid left uncon¬ 
sumed by individuals taking one vegetable only and failing to eat their entire 
serving may be deduced. From the estimated parameters of these frequency 
curves it was possible to estimate the parameters of the frequency curve 
specifying the range of intake of individuals consuming only part of an initial 
serving of one vegetable. An extension of this process was used to deduce 
frequency curves of estimated vitamin intake deduced for individuals in each 
of the consumption categories specified. Then by reference to tables of the 
appropriate probability integrals the level of ascorbic acid intake bounding 
successive deciles of the area under each curve was determined and the scale 
of intake of the individuals in each category estimated, the upper limit being 
defined by the 99.9 per cent point of the curve, i.e., the ascorbic acid level 
having a theoretical probability of only 1 in 1000 of being attained or exceeded. 
Finally, the results for all categories were combined to yield an estimate of the 
total proportion of men whose intake of vitamin C from the meal in question 
was from 0 to 5, 5 to 10, 10 to 15 milligrams, etc. 
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Results 


Vitamin C Content of Raw and Cooked Vegetables 

The results of chemical analyses of raw and cooked vegetables are sum¬ 
marized in Table I. 

TABLE I 


Vitamin C Content of Raw and Cooked Vegetables, expressed as mg. Total Ascorbic 
Acid per 100 g. of Material Sampled at the Base Post Office and the 
District Depot, M.D. 3, Ottawa 


Vegetable 

Uncooked 

(sampled 

from 

stores) 

j As served 

| Percentage loss 

Base 

P.O. 

Dist. 

Depot 

Base 

P.O. 

Dist. 

Depot 

Potatoes, boiled .... . ... 

12 | 

3 

3 

75 

75 

" mashed. 

12 

2 

2 

83 

83 

" fried or roasted 

12 

2 

2 

83 

83 

Cabbage, boiled 

47 

11 


77 


“ boiled + meat brot h 


3 

5 

94 

89 

Carrots, boiled 

6 

2 

2 

67 

67 

Coleslaw (cabbage, eariot, onion and vmegai) 



36 



Peas, canned, boiled . . 

11 


5 


55 

“ “ boiled, liquor from 

13 





'Tomato, ('tinned (served cold) 

19 

16 

17 

ie 

10 

Turnips, boiled 

44 

7 

1 

84 

98 


In view of the time of year (February) at which observations were made, 
the vitamin C content of the samples taken from stores was commendably high 
in relation to the averages reported for fresh vegetables of the same species. 
It is also evident, however, that this originally high quality was largely dissip¬ 
ated by the cooking procedure then current and that the vitamin C content 
of all the cooked vegetables examined as served was low. 


Vitamin C Intake of Base Post Office Troops 

Observations were made in the Base Post Office mess for three days com¬ 
mencing February 10,1942, attention being confined to the noon and evening 
meals in view of the negligible amount of vitamin C derivable from any of the 
breakfast items.* From the enumerations made on these occasions the sta¬ 
tistics of consumption listed in Table II were deduced. The vegetables served 

TABLE II 


Percentage of Base Post Office Troops in Various Categories of 
Vegetable Consumption 


Consumption category 

| February 10th 

Feb.11* 

Feb.12 t 

Dinner 

Supper 

Dinner 

Dinner 

Took no vegetable 

H 

1 


1 

Took potatoes only, ate entire seiving. 

15 j 

20 

28 

27 

Took potatoes only, left some uneaten 

31 

41 

10 1 

4 

Took second vegetable only, ate entire serving. . . 

11 

3 

1 

1 

Took second vegetable only, left some uneaten. 

Took both vegetables, ate entire serving of both 

1 

36 

48 

14 

25 

Took both vegetables, ate all of second, left some potatoes 

Took both vegetables, ate all potatoes, left some of second vege-! 
table ... . ... 

15 

12 

16 

8 

11 

2 

6 

17 

Took both vegetables, left some of both. 

16 

9 

25 

18 

Took two servings of second vegetable. 


1 



Took two servings of potatoes . 





Took two servings of both vegetables. 


“i 



Number of men enumerated . ... ... 

192 

178 

201 

i 184 


♦Supper—beef stew; statistics not enumerated, for reasons given. 

tSuppcr—roasted potatoes and cold canned tomatoes; statistics for February 10th used. 


* Since this survey was made, grapefruit juice, tomato juice and fortified apple juice have been 
included in the regular issue . 
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beets and baked beans, the former after cooking were of the same order as 
cabbage and turnips, and the latter were entirely negligible as sources of 
ascorbic acid, the indications were that this condition was chronic during the 
winter period. 

Vitamin C Intake of District Depot Troops 

Observations were made in the District Depot kitchen and mess hall on 
three successive days in February, when vegetables were served in the average 
amounts indicated: February 23rd, dinner: boiled potatoes (130 g«) and cabbage 
(80 g.); supper: potatoes (99 g.) and coleslaw containing cabbage, carrot, onion 
and vinegar (90 g.); February 24th, dinner: boiled potatoes (133 g.) and carrots 
(62 g.); supper: potatoes, some boiled, some fried (94 g.) and green peas, boiled 
(34g.), served with roast beef sandwich; February 25th, dinner: boiled potatoes 
and turnips; supper: potatoes, some boiled, some fried (111 g.) and cold toma¬ 
toes (117 g.) 

The deduced statistics of consumption of these are listed in Table VI. With 

TABLE VI 


Percentage of District Depot Troops in Various Categories of 
Vegetable Consumption 


Consumption category 

| February 23rd 

[ February 24 th 

j February 25th 

Dinner 

Supper 

Dinner 

Supper 

Dinner 

Supper 

Took no vegetable .... . 

4 

24 

i 

4 

1 

4 

Took potatoes only, ate entire serving . 

13 

11 

124 

1 

154 

13 

Took potatoes only, left some uneaten. 

2 

4 

24 

2 

1 

454 

Took second vegetable only, ate entire serving . 

Took second vegetable only, left some uneaten .... 
Took both vegetables, ate entire serving of both 

n 

50 

l \ 

31 

34 

6 

58^ 

4 

i 

30 

Took both vegetables, ate all of second, leit some 
potatoes . 

11 i 

20 

13 

20 


16 

Took both vegetables, ate all potatoes, left some of 
second vegetable. 

10 

13 

■ 

11 

7 

i 

1 17 

6 

Took both vegetables, left some of both... 

12 

16 

26 


24 

15 

Took two servings of second vegetable. 


4 


i 

4 

4 

Took two servings of potatoes. 

Took two servings of both vegetables ... 

Took one serving of potatoes, two of second vegetable. 




' 1 

i 

4 

Number of men enumerated. . 

685 

496 

724 

558 

750 

536 


one exception (supper on February 24th, when the meat courses consisted of a 
roast beef sandwich), the indicated habits of vegetable consumption were sim¬ 
ilar to those prevailing in the Base P.O. unit, 15 to 20 per cent of the men taking 
potatoes only (as compared however to a maximum of 30 per cent in the B.P.O.) 
and not more than 50 per cent eating an entire serving of both vegetables at 
any given meal. The average recorded weights of uneaten residues are listed 
in Table VII. From these, it would appear that tomatoes were the most 
palatable and turnips the least palatable of the seven vegetables examined. 

Using the same method of computation as before, the scale of individual 
vitamin C intake listed in Table VIII was arrived at for each meal. The 
contrast in intake from cooked and uncooked cabbage (coleslaw) is notable. 
Both carrots and peas are relatively poor sources of vitamin C. Actually the 
peas as served had a content times that of the carrots, but this was offset 
by the fact that the average portion of the former weighed only 34 g, Whilst 
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TABLE VII 


Vegetable Residues Left Uneaten by District Depot Troops 


Vegetable 

Percentag 

Taking 

serving 

e of men 

Leaving 

residue 

Average 

weight 

of 

serving, 

grams 

Average 

weight 

of 

residue, 

grams 

Average 
residue as 
per cent by 
weight of 
average 
serving 

Potatoes. . 

95 

34 

118 

49 

42 

Cabbage . 

84 

22 

80 

32 

40 

Carrots. . . ... 

84 

37 

62 

25 

40 

Coleslaw. ... . 

82 

29 

90 

39 

43 

Peas. . 

98 

14 

34 

12 

35 

Tomatoes. . .. .... 

84 

21 

117 

32 

27 

Turnips. 

81 

41 

62 1 

1 35 

56 


TABLE VIII 

Estimated Vitamin C Intake of District Depot Troops per Meal 


Range of intake, 
milligrams 

Percentage of individuals 

February 23rd 

February 24th 

February 25th 

Dinner 

Supper 

Dinner 

Supper 

Dinner 

Supper 

0 to 5 

26 

20 

69 

991 

85 

17 

5 “ 10 . 

71 

3 

31 

i 

15 

3 

10 " 15 

3 

3 




7 

15 “ 20 . . 


6 




26 

20 “ 25 


10 




34 

25 “ 30 


12 




10 

30 “ 35 


17 




2 

35 “40 

I 

15 




1 

Over 40 


14 






notably superior to that from any of the cooked vegetables, the intake from 
tomatoes was not equal to that from coleslaw. 

The scale of individual daily intake was deduced to be as shown in Table 
IX. The superiority of coleslaw as a source of vitamin C is clearly reflected 


TABLE IX 

Estimated Daily Vitamin C Intake of District Depot Troops from Vegetables Eaten 


Daily intake, milligrams 

Percentage of individuals 

February 23rd 

February 24th 

February 25tli 

Average 

Less than 10 

5 

69 

14 

29 

.20 . 

24 

100 

26 

50 

“ “ 30 

34 


82 

72 

“ “ 40 . 

57 


99 

85 

Over 40 

43 


1 

15 


in the results for February 23rd, on which day it seems likely that about half 
the men had an intake of at least 40 mg. Even on this occasion, however, it 
is estimated that one-quarter of the men received less than 20 mg., and in view 
of the much less favourable results deduced for February 24th and 25th, to¬ 
gether with the fact that the only other vegetable appearing on the diet sheet 
at this time, namely boiled beets, is inferior to tomatoes in ascorbic acid 
content, it must be concluded that on the average at least 70 per cent of the 
men"were in receipt of less than 30 mg. daily intake from vegetable sources. 

Effect of Conservation of Vitamin C on Estimated Intake 

It is possible by means of improved cooking methods to conserve more of 
the vitamin C content of the vegetables served. This would have a marked 
effect on the level of daily intake of the men. It could not, however, be ex¬ 
pected to eliminate completely the deficiencies indicated in the preceding 
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section as will be appreciated when it is recollected that at each meal surveyed, 
15 to 30 per cent of the men ate potatoes only or no vegetable at all. 

As a matter of interest, the estimated range of daily intake shown in Table 
X was computed on the basis of the observed amounts of vegetables actually 


TABLE X 

Estimated Intake of Troops, Assuming 50 per cent Retention of Original 
Vitamin C Content of Vegetables 



Percentage of individuals 

Daily intake, milligrams 

Base Post Office 

Base Depot 


February 11th 

February 12th 

Dinner, Feb. 11th 
Supper, Feb. 12th 

February 23rd 

Less than 10 . 

1 

2 

1 

1 

20. 

36 

16 

12 

5 

“ “ 30. 

59 

55 

41 

10 

" “ 40. 

94 

84 

, 67 

26 


consumed on the days indicated, but assuming that 50 per cent of the original 
vitamin content was retained in the material served. Had the cabbage and 
potatoes served at the Base Post Office on February 11th occurred in con¬ 
junction with an evening meal including cold tomatoes and potatoes, as on 
February 12th, the computed range of intake would have been as shown in 
column four of the table, and 40 per cent of the men still would have been in 
receipt of less than 30 mg. 

At the Base Depot on February 23rd, 26 per cent of the men would have 
received less than 40 mg. This, however, represents the range of intake that 
might be expected when the two richest sources of vitamin C in the available 
dietary were served on the same day, i.e. boiled cabbage at dinner and coleslaw 
at supper. The results for other vegetables would approximate more closely 
those computed for the Base P.O. unit on February 11th and 12th. 

In view of the observed dietary habits and in the absence of sources other 
than the vegetables served, an appreciable number of individuals could be 
expected to have a daily intake of less than 40 milligrams of vitamin C. 


Summary 

Analytical and statistical data obtained from surveys conducted during the winter of 
1941-42 have been used to estimate the individual daily intake of vitamin C from vegetable 
sources included in the regular issue of army garrison rations, by troops of two units in 
Ottawa. Current methods of cooking left only a small fraction of the original vitamin C 
concentration in the food as served. 

Of the troops served, 15-30 per cent refused any vegetable other than potatoes and about 
1 per cent took no vegetable. In some instances, as high as 50 per cent of the men failed to 
eat the entire serving they received; the uneaten residues averaged from 15 per cent 
by weight of the average original serving for tomatoes to 56 per cent for turnips. 

From the foregoing facts it was estimated that about 88 per cent of the men in one unit 
and 70 per cent of those in the other had a daily vitamin C intake of less than 30 mgs. from 
vegetable sources. Increased retention of vitamin C in cooking wiU not overcome deficiencies 
arising from consumption habits. 


Acknowledgments 

The authors wish to thank the F.C.A.M.C. for obtaining the necessary authority for 
publication and to express appreciation of the interest in the investigation shown by the 
Associate Committee on Army Medical Research of the National Research Council. 
Acknowledgment should be made of the facilities afforded by the Commandant of the Ottawa 
Area Command M.D. 3 and the Directorate of Supplies and Catering, the co-operation of the 
Commanding Officers of the Base Post Office, Ottawa, and of the clerical and other assistance 
provided by their respective Quartermasters. 




CALIBRATION AND CHARACTERISTICS OF A SENSITIVE 
HOT-WIRE ANEMOMETER 

By T. A. Steeves, A. E. Ciiadderton and W. H. Cook 


Price 10 cents 


N.R.C. No, 1279 



192 


Reprinted from Canadian Journal of Research , F, 23 :192-197, May, 1945 
Published by the National Research Council of Canada 


CALIBRATION AND CHARACTERISTICS OF A SENSITIVE 
HOT-WIRE ANEMOMETER 1 

By T. A. Stkeves 2 , A. E. Ciiadderton* and W. H. Cook 4 


Abstract 

A wet lest rhetor was used to measure the air supplied to a small wind tunnel 
that could be adjusted to provide up-, dow n-, or side-draughts for the calibration 
of a sensitive hot-w ire anemometer. The readings on the instrument used w r ere 
independent of the direction of air flow and tin* orientation of the instrument 
at velocities in excess of 10 ft. pel min At lower velocities separate curves 
were obtained for different instrument oi irritations and direct ions of air move¬ 
ment. Air flows as low as 1 ft. per min can be estimated with useful accuracy 
provided the direction of air movement is known. 


Introduction 

Air movement in cold storage rooms is an important factor in relation to 
spatial temperature variations and the rate of evaporation from stored goods. 
Within a stack of perishable products the air movement is generally less than 
10 ft. per min. and may occur in almost any direction. As methods based 
on smoke movement are generally unsatisfactory and undesirable in stacks 
of edible goods, attention was turned to the use of a hot-wire anemometer. 

In the course of these studies it was found that while instruments of this 
type could readily be standardized at zero air velocity when the sensitive 
portion was covered with a close fitting cover, readings as high as 5 ft. per 
min. were observed when the cover was removed. Obviously the air in a 
closed laboratory is not “still” even when precautions are taken to avoid 
draughts. It was therefore evident that the rotating arm method (2) was 
unsuitable for calibrating a sensitive instrument. 

Most instruments of this type show some variation in the reading when 
rotated or orientated in different positions in a slow moving air stream (5). 
The extent of these variations depends on the air velocity and design of the 
instrument. Thomas (6) describes a directional heat transfer anemometer 
that lost its directional sensitivity at gas velocities in excess of 20 ft. per min., 
even at wire temperatures of 500 to 800° C. Instruments employing lower 
wire temperatures might reasonably become independent of directional effects 
at lower velocities. 

At the air velocities of interest in the present application, instruments 
having the necessary sensitivity usually behaved normally in “up-draughts” 
but showed negative values in low velocity “down-draughts” such as those 

1 Manuscript received October 27, 1944. 
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Ottawa, Canada. Issued as Paper No. 130 of the Canadian Committee on Food Preservation and 
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produced by a cooling coil. Having secured a sufficiently sensitive instrument, 
methods had to be devised for its calibration in relation to the orientation of 
the instrument and the direction of air movement. 


Description of Instrument 

In addition to sensitivity, a satisfactory instrument for the duties indicated 
must be readily portable, capable of being inserted into spaces in stacked 
products, and independent of temperature effects. These requirements 
appeared to be met in a commercial instrument devised by Albrecht (1, pp. 
390-307) and manufactured by R. Fuess, Berlin, Germany. Since the re¬ 
ported results were obtained from this instrument it will be described briefly. 



A drawing of the sensitive portion of the instrument and the circuit em¬ 
ployed is shown in Fig. 1. Two sets of dry cells are required, one for heating 
the “hot” wires and the other for the measuring circuit. The hot and cold 
wires were originally made from 0.0006 in. diameter platinum, although 
0.001 in. wires were later substituted, with no apparent effect on sensitivity. 
The use of platinum wires in both the “hot” and “cold” wire arms of the 
bridge compensated the instrument for changes in ambient temperature. 
The sensitive portion is provided with an extension handle containing the 
coils and extension leads to the galvanometer, batteries, and adjustable 
resistor. The galvanometer had two scales, one linear electrical scale (0.6 
jua. per scale division) and the other an air movement scale, reading from 
right to left and graduated at approximately, but not exactly, logarithmic 
intervals. 
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The sensitive portion of the instrument was provided with a heavy metal 
cover to be used for protection when not in use and for standardization. The 
instruction called for the standardization to be done with the cover in place 
and the instrument in a vertical position, sensitive end down. In this position 
the heating current was adjusted by means of the resistance to bring the 
galvanometer to zero on the air flow scale or practically full scale electrical 
deflection. 

The initial experiments showed that the instrument could be standardized in 
almost any position, although the stability of the zero adjustment was some¬ 
what better when the recommendations were followed. Even with the cover 
in place, the instrument was sensitive to position; otherwise it was quite 
stable and returned to the zero value when returned to the vertical axis. 
Since air movement other than that induced by the “hot” wires must have 
been negligible, these observations indicated that the instrument was sensitive 
to orientation and this factor had to be taken into account in making the 
calibration. 

Method of Calibration 

Ower (4) describes a modification of the rotating arm method using an 
annular tunnel to avoid stray air currents but it was felt this would not 
readily lend itself to various instrument orientations. Other investigators (7) 
report difficulties with the rotating arm which introduces variables of too 
great magnitude for low velocity calibration. The present method of cali¬ 
bration was to deliver air at a constant rate through a precision gas meter 
to a small draught tunnel of knowm cross-section. 



This apparatus is shown diagrammatically in Fig. 2. A compressed air 
line fitted with pressure regulating devices and restrictions ahead of the gas 
meter insured uniform rates of flow wfithin narrow limits. The flow rates 
were also checked by timing the movement of the indicating needles on the 
gas meter. Even minor fluctuations in flow rate were detected by the ane¬ 
mometer, and the observations were not recorded unless a steady condition 
prevailed. 

Uniform air distribution throughout the tunnel was insured by filling 
the funnel-shaped entrance with glass wool followed by 10 layers of fine mesh 
screen in the cylindrical section. The tunnel exit was also covered with screen 
to eliminate the effect of local air currents. The side arm of the tunnel was 
arranged to take the instrument in any orientation. Since the tunnel itself 
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could be mounted in any position the air motion could be adjusted to represent 
side-, up-, or down-draughts. In this way almost any conceivable combina¬ 
tion of directions of air motion or instrument orientation could be tested. 

Visible examination using smokes showed that distribution of air movement 
within the tunnel was excellent. With the instrument and tunnel in any 
given position it was found that the results were remarkably reproducible 
from time to time. 

Results 

A number of calibration curves corresponding to different instrument 
orientations and directions of air movement were obtained, but only six 
curves, representing the combinations of greatest interest and practical 
importance, are reproduced in Fig. 3. These show the velocity in feet per 
minute plotted against the linear electrical scale divisions. In all instances 
the instrument was standardized at 80 scale divisions outside the tunnel 
with the protecting cover in place and the instrument in a vertical position. 




Fig. 3. Calibration curves for various instrument orientations and directions of airflow. 

Following standardization the cover was removed and the instrument 
placed in the tunnel. The reading obtained at zero air velocity was dependent 
on the position of the instrument but was always less than the standardization 
value of 80. With the wires in one of the arrangements (Position C) the 
reading at zero air velocity was less than 60 scale divisions, a value corre¬ 
sponding to an air velocity of about 10 ft. per min. on most of the curves. 
These effects are attributable to the orientation of the instrument causing 
either an excessive cooling of the “hot” wires or excessive heating of the 
“cold” wires in the opposite arm of the bridge. The latter would appear to 
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be the more logical explanation. The difference between Positions C and D 
must be attributed to different resistance and temperature effects in the two 
parallel hot or cold wires. This explanation was confirmed in part by chang¬ 
ing the wires in the instrument. 

At low air velocities the readings may either increase or decrease, depending 
on the position under test. All the curves show sharp changes of direction at 
velocities between 0 and 1 ft. per min. This behaviour indicates interacting 
effects between instrument orientation and air velocity. The position and 
form of a particular curve are still determined primarily by the orientation of 
the instrument, and the initial reading at zero velocity, rather than by the 
rate of air movement. While the individual curves were reproducible the 
instrument is obviously of little value for estimating air velocities less than 
1 ft. per min. 

At velocities above 1 ft. per min. smooth curves were obtained when the 
instrument was placed vertically in a horizontal air flow. Curves representing 
other conditions, in particular the one obtained with a down-draught, show 
directional changes at velocities below 5 ft. per min. The curve for a down¬ 
draught (Position B) shows that the readings increase rather than decrease 
with increasing air velocity between 1 and 5 ft. per min. and then reverse 
sharply. This indicates that the effective upward air velocity induced by the 
“hot” wires corresponds to about 5 ft. per min., a figure in agreement with the 
value computed by King (3). Down-draughts of lower velocity reduce this 
convection, and cooling of the hot wires is therefore retarded. 

At velocities above 5 ft. per min. all the curves were smooth although they 
differ in position at air speeds less than 10 ft. per min. Curves representing 
all orientations and air directions tested coincide at velocities above this value, 
and yield a straight line when plotted on semilog paper. 

Discussion 

While some attempt has been made to explain the observed behaviour of 
the instrument, a detailed study of these points was not undertaken. The 
influence of instrument orientation is doubtless peculiar to the particular 
design and instrument. The differential effect of up-, down-, and side- 
draughts may reasonably be common to all instruments of this type. 

The instrument cannot be considered of any value for measuring air velocities 
less than 1 ft. per min. In the special case of a horizontal air stream in which 
the instrument can be placed in a vertical position, useful estimates can be 
made at velocities in excess of 1 ft. per min. In practice, low velocities in a 
truly horizontal direction are not likely to occur to any great extent. The 
more common low velocity air currents are those in which the vertical com¬ 
ponent predominates; when the velocity of such currents is less than 5 ft. 
per min., the present instrument is of little value unless the direction of air 
movement is known and the orientation of the instrument standardized. 
Similar precautions are necessary for measuring velocities between S and 10 
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ft. per min. but in this range estimates of varying accuracy can be made 
without knowing the precise direction of air movement. At velocities in 
excess of 10 ft. per min. the instrument is independent of directional com¬ 
ponents. 
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Water, Microorganisms and Volatile Bases in Dehydrated Fish 
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ABSTRACT 

The* relations of relative humidity (R.H.) to water content in precooked, air-deh> drated 
lish were determined with reference to the mould, bacterial and volatile-base content of stored 
samples. In general it was found that visible mould developed onlv in samples stored at 80% 
or higher R.H., while bacteria increased only at 85% or higher R.M. Viable bacteria and mould** 
decreased slowly in samples stored at R.H. too low to support t heir active multiplication. 'Total 
volatile bases and trimethvlamine increased in samples stored at R. H. too low for growth of 
cither bacteria or mould**. 

Artificial dehydration of fish is by no means a recent innovation, for as long 
ago as 1877 and 1880 patents were issued to Alden for methods of preparing 
precooked dehydrated fish (cited by Stevenson 1899). The possibility of utilizing 
dehydrated fish as a convenient economical source of animal protein in human 
nutrition was recognized during the war of 1914 to 1918, for about that time 
methods of preparing both raw and precooked dehydrated fish were described 
(Duge 1913, cited by Tressler 1923; Falk, Frankel and McKee 1919). It is not 
clear whether any of the processes described were applied commercially. During 
the present emergency renewed interest has been taken in this type of product. 
Cutting and Reay (1944), using equipment previously described by Cutting 
(1942), showed that precooked dehydrated fish was easier to produce than raw 
dehydrated fish, though Kidd (British Patent 539,477 in 1938) had previously 
produced an apparently satisfactory raw dehydrated fish by drying the minced 
frozen flesh under fairly high vacuum (“Vac-ice” process). In general, most 
workers appear to agree that the best practical results are obtained by pre¬ 
cooking whole gutted fish in steam, flaking the flesh from the bones (the cooked 
flesh may be pressed to remove some of the fat and excess watery liquid), mincing, 
and drying in a stream of warm air (Young and Sidaway 1943; Young and Lee 
1943; Martinek and Jacobs 1943; Cutting and Reay 1944). The equipment 
and individual methods used by different investigators have varied, but it 
appears to be generally agreed that dehydration of the minced cooked flesh 
should be completed in a few hours and that the temperature of the product 
should not rise above 60 or 70°C. during processing. The present investigation 
was undertaken with a view to determining some of the conditions necessary 
for satisfactory storage of precooked dehydrated fish; a preliminary report has 
already been published (Tarr 1943). 
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EXPERIMENTAL 

Only fresh fish were used. These were precooked and, with one exception, 
dehydrated by the process developed at this Station (Young and Sidaway 1943). 
Jn general a temperature range of 50 to 60°C. was employed in the dehydration, 
care being taken not to overheat the fish. It was assumed that minor variations 
in temperature and time employed in dehydration did not affect the results of 
the experiments to be described. Viable bacteria and mould and yeast counts 
were made by the roll tube method (Tarr and Bailey 1939), the dehydrated fish 
samples being ground mechanically with sand for 5 minutes with fourteen times 
their weight of sterile water prior to analysis.. Double strength Bacto nutrient 
agar containing 0.02 M phosphate buffer (pH 7) was employed for the bacterial 
counts. The same medium containing added glucose and tartaric acid in the 
proportions described by Henrici (1930) was usually employed for mould and 
yeast counts. In general, the ordinary medium used favoured growth of bacteria, 
while the glucose-tartaric acid medium favoured growth of moulds and yeasts. 
However, both yeasts and moulds occasionally developed on the former, and 
yeasts, and possibly certain bacteria, on the latter, so that the differentiation 
was not very sharp. In the experiments to be described all colonies, except 
obvious moulds, which developed on the ordinary medium were recorded as 
“viable bacteria,” while all those which developed on glucose-tartaric acid 
medium were recorded as “moulds,” though with certain samples numerous 
yeasts developed on this medium, in some instances where large numbers of 
mould colonies grew on the ordinary medium they were counted and the results 
recorded separately. Total volatile base (probably largely ammonia plus tri- 
methylaminc) and trimethylamine determinations were made on aqueous 
extracts, previously prepared for determining the number of microorganisms, 
using the Conway dish technique ('Farr and Bailey 1939). This method, which 
employs formaldehyde to bind ammonia and monomethylamine, determines 
trimethylamine and dimethylamine, so that the figures given for trimethylamine 
in this paper include any dimethylamine which may have been present in the 
samples. Constant humidity experiments were carried out in small glass desic¬ 
cators, or similar vessels, containing 200 ml. of a solution of either calcium 
chloride (Macara 1943) or sulphuric acid of a concentration calculated to main¬ 
tain the desired relative humidity (R.H.) at 25°C. Samples of dehydrated fish 
weighing about 10 g. were placed in 9-cm. sterilized open petri dishes on glass 
tripods over these solutions, the lids of the containers being sealed with a heavy 
grea.se made of vaseline and paraffin wax prior to storing them. 

Water content was determined on approximately 2-g. samples of dehydrated 
fish by exposing them to a temperature of 100 to 101°C. for 24 hours in an air 
oven, cooling in the presence of phosphorus pentoxide, and weighing. In this 
connection it is of interest to note that moisture has been determined in de¬ 
hydrated meat with apparently satisfactory results by distillation with toluene 
(Bate-Smith, Lea and Sharp 1943), and by drying to constant weight over 
phosphorus pentoxide at 30°C. or by drying for 6 hours at 100°C. in an air oven 
(Gane 1943). Drying in partial vacuum at 100°C. to constant weight has also 
been recommended (A.O.A.C. Official Methods of Analysis 1925). In the 
writer’s experience samples of dehydrated fish do not attain absolutely constant 
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weight after 24 hr. at 100°C. in an air oven, but continue to lose a small amount 
of weight very slowly for many days when kept at 100°C. They simultaneously 
become very dark in colour. 

Alterations in Microbiological Content 

Determinations of the numbers of bacteria and of yeasts and moulds per 
gram were made on samples of herring ( Clupea pallasii), lingrod ( Ophiodon 
elongatus ), coho salmon ( Oncorhynchus kisutch) and chum salmon ( Oncorhynchus 
keta) at different stages in the dehydration process, namely (a) whole fish after 
precooking, ( b ) minced fish, and ( c ) dehydrated fish. The bacteria were as 
follows: herring,— (a) 14, (6) 720, (*) 17,000; lingcod,— (b) 9G, (c) 930; coho 
salmon,- (/;) 820, (r) 4,700; chum salmon,— (a) 0, ( b) 79 and 390, (c) 23,000 and 
1,800. The moulds were: lingcod, —(b ) 8, ( c) 22; coho salmon,— (b) 8, (c) GO; 
chum salmon,—(n) 0, (b) 3 and 8, (c) 380 and 45. There was thus a progressive 
increase in bacteria and moulds during mincing and dehydration of the cooked 
flesh. Factors such as contamination during mincing, concentration of organisms 
due to shrinkage of the material during dehydration, aerial contamination and, 
possibly, growth of organisms during the early stages of dehydration, were 
probably responsible for this. 

Nineteen colonies which developed on ordinary medium in roll tubes from 
seven different samples of dehydrated fish, some freshly prepared and some after 
storage for three months, were examined microscopically. Of these, sixteen 
were cocci or very short fat rods almost coccoid in shape, two were yeasts and 
one was a spore-forming rod. Small gram-negative rods of the Achromobacter 
or Pseudomonas type were not found. 

Lingcod and Coho Salmon Stored Over CaCl 2 

The sample of dehydrated lingcod used differed from the other samples of 
dehydrated fish employed in this work in that the minced cooked flesh was dried 
in a rather thick layer in a very slow stream of air for about a day at 45 to 50°C. 
These conditions favoured bacterial growth as is shown by the high initial 
bacterial content (table I), while the dried product was hard and did not possess 
the crispness of samples prepared in the usual manner. The dehydrated lingcod 
contained 77%, and the coho salmon 83% protein. Samples were stored at 
25°C. over calcium chloride solutions at varied R.H.; the development of visible 
mould was recorded and viable bacterial counts and water determinations were 
made at stated intervals. It will be seen from table II that visible mould de¬ 
veloped in samples stored only at 80% or higher R.H., corresponding to a water 
content of 17.2% and 17.9% of coho and lingcod respectively. Bacteria increased 
very rapidly at 90 and 100% R.H. At 85% R.H., af er 18 days there was an 
apparent increase beyond the initial bacterial content of the coho salmon, 
whereas after the same period there was a marked decrease from the initial high 
bacterial content of the lingcod. Viable bacteria decreased rapidly at first (as 
between initial values and those after 15 days’ storage) and then more slowly 
(as between 45 and 112 days) in samples stored at from 65 to 80% R.H. In 
the sample of coho salmon stored for 112 days at 75% R.H. a mould count 
much higher than that found in certain samples of freshly prepared dehydrated 
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Table I. Effect of storing over calcium chloride solutions at different relative humidities on mould develop* 
ment, water and bacterial content of dehydrated lingcod and coho salmon. 



Species 

of 

Initial 

Relative humidity (%) 


fish 

values 

65 

70 

75 

80 

85 

90 

100 

Time before appearance 
of mould (days) 

Coho 

salmon 


* 

* 

* 

34** 

18 

9 

7 


Lingcod 


* 

* 

* 

52** 

IN 

9 

7 

Water content at time of 
first appearam e of mould 
(%). In samples in which 
visible mould did not de¬ 
velop, the water content 
was determined aftei 45 
days' storage. 

Coho 

salmon 

4.8 

11.8 

12.8 

13 5 

17.2 

19.2 

27.0 

29.4 
(37.5) t 

Lingcod 

2 G 

12.2 

13.1 

14.1 

17 0 

19 7 

30 

28.3 
(37.3) \ 

Water content atter 112 
days' storage (%). 

Coho 

salmon 

4.S 

ii. r> 

12.4 

13 5 

16.fi 




Lingcod 

2.0 

12 1 

13 0 

14 3 

IK:i 




Viable bacteria at first 
appearance of mould 
(colonies per g.). In 
samples in which visible 
mould did not develop, 
this determination was 
made; aftei 45 days’ 
storage. 

Coho 

salmon 

! 

18,000 

53 

140 

no 

120 

86,000 

ISO X10* 

440X10* 

Lingcod 

ifi X10* 

110,000 

190.000 

37,000 

240,000 

| 1 5X10® 

2 r >0 X 10* 

370 X10* 

Viable bacteria after 112 
days’ storage (colonies 
per g.) 

Coho 

salmon 

13,000 

38 

15 

0 

0 




Lingcod 

10 X 10 a 

25,000 

41,000 

10,000 

0 




Viable moulds after 112 
days’ storage (colonies 
per g.). These developed 
and were counted on the 
medium used for de¬ 
termining numbers of 
viable bacteria 

Coho 

salmon 


300 

75 

1,500 

4,700 




Lingcod 


0 

0 

0 

2,600 





*No visible mould developed after 112 days' storage. 

**Only one small patch of mould developed. 

tThe values given in brackets were obtained after 12 days’ storage when the samples were extremely 
mouldy. 


fish was found. Unfortunately initial mould counts w r ere not made on the 
freshly dehydrated fish so that there w r as no definite means of knowing whether 
the observed rather high count w T as due to actual growth of mould, though the 
results of the next experiment indicated that some mould growth occurs at this 
humidity. 

Ciium Salmon Stored Over CaCl 2 

This experiment was carried out under conditions similar to those described 
in the foregoing one with the exception that total volatile base and trimethyl- 
amine determinations were made. The results are given in table II. As far as 
the relation between R.H., water, bacterial content and visible growth of mould 
were concerned the results were, in general, closely similar to those obtained in 
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Tablk II. Effect of storing over calcium chloride solutions at different relative humidities on mould develop¬ 
ment and water, bacterial and volatile base content of dehydrated chum salmon. A is value obtained 
either at first appearance of mould or, in those samples in which visible mould did not develop, after 
35 clays’ storage; B is value obtained after 102 days' storage. 




Initial 

values 

Relative humidity 



05 

70 

75 

80 

85 

90 

100 

Time before first ap¬ 
pearance of mould 
(days) 



* 

* 

♦ 

33 t 

17 

8 

6 

Water content ( ( / ( ) 

A 

4.1 

11.0 

12.1 

13 6 

16.8 

19.0 

23 2 

33.1 

B 

4 1 

10.8 

11 9 

13.2 

16.7 




Viable bacteria 
(colonies per g ) 

A 

23,000 

5,300 

12,000 

15,000 

61,000 

1,100 

7 6 X 10® 

67 X 10® 

B 

23.000 

225 

500,000 

150 

570 




Viable moulds de¬ 
veloping on the 
medium used for 
bacterial counts 
(colonies pei g.) 

! A 

380 

0 

0 

L __1 

0 

120,000 

51,000 

2.6 X 10® 

140 X 10® 

B 

380 

165 

o 

64,000 

> 100,000 




Total volatile base 
tniR N per 100 g ) 

A 

38 

60 

77 

53 

46 

22 

9.1 

37 

B 

38 

82 

81 

48 

" 20 



j 

Triniethylamine 
(nig N pei 100 g ) 

A 

0 

12 

IS 

~ S ! 

8 •> j 

1 

; 8.9 

4 2 

! 1 9 

5 3 

H 

1 

0 

•>r j 
“ i 


17 

22 


i 



*Xo visible mould developed in 102 days. 

tonly a moderate giowth of mould occurred and tins sample was stored for 102 days 


the foregoing experiment. The rather low bacterial count obtained in the sample 
stored for 17 days at 85% R.H., and the exceptionally high bacterial count 
obtained in the sample stored for 102 days at 70 ( 0 R.H. are difficult to explain, 
though it is not unlikely that sampling errors were responsible. Similar irregu¬ 
larities in bacterial content were observed in the samples studied in the experi¬ 
ment next to be described. The increase in the mould count obtained in the 
sample stored at 75% R.H. showed that mould may grow on dehydrated fish 
and yet not to a sufficient extent to be visible to the naked eye. Except in the 
case of the sample stored at 70% R.H. there was a marked decrease in the viable 
bacteria in all cases after 102 days’ storage. There were marked changes in 
the volatile base content of the stored samples. At humidities at which growth 
of bacteria and moulds occurred these changes could be due to formation of 
volatile bases (especially by bacteria), or to their utilization by the micro¬ 
organisms. Volatilization of these basic compounds might also account for 
certain of the observed losses. There was a pronounced increase in the total 
volatile base content of the sample stored at 65% R.H., at which value the 
numbers of viable organisms had decreased. Trimethylaminc developed in all 
samples, but most markedly in those stored at the lower humidities corresponding 
to moisture contents of about 11% and 12%. 

Dehydrated lingcod was stored over sulphuric acid at between 10 and 80%, 
R.H., analyses being made at given intervals. The results are recorded in table 
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Table III. Effect of storing over sulphuric acid solutions at different relative humidities on mould 
development and moisture, bacterial and volatile base content of dehydrated lingcod. 



Time of 
storage 

Initial 

Relative humidity (%) 


(days) 

values 

10 

20 

30 

40 

50 

60 

70 

80 

Water content (%) 

30 

1 7 

3.0 

4.5 

5 7 

6.8 

8.3 

9 3 

13.6 

17.9 

07 

1.7 

3.2 

4.3 

5.5 

7.2 

8.5 

9.2 

13.4 

16.8 

Viable bacteria 
(colonies per g.) 

30 

4,700 

7,400 

4,000 

6,300 

0,800 

06,000 

4,100 

4,600 

900 

07 

4.700 

12,000 

2,700 

2,600 

3,200 

2.000 

1,100 

320 

* 

Total volatile base 
(mg. N per 100 g.) 

30 

27 

24 

24 

20 

28 

28 

28 

12 

11 

07 

27 

22 

23 

30 

33 

34 

34 

21 

20 

Trimethylamim 
(mg N per 100 g.) 

30 

'1 2 

2 2 ' 

4 2 

V4 

8 4 ; 

12.6 

4.8 

4 8 

3.1 

07 

4.2 

S.O 

8 0 

j_ 

LJiL 

25 

24 

22 

16 

14 


* Visible mould appeared after 76 days’ storage. No bacterial colonies developed iri the roll tubes, prob¬ 
ably because their development was suppressed by the moulds which were veiy numerous 



Figure 1 . Relation between relative humidity and water content of precooked, air-dehydratec! 
lingcod stored at 25°C. (continuous line) and of precooked, air-dehydrated beef stored at 
37°C. (broken line; data taken from paper by Gane, 1943; water content calculated on 
fat-free basis). 
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III, the relation between R.H. and water content being shown in figure L It 
was found that the water content increased linearly with increasing humidity 
at 10 to 60 % R.H., but that at higher humidities this relation was no longer 
maintained, the water content increasing sharply. In this respect the results 
parallel closely those obtained by Gane (1943) for pre-cooked, air-dehydrated 
beef (figure 1). There was slow development of visible mould at 80% R.H. 
(average moisture content 37.4%), and in this respect the results were identical 
with those obtained in the two previous experiments. If it is assumed that the 
high bacterial count obtained in the sample stored for 30 days at 50% R.H. 
was due to sampling error, it would appear that bacteria in dehydrated fish 
stored at 10 to 50% R.H. decrease only slightly, but that at higher humidities 
the decrease is more marked. The total volatile base had not increased in samples 
held for 30 days at 10 to 60%, R.H.; there was, however, a definite decrease at 
70 and 80% R.H. After 97 days only a slight increase in total volatile base was 
found at 30 to 60%/ R.H., while there was a slight decrease at 10, 20, 70 and 80% 
R.H. In this respect the results differed from those obtained in the foregoing 
exf>eriment, and it is suggested that volatilization of ammonia and its neutral¬ 
ization by the sulphuric acid, over which the samples were stored, may have 
accounted for the failure of total volatile base to accumulate. The trimethyl- 
aminc content of most samples increased after storage for 30 days, while after 
97 days there was a marked increase in all cases, the accumulation being greatest 
at 40 and 50%, R.H. Apparently under the conditions of storage trimethylaminc 
did not volatilize as readily as ammonia. 

LtNGcoi), Chum Salmon and Coho Salmon Stored in Sealed Cans 

The water, volatile base and bacterial content of several samples of de¬ 
hydrated fish were determined. Portions were then filled into J^-lb. cans, 
sealed, and stored at 25°C. The results (table IV) showed that there was a 
pronounced increase in total volatile base and trimethylaminc in samples with 
a water content of between 11.6 and 15.5%. On the other hand total volatile 
base did not increase, and trimethylamine increased only very slightly in samples 
with a water content of 1.7 to 5.4%, The data obtained from bacterial counts 
in the few samples examined were inconsistent. 


Table IV. Moisture, bacterial and volatile base content of dehydrated fish stored in sealed cans. A is value 
obtained on the freshly dehydrated product; B is value obtained after the storage period given. 


Variety 

of 

fish 

Time 

stored 

(days) 

Water content 

Viable bacteria 
(colonies pei g ) 

Total volutile base 
(mg. N per 100 g ) 

Trimethylamine 
(mg. N pei 100 g.) 

A 

R 

A 

B 

A 

B 

A 

B 

Lingcod . 

97 

1.7 

1.8 

4,700 

11,000 

. 

27 

27 

4.2 

8.9 

Lingcod. 

118 

15,4 . 

15.5 

930 

t 

24 

84 

2.6 

40 

tf 

Coho salmon.... 

ns 

11.6 

12.0 

4,700 

410 

25 

55 

3.2 

13 

Chum salmon.. 

105 

4.1 

5.4 

23,000 

1,300 

38 

35 

0 

2 6 

Chum salmon.. 

118 

12.3 

12.2 

1 1.800 

2,000 

37 

69 

4.2 

19 


*36,000 moulds per gram; these presumably prevented growth of bacteria. 
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SUMMARY 

Precooked fish, dehydrated in heated, moving air, became contaminated 
with bacteria, moulds and yeasts during preparation. 

In samples of dehydrated fish stored at 25°C. visible mould developed only 
at 80% or higher R.H., corresponding to a water content of 16.8 to 18.3%. 
Mould increased to an extent not visible to the naked eye in samples stored at 
75% R.H., corresponding to a water content of 13.2 to 13.6%. The R.H.— 
water content relation of dehydrated fish was similar to that of precooked, air- 
dehydrated beef. 

In two samples of dehydrated fish stored at 85%, R.H., corresponding to a 
water content of 19 to 19.7%, the numbers of viable bacteria decreased sharply, 
while in a third sample there was a slight apparent increase. At higher humidities 
bacteria multiplied rapidly, while at lower humidities the viable bacterial popu¬ 
lation decreased in general more slowly in the drier than in the moister .samples. 

Both total volatile base and trimethylamine increased markedly in de¬ 
hydrated fish stored at certain humidities at which viable bacteria and moulds 
decreased. 

I am indebted to Mr. O. C. Young and Mr. E. P. Sidaway for preparing 
most of the samples of dehydrated fish employed, and to Miss I 7 . M. Low for 
technical assistance. 
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CANADIAN WILTSHIRE BACON 

XXIV. EFFECT OF STRONG CURES ON KEEPING QUALITY 1 
By W. Harold White 2 , N. E. Gibbons 8 , and M. W. Thistle 4 


Abstract 

The effect on keeping quality of hard curing by both wet and dry salting 
methods, and of treatment with borax, boric acid, acetyisalicylic acid, and a 
mixture of benzoic and citric acids was investigated on sides and gammons 
stored at IS 6° C. (60° F.) for periods up to 40 days. Of the methods studied 
for preventing spoilage, packing in a 13:3 salt-borax mixture was the most 
effective, but would be detrimental to flavour quality because of the presence of 
excessive quantities of sodium chloride and undesirable desiccation of the meat. 

Experiments on the effect of surface bacterial contamination on internal 
spoilage indicated that deterioration in the deep meat was relatively independent 
of the condition of the surface. 


Introduction 

During the early war period an anticipated shortage of refrigerated space 
for the shipment of Wiltshire bacon to England prompted investigations on 
curing, smoking, and chemical preservative treatments that might prevent 
deterioration over extended periods at ordinary temperatures. The results 
of certain studies on smoking and chemical preservatives have been reported 
or are in press (9, 11, 12, 13). The present paper describes four experiments 
on the suitability of strong cures and other supplementary treatments for 
maintaining quality at elevated temperatures. In addition, observations on 
the effect of surface bacterial contamination on internal spoilage of bacon 
are given. 

I. Tank Curing and Surface Treatment with Borax 
and Boric Acid 

Procedure 

It was desired to ascertain the relative effect of strong, or so-called 'hard', 
tank cures, borax, and boric acid, on keeping quality. Since a saturated 
solution of sodium chloride is normally employed in the curing of Canadian 
Wiltshire bacon, it was necessary to use other methods to obtain the required 

1 Manuscript received December 26, 1944. 
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hard-cured product. Of the available methods extra pumping, overhauling, 
and increasing the ratio of pickle to meat were considered most suitable for 
use in this study. Three sides, taken from different hogs, were cured by each 
of the following procedures: (i) hard—commercial pumping pickle and 
procedure; cured four days in a small tank; overhauled; repumped; and 
cured for a further four days; (ii) medium—commercial pumping pickle and 
procedure, and cured eight days in a small tank; and (iii) regular—as for (ii) 
but cured eight days in a large commercial tank. The meat to pickle ratio 
in the small tank was approximately 5 lb. of meat to 1 gal. of pickle as com¬ 
pared to the usual proportion of about 20 lb. to 1 gal. 

After removal from cure the sides were drained for one day at 3.3° C. 
(38° F.) and wiped, prior to baling. The meat surface of three sides, repre¬ 
senting each of the types of cures, was dusted with 1 lb. of borax, another set 
of three each with 1 lb. of boric acid, and the remainder left untreated. Thus 
all combinations of cure and surface treatment were studied. The three sides 
given the same surface treatment were baled together so that meat to meat 
surfaces were together for two of the sides, and meat to skin for the third. 
The bales were stored at 15.6° C. (60° F.) for 32 days, conditions considered 
to be comparable to those encountered in shipment as stowage. The entire 
experiment was duplicated with a second group of nine sides. 

In tests of this nature it was considered unnecessary to adjust the quantities 
of borax and boric acid to a comparable basis in terms of boron, since treat¬ 
ments of 1 lb. per side represented an excess of both compounds. Moreover, 
losses from the surface due to mechanical action, subsequent drainage of the 
solution formed with the meat juices, and the differential solubility of the 
two compounds vitiate comparisons based on boron content. 

Bacteriological, chemical, and visual examinations of the sides were made at 
the end of the storage period. Chloride, nitrate, nitrite (7) and, in certain 
instances, borax or boric acid determinations (1, p. 460) were made on a slice 
of gammon approximately 1.25 in. thick, removed from immediately in front 
of the round bone, and on a sample of the back between the third and sixth ribs. 

Differences in the sodium chloride content and, for certain samples, the 
borax and boric acid content, between the inside position adjacent to the fat 
and the surface layer were determined on a central strip of a slice of the 
gammon, approximately 1.5 in. in thickness, containing the round bone (10). 
Chloride was determined by a wet oxidation method (6). Peroxide oxygen 
determinations were made on the gammon fat (8). 

Bacteriological counts were made of the deep meat of all gammons, and the 
rib surfaces for most of the sides. The deep-meat samples were taken from 
a slice of the gammon approximately 2 in; thick that had been flamed on both 
sides until charred. Several cores approximately 0.5 in. in diameter were 
obtained with a stainless steel cork borer, transferred to a Petri dish, and the 
charred and coagulated meat from each core removed. A sample of about 
5 gm. was ground with sand, diluted with a 4% sodium chloride solution, and 
plated on 4% salt agar. Counts were made after incubation for six days at 
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20° C. Surface counts were made on samples of 9 to 12 sq. cm. of rib surface 
by a procedure described previously (3). 

Results 

Visual Examination 

Visual examination of the sides after storage for 11 days at 15.6° C. showed 
them to be in a reasonably satisfactory condition. After 32 days’ storage no 
obvious differences could be detected between the three cures (Table I). Of 

TABLE I 

Effect of type of cure and surface treatment on the visible appearance and 
CONDITION OF WILTSHIRE SIDES AFTER STORAGE FOR 32 DAYS AT 15.6° C. 


Type 

Surface treatment 

of cure 1 

None 

Borax 

Boric acid 

Hard 

Wry slimy; gammon and 
pocket sour; very moist. 
Poor condition. 

Slime; excess salt; 
moist; pocket sour. 
Fair condition. 

Slight slime on ribs; mould; 
slight excess salt; moist; 
fore end slightly sour. 
Fair condition. 

Medium 

Very slimy; gammon and 
pocket sour; very moist; 
one side with gas on ribs 
and blue stain. Poor 
condition. 

No visible slime; ex¬ 
cess salt; slightly 
moist; one gam¬ 
mon gassy a nd 
sour. Fair condi¬ 
tion. 

Slight slime on ribs; mould; 
slight excess of salt; 
slightly moist. Fair con¬ 
dition. 

Regular 

Verv slimy ; gammon sour ; 
verv moist; one side 
with blue stain on ribs; 
surface sour. Poor con¬ 
dition. 

Slime; excess salt; 
moist; gammon 
sour. Fair condi¬ 
tion. 

Slight slime on ribs; moulds; 
slight excess of salt; 
slightly moist. Fair con¬ 
dition. 


1 As defined in the text. 

the surface treatments boric acid appeared to be more effective than borax. 
The colour of all the sides was good. All the bales were very wet. The 
regions of the blade pocket and around the bones appeared to be most vulner¬ 
able to spoilage. While the odour of the freshly cut surface of none of the 
sides was putrid, it was not prime, and suggested the occurrence of incipient 
changes. 

Chloride Content and Distribution 

The average chloride content of the hard-cured backs and gammons was 
greater than that of the medium- or regular-cured product, but the differences 
were smaller than expected (Table II). A satisfactory distribution of chloride 
in the sides was obtained for all three sides. Additional pumping effectively 
introduced sodium chloride into the deeper portions of the gammon. 

Nitrate Content 

The hard-cured sides contained the most nitrate (Table III). There was 
little difference between the amount in the back and the gammon. Since a 
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similar conclusion was noted for the chloride content, it would appear that 
the pumping and curing procedures employed gave satisfactory distribution 
of salts in the sides. 

TABLE II 

Effect of method of cure on the content and distribution of sodium chloride in 
Wiltshire backs and gammons after storage for 32 days at 15.6° C. 


Type of cure 1 

Sodium chloride, % 

Back 

Gammon 

Distribution in gammon 1 

Inside 

Outside 

Hard 

5.6 

6.1 

9.0 

8.7 

Medium 

5 5 

5.6 

7.7 

8.1 

Regular 

5.4 

5.3 

7.4 

7.6 


1 As defined in the text. 


TABLE III 

Effect of method of cure on the content of sodium nitrate 
in Wiltshire backs and gammons after 
storage for 32 days at 15.6° C. 


Type of cure 1 

Sodium nitrate, % 

Back 

Gammon 

Hard 

0.27 

0.31 

Medium 

0.19 

0.24 

Regular 

0.22 

0.23 


1 As defined in the text. 


Nitrite Content 

While the mean nitrite content of the gammons over all surface treatments 
increased with increase in the hardness of the cure, that of the backs decreased 
(Table IV). The mean nitrite content of both backs and gammons over all 
cures was greatest for sides treated with borax, less for those given no surface 
treatment, and least for those on which boric acid had been dusted. This 
must be attributed primarily to differential growth of nitrate-reducing micro¬ 
organisms, since the magnitude of the differences is such that they cannot be 
accounted for directly by variable pumping procedures. It would appear that 
the growth of nitrate-reducing micro-organisms was little affected by borax 
but was retarded by boric acid. 

In most instances the mean nitrite content was high. This suggests that 
the concentrations of nitrate employed in Canadian standard Wiltshire curing 
pickles should be reduced if bacon is to be held at 15.6° C. for one month 
without approaching or exceeding the legal limit of nitrite (200 p.p.m.) (2). 









WHITE ET Ah.: CANADIAN WILTSHIRE BACON. XXIV . > 


217 


TABLE IV 

Effect of type of cure and surface treatment on the content of sodium nitrite in 
Wiltshire backs and gammons after storage for 32 days at 15.6° C. 



Surface treatment 

Type of cure 1 

None 

Borax 

Boric acid 

Mean 


Sodium nitrite, p.p.m. 


Gammon 


Hard 

296 

664 

90 

350 

Medium 

257 

281 

157 

232 

Regular 

208 

404 

15 

209 

Mean 

254 

450 

87 

264 


Back 


Hard 

59 

216 

83 

119 

Medium 

173 

251 

89 

171 

Regular 

139 

453 

7 

200 

Mean 

124 

307 

60 

163 


1 As defined in the text . 


Content and Distribution of Borax and Boric A cid 

Both the backs and gammons, on the average, contained more boric acid 
than borax (Table V), a reflection of the relative solubilities of the two com¬ 
pounds. The concentration of borax and boric acid in the gammons was 
approximately four times greater at the external than at the inside sampling 
positions. Although the quantities of borax and boric acid observed here are 
not toxic, it should be recalled that boron acts as a cumulative poison in 
the human body. 

TABLE V 

Content and distribution of borax and boric acid in Wiltshire backs 
and gammons after storage for 32 days at 15.6° C. 


Borax, % 

Boric acid, % 

Back 

Gammon 

Distribution in ! 

gammon 

Back 

1 

Gammon 

Distribution in 
gammon 



Inside 

Outside 



Inside 

Outside 

0.45 

0.35 

0.24 

0.97 



0.35 

1.33 


Peroxide Oxygen Content 

The mean peroxide oxygen content of the gammon fat, averaged over all 
surface treatments, progressively decreased from the hard-cured to the 
regular-cured product (Table VI). It would appear that the addition of 
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TABLE VI 

Effect of type of cure and surface treatment on the peroxide oxygen content of 
Wiltshire gammon fat after storage for 32 days at 15 6° C. 


Type of cure 1 

Surface treatment 

None 

Borax 

Boric acid 

Mean 

| Peroxide oxygen content, ml. 0,002 N Na*SsOs 

Hard 

7 4 

2.6 

1.5 

3 8 

Medium 

2 5 

2 9 

1 4 

2.3 

Regular 

2.0 

1 3 

t 4 

1.6 

Mean 

4 0 

2.3 

1.4 

2.6 


1 As defined in the text. 


further quantities of curing salts was associated with a decrease in the 
stability of the fat. The mean peroxide oxygen content, as averaged over all 
types of cures, was greatest for the control, less for borax and least for boric- 
acid-treated sides. This may be a reflection of the relative effects of the 
various treatments on the growth of micro-organisms elaborating oxidizing 
enzymes. 

Bacterial Counts 

The surface bacteriological counts were high and indicate either the presence 
or imminent appearance of slime (Table VII). While slime could be readily 
observed on the untreated surfaces, it was difficult to detect on those dusted 
with borax or boric acid. The type of cure had little effect on surface bacterial 
growth. The mean count for the sides treated with borax was slightly higher 
than that of the controls, showing that borax had little or no bactericidal or 
bacteriostatic action on surface organisms. Other experiments have indicated 
as great or greater bacterial development on bacon treated with borax as on 
controls (4). It is believed that this is due to a raising of the pH of the meat 
to a level more favourable to bacterial development. The use of boric acid 
effected some decrease in the mean surface count. 

In the deep-meat counts (Table VII) a distinction was made between the 
large, easily seen type of colony, such as appeared on surface plates, and the 
small, pin-point types that are just discernible with the naked eye and must 
be counted at a magnification of 10 or 15 X. The mean number of large and 
of pin-point colonies was approximately the same for all types of cure and 
surface treatments, and showed little relation to the surface count. Pin-point 
counts were on the average 1000 times higher than those for the large colonies. 
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TABLE VII 

Effect of type of cure and surface treatment on surface and deep-meat bacterio¬ 
logical growth in Wiltshire bacon after storage for 32 days at 15.6° C. 


Type of cure 

Surface treatment 

None 

Borax 

Boric acid 

Mean 

Surface 



Logio number of organisms per sq. cm. 

Hard 

8.99 

9.05 

i 


Medium 

8 17 

9 04 

6 04 

7.75 

Regular 

8 38 

8.80 

6 16 

7.78 

Mean 

8.51 

8.96 

6.10 

— 


Deep-meat — (a) Large colonies 



Logio number of organisms per gm. 

Hard 

3 43 

3.79 

3.89 

3.70 

Medium 

3.78 

3.00 

4 03 

3.60 

Regular 

3.32 

3.02 

3.39 

3.24 

Mean 

3.51 

3.27 

3.77 

3.51 


Deep-meat — (b) Pin-point colonies 



Logio number of organisms per gm. 

Hard 


6.63 

6.74 

6.86 

Medium 


6.48 

7.00 

6.53 

Regular 


6 95 

6.21 

6.77 

Mean 

6.83 

6.69 

6.65 

6.72 


II. Combined Tank and Dry Curing; Drainage Time; and Surface 
Treatment with Benzoic and Acetylsalicylic Acids 

Procedure 

The experiment was designed to obtain information on the effect of com¬ 
bined tank and dry-salt curing, drainage time, and surface treatment with 
benzoic acid and acetylsalicylic acids (11) on the keeping quality of bacon. 
For this purpose the right and left sides of four hogs were pumped and cured, 
using standard Wiltshire curing pickles, and drained, as shown in Table VIII. 
The shoulders were removed, and the meat surface of the remaining portion 
of the sides dusted either with a mixture of 31.5 gm. of benzoic acid and 15 5 
gm. of citric acid or with 31 gm. of acetylsalicylic acid. After baling, the 
sides were stored at 15.6° C. (60° F.), and visually examined after 16 and 32 
days. 
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1 See text. 
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At the termination of the storage period, surface bacterial counts were made 
on all sides, and the content of curing salts in the backs and gammons deter¬ 
mined for four of the sides. Measurements were also made of the distribution 
of curing salts in the gammons. The methods employed have been described 
in Part I. 

Results 

No definite changes could be observed after 16 days’ storage. However, at 
32 days, 3L had a generally sour odour and 1L, 22?, 2L, and 32? were 
slightly sour in areas adjacent to the round bone (Table VIII). Slime was 
very heavy on Side 42?, while on the others it was mainly localized around the 
bones. Moreover, the skin was quite slimy on those sides that were at the 
bottom of the bales and had remained moist. There was little difference 
between acetylsalicylic acid and the mixture of benzoic and citric acids as 
preventatives of slime. However, while moulds were present on all sides, 
they were especially prevalent on those treated with acetylsalicylic acid. 

The results of the chemical analyses on the meat are given in Table VIII. 
The salt content of the sides given the combined curing treatment was slightly 
greater than that of sides cured in the tank only, but the differences were 
smaller than expected and would not merit the extra processing costs involved. 

III. Dry Salting of Wiltshire Gammons 

Procedure 

The investigation was undertaken to assess the suitability of a suggestion 
often made that Wiltshire bacon could be shipped satisfactorily under stowage 
conditions if packed with dry salt and borax in wooden boxes. The material 
studied consisted of four Wiltshire gammons from different hogs, taken over 
the available size range. To simulate attachment to the original sides, the 
cut surfaces were dipped in melted vegetable shortening, and further protected 
by a double thickness of waxed paper. After an initial sampling, two of the 
gammons were placed in a wooden box and packed in a 13 : 3 salt-borax 
mixture. The top layer, separated by waxed paper, consisted of the remaining 
two gammons, which were thus available for interim sampling. One pound 
of the preservative mixture was used to four pounds of meat. The gammons 
were stored at 15.6° C. for 40 days, conditions considered to be comparable 
to a stowage environment. 

Differences in the sodium chloride and moisture content between the inside 
position adjacent to the fat and the outer layer were determined during the 
storage period at 10-day intervals. For this purpose, two 0.75 in. borings 
were taken from sites chosen at random on the exposed meat surface, leaving 
space for the two final cross-sectional slices mentioned below. In order to 
avoid increased surface exposure of the gammons to the salt mixture, the 
holes were filled with solid vegetable shortening. Additional preservative 
was necessary to reproduce initial conditions after each sampling. 
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The distribution of salt, moisture, and borax at the beginning and end of 
storage was determined by the central strip method, described in Part I, on 
slices of the gammon removed from each of two positions, A, near the butt 
end and B, near the round bone. Additional slices from each of the two 
positions were combined in order to obtain some representation of the entire 
gammon. These complete samples were analysed for their chloride, moisture, 
and borax content. Spoilage in the gammon fat was assessed by determination 
of the peroxide oxygen content. Deep-meat bacterial counts were made on 
the central sections of the two undisturbed gammons. 

The methods employed for determination of the deep-meat bacterial 
counts, and the salt, borax, and peroxide oxygen content have been described 
in Part I. The moisture content of the meat was determined by drying 2- to 
3-gm. samples in vacuo for 16 hr. at 100° C. 

Results 

Organoleptic inspection indicated the freshly-cut meat surfaces to be still 
in fair condition after 40 days' storage. The surfaces directly exposed to the 
salt mixture were dark in colour, hard and dry, with no evidence of moulds 
or slime. 

The distribution of salt and moisture after 0, 20, and 30 days' storage is 
shown in Table IX. As expected, the salt content increased with storage 


TABLE IX 

Average changes in the distribution of salt and moisture during storage at 
15.6° C. of two Wiltshire gammons in a salt-borax mixture 


Storage time, days 

Sodium chloride, % 

Moisture, % 

Inside 

Outside 

Inside 

Outside 

0 

2.46 

— 

75.0 

67.1 

10 

4.92 


70.2 

65.9 

20 

7 41 


68.2 

59.5 

30 

8.82 

Wmm 

65.4 

54.9 


time, while the moisture content decreased. Improvement in distribution 
with storage was slight. Comparison with Tables X and XI shows that the 
small borings employed do not represent this type of material with any great 
efficiency. However, they are of value in indicating trends, as in the 
present instance. 

The results for the distribution of chloride, moisture, and borax at the 
beginning and end of the storage period are presented in Table X. The salt 
gradient at the end of storage, while better than it was initially, is not regarded 
as particularly satisfactory. The salt level differed both across and along 
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TABLE X 

Distribution of salt, moisture, and borax in Wiltshire gammons at the beginning 

AND END OF STORAGE AT 15.6° C FOR 40 DAYS IN A SALT-BORAX MIXTURE 


Storage 

■ 

Sodium chloride, % 

Moisture, % 

Borax, % 



i 

t 










time. 


Position A a 

Position B* 

Position A 

Position B 

Position A 

Position B 

days 












1 
















I 

Inside* 

Outside* 

Inside 

Outside 

Inside 

Outside 

Inside 

Outside 

Inside 

Outside { 




i 

_ 

_ 

1.83 


_ 

_ 

70.0 

65.3 

_ 




0 

2 and 3 

— 

— 

3.34* 

5.83 

— 

— 

73.0 

68.3 j 

— 

— 




4 

— 

— 

1.45 

4.73 

— 

— 

78.4 

69.3 

— 

— 

H 



1 

9.65 

12.39 

11.90 

13.90 

61.6 

56.6 

60.0 

55.4 

0.17 

0.46 

0.25 


40 

2 and 3 

7.30 1 

9.52 

8.33 


68.6 

62.1 

68.4 

63.9 j 

0.18 

0.38 

0.19 

H 


4 

7.14 

9.81 

8.78 

10.40 

68.2 

61.2 

65.2 

62.2 


0.39 

0.16 

; ; 


1 Values averaged for Sample Nos. 2 and 3. 

2 See text . 

TABLE XI 

Chemical and bacteriological measurements on Wiltshire gammons after 
40 days* dry salting at 15.6° C. 


Sample No. 

Sodium 
chloride, % 

Moisture, 

% 

Borax, % 

Peroxide 
oxygen 
content 
of fat, 

ml. 0.002 N 

NaaSsOj 

Deep meat bacterial content, 
logio no. per gm. 

Large 

colonies 

Pin-point 

colonies 

1 

12 71 

57.6 

0 43 

0.94 

3.24 

6.38 

2 and 3 

9.02* 

65.6 

0.29 

2.25 

— 

— 

4 

9.67 

64.1 

0.36 

1.82 

2 38 

6.30 


1 Values averaged for sample Nos. 2 and 3. 


the gammons, i.e. between the inside and outside layers and Positions A and 
2L Moisture distribution was as expected, the outer layer being about 5% 
drier than the inner. When borax was mixed with salt, borax distribution was 
less than half that when used alone (cf. Table V). 

The over-all chloride, moisture, and borax contents of the gammons after 
storage are given in Table X. The salt content is excessive for satisfactory 
flavour quality. Depending on gammon size, dry-salting introduced from 
SO to 100% more sodium chloride than the hardest cures described in Part I. 
Moreover, it was accompanied by excessive drying of the meat. The total 
borax content differed only slightly from that obtained when applied alone to 
the surface (cf. Table V). 

The condition of the fat, as assessed by the peroxide oxygen content, was 
regarded as satisfactory (Table XI). 

The numbers of large and pin-point bacterial colonies after storage (Table 
XI) were much the same as found after 32 days’ storage of the hard, tank- 
cured product studied in Part I (cf. Table VII). 
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Packing bacon in a mixture of dry salt and borax would appear to have some 
preservative effect, but it is detrimental to flavour quality. The dry-salt 
pack not only introduces excessive quantities of sodium chloride but also 
causes undesirable drying. 

IV. Dry Salting of Wiltshire Sides in Bales 

Procedure 

In the previous study it was observed that a high salt concentration in the 
meat retarded spoilage, but would be detrimental to flavour quality. The 
object of the present experiment was to ascertain if a high surface and lower 
internal salt concentration would sufficiently protect bacon from spoilage, 
and at the same time give a more palatable product. 

The right and left sides of two hogs were used for this purpose. Each side 
was pumped with 19 stitches, but only half the usual stroke, the minimum 
pumping treatment considered to be practical. One side from each hog was 
wiped, and the blade pocket and hollow of the ribs filled with salt. Two 
sides were placed with meat surfaces together so that all the intervening space 
was filled with salt. After rubbing the skin surface of the sides with salt, 
they were baled and stored at 15.6° C. for 32 days. The remaining two sides 
were treated in the same manner except that they were cured for two days in 
a commercial tank prior to dry salting. 

The quality of the sides after storage was assessed by organoleptic examina¬ 
tion; determination of the chloride, nitrate, nitrite, and moisture contents 
of the gammons and backs, and salt distribution in the gammons; and by 
surface bacterial counts on the backs and deep-meat counts on the gammons. 
The analytical methods and sampling procedures were the same as described 
previously except that the surface counts were determined by diluting with 
both 4 and 10% brine and plating on agars of similar salt concentrations. 

Results 

The changes in weight of the sides during cure and storage are of some 
interest. The increase on pumping was uniform and about half the usual 
amount of 5%. The average, over-all loss in weight of the dry salted sides 
was 9.9%, and 8.0% for the sides that had been partially tank-cured. 

All of the sides had slimy, putrid areas on the skin surface where there was 
little or no salt. The surface colour of the entirely dry cured sides was dull 
and brownish as a result of methaemoglobin formation, while that of the 
partially tank-cured sides was satisfactory. Mould and slime were evident 
on some sides where the salt had fallen off. The odour of the freshly-cut 
surface of the gammons of the partially tank-cured sides was somewhat sour 
and of those entirely dry-salted, definitely off. 

The deep-meat bacterial counts were variable, but all showed a considerable 
number of pin-point colonies (Table XII). There were usually more surface 
bacteria on the tank-cured than on the dry-salted sides. However, in all 
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TABLE XII 

Number of bacteria on the surface and in the deep meat of Wiltshire 
SIDES, DRY SALTED IN BALES FOR 32 DAYS AT 15.6° C. 


Cure 

Side No. 

' 

Surface organisms, logio no. 
per sq. cm. as determined 
on agar containing: 

Deep-meat organisms, 
logio no. per gm. on 

4% salt agar 


10% Salt 

Large 

colonies 

Pin-point 

colonies 

Tank + 

1 R 

6 33 

5 63 

3 51 

7.30 

dry salt 

2 L 

4.65 

5 16 

2.66 

7.42 . 

Dry salt 

1 L 

3.72 

3.86 

3.96 

6 15 


2 R 

4.73 

4.62 

2.70 

7 58 


instances the number of these organisms was considerably below the level 
at which slime is usually observed. 

The results of the chemical analyses are given in Table XIII. The content 
of sodium chloride was relatively high in all sides. The tank-cured sides 
contained somewhat more nitrite, but the differences were small and probably 
would not account for the variations in keeping quality observed between the 
two types of cures. The difference in chloride content between the interior 
and surface of the gammons, amounting to about only 2%, was smaller than 

TABLE XIII 

Content and distribution of curing salts and moisture in Wiltshire sides, 

DRY SALTED IN BALES FOR 32 DAYS AT 15 6° C. 


Cure 

; 

Side No 

Position 
of sample 1 

Sodium 
chloride, % 

Sodium 
nitrate, % 

Sodium 

nitrite, 

p.p.m. 

Moisture, % 

Tank 4- 

1 R 

Inside 

9 70 

0 14 

46 

67.6 

dry salt 


Outside 

11.83 

0.06 

14 

58.0 


Gammon 

10.65 

0 08 

10 

60.6 



Back 

4.90 

0 01 

3 

62.1 


2 L 

Inside 

5.58 

0.05 

6 

72.1 



Outside 

7.48 

0 03 

63 

66.8 



Gammon 

6 22 

0 03 

6 

67.1 



Back 

6 57 

0.04 

7 

61.2 

Dry salt 

1 L 

Inside 

8.18 

0 08 

5 

71.0 


Outside 

9.41 

0 04 

10 

62.6 



Gammon 

8.91 

0.02 

3 

64.2 



Back 

6.32 

0.02 

2 

61.6 


2 R 

Inside 

6.34 

0.05 

5 

69 9 



Outside 

8 34 

0.07 

6 

64.8 



Gammon 

7.06 

0.02 

3 

65.4 



Back 

>..... 

7.06 

0.01 

1 

58.4 


1 See text . 
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expected. However, in spite of this, it would appear that the maintenance 
of a high salt concentration at the surface alone is not sufficient to prevent 
internal spoilage of Wiltshire bacon. 

V. Effect of Surface Bacterial Contamination on 
Internal Spoilage 

Three experiments were made to ascertain if internal spoilage in bacon was 
related to surface bacterial growth and the subsequent diffusion of elaborated 
enzymes into the meat. 

Experiment 1 

In the first experiment the relative effectiveness of salt contents of approxi¬ 
mately 4 and 10% in retarding spoilage in and on the surface of bacon was 
studied. For this purpose the longissimus dorsi muscle was removed from a 
Wiltshire-cured back, and cut into four pieces of equal length. The two 
central portions were injected with 10 ml. of a saturated brine, and immersed 
in a brine of similar concentration for 72 hr. at 4.4° C. (40° F.). To simulate 
the interior of a side, one piece of high and another of low salt content were 
placed in the bottom of a vessel and covered with melted vegetable shortening. 
After the fat had hardened the remaining two pieces were placed on top and 
fat added until they were half covered. The vessel was covered and stored 
for 28 days at 15.6° C. In this manner bacon of both high and low salt 
content was exposed to, and excluded from, air. 

Organoleptic examination of the surface samples after 14 days’ storage 
showed that of high salt content to be in good condition, and the other to be 
fairly slimy with some mould growth, but no off-odours. At the end of the 
storage period, the exposed surfaces of the samples, which had been partially 
immersed in the fat, had off-odours and were covered with bacteria and some 
moulds. In contrast, the samples covered with fat during storage had no 
visible growth on the surface, but the piece containing the lesser amount of 
chloride had a sour odour. 

The chloride and nitrite content of each sample was determined by methods 
described previously. The average difference between samples of low and 
high salt content was somewhat larger than expected (Table XIV). The 
nitrite content was highest in the samples that had been partially exposed to 
the atmosphere. 

Samples for deep-meat bacterial counts were taken from the centre of each 
piece. The plates were incubated under both aerobic and anaerobic condi¬ 
tions. The most striking observation was the absence of pin-point colonies 
in meat containing 12 to 13% salt (Table XIV). Moreover, this type of 
colony was more prevalent in the partially exposed pieces of meat than in those 
buried in fat. 

It would appear that a salt concentration as high as 13% is not sufficient to 
prevent surface spoilage but has some effect on deterioration in the deep meat. 
Internal spoilage is not due to enzymes diffusing into the meat from the 
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TABLE XIV 

Effect of salt content and exposure to air on the nitrite content, and deep-meat, 

AEROBIC, AND ANAEROBIC BACTERIAL COUNTS OF BACON 
STORED AT 15.6° C. FOR FOUR WEEKS 


Sample 

No. 

Treat¬ 

ment 

Content of curing salts 

Bacterial count, logio no. per gm. 


NaN0 2 , 

p.p.m. 

Aerobic 

Anaerobic 

Large 

colonies 

Pin-point 

colonies 

Large 

colonies 

Pin-point 

colonies 

1 

Covered 

3 13 

5 

2 04 

5 88 

1.95 

S.78 

4 

Covered 

12 84 

71 

2 40 

1.23 

2.23 

0 

3 

Exposed 

5 72 

220 

1.97 

7 46 

1 .70 

7.45 

2 

Exposed 

13 26 

134 

3.68 

0 

2.92 

0 


surface since the buried piece containing 3% salt had no visible surface growth 
and yet was spoiled internally. This conclusion is based on the assumption 
that appreciable diffusion of enzymes into the meat would occur only if the 
surface bacterial content w r as very high. 

Experime?it 2 

The interior of a ham is essentially anaerobic. Since many anaerobes are 
inhibited by 4% salt, it has been suggested that spoilage of bacon is due to 
the growth of organisms on the surface, with the subsequent diffusion of 
enzymes into the deeper tissues. If this hypothesis is correct, it might reason¬ 
ably be assumed that deterioration would be retarded if the meat were stored 
under anaerobic conditions, provided that the surface flora were aerobic or 
of the same type as present in the deep meat. 

A Wiltshire gammon was stored in a desiccator under anaerobic conditions, 
obtained with hydrogen and palladinized asbestos, for four weeks at 21° C. 
(70° F.). 

After storage the surface condition of the meat was poorer than when 
treated similarly under aerobic conditions. The ham had a bright red colour 
and a putrid odour. There was slime over most of the surface and some blue 
discoloration of the fat. The interior of the ham was likewise spoiled. 

Samples (IS sq. cm.), taken from the surface for bacterial counts were 
plated on both nutrient and 4% salt agar, and incubated aerobically at 
19.9° C. (68° F.) and anaerobically at room temperature. Deep-meat 
aerobic and anaerobic counts were made on a slice from the centre of the 
ham. These were plated on 4% salt agar only. 

The results are given in Table XV. The presence of pin-point colonies on 
the surface is of interest. These were not usually found by aerobic methods, 
but since they were evident also after anaerobic incubation they are un¬ 
doubtedly present on the surface. Storage under anaerobic conditions 
apparently accelerated rather than retarded surface spoilage of bacon. Hence 
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TABLE XV 

Number of bacteria on the surface and in the deep-meat of a Wiltshire 

GAMMON STORED ANAEROBICALLY FOR FOUR WEEKS AT 21° C. 



| Surface counts, logio no. per sq 

|. cm. 

Deep-meat counts, 
logic no. per gm. 

Method of 
incubation 

Nutrient agar 

4% Salt agar 

4% Salt agar 


Large 

colonies 

Pin-point 

colonies 

Large 

colonies 

Pin-point 

colonies 

Large 

colonies 

Pin-point 

colonies 

Aerobic 

8.31 

0 

8.34 

Few 

6.39 

0 

Anaerobic 

8.28 

Few 

8.52 

7.91 

6.47 

7.67 


surface spoilage is not directly responsible for deterioration in the meat. 
The surface flora must consist essentially of facultative anaerobes. 

Experiment 3 

The study was designed to determine the effect on keeping quality of 
varying the internal bacterial content of bacon, while restricting surface 
growth to the lowest level possible. For this purpose 18 hams from different 
hogs were vein pumped with six curing pickles differing with respect to both 
the number and type of bacteria. The pickles were prepared by dividing a 
quantity of commercial curing solution into six equal portions, and subse¬ 
quently sterilizing five of these. Organisms from sides and from pumping 
pickles were grown on nutrient agar and on agars containing 4 and 10% salt. 
Emulsions of these organisms were made in 10% brine, and used for inoculat¬ 
ing four of the sterile solutions to give pump pickles of low and high contents 
of slime and pickle organisms. Bacterial counts for the pickles are given in 
Table XVI. 

After pumping, the hams were cured in a commercial tank for seven days. 
To reduce the number of bacteria on the surface they were painted with a 

TABLE XVI 

Bacterial counts of pump pickles inoculated with various amounts 

OF SLIME AND PICKLE ORGANISMS 


Logio no. of bacteria per ml. as determined on: 



Nutrient agar 

4% Salt agar 

10% Salt agar 

Sterile 

0.00 

0.00 

0 00 

Low slime 1 

— 

— 

— 

High slime 

6 37 

7.06 

6.81 

Low pickle 

2.93 

3.31 

3.29 

High pickle 

6.38 

6.97 

6.92 

Regular 

2.81 

3.29 

3.19 


1 Plates misplaced . 
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4% aqueous solution of formaldehyde. They were then dried for three hours 
at room temperature, wrapped, and stored at 15.6° C. for 28 days. The 
formaldehyde treatment was repeated at weekly intervals during storage. 

At the end of storage, surface bacterial counts were made on one ham 
selected at random from the three available for each pumping treatment. 
Two slices of each ham were taken for determination of deep-meat bacterial 
counts, and the chloride and nitrite content. In addition the formaldehyde 
content of a slice of the meat at positions adjacent to the fat and surface 
was determined for four hams (5). 

There was no slime on any of the hams after storage. The odour of the 
internal meat of all hams was slightly sour. 

Data for the surface and deep-meat bacterial counts are given in Table 
XVII. The surface counts were low. The number of large colonies in the 
deep meat more or less paralleled the bacterial content of the pump pickles 
employed. Based on a 4% increase in weight on pumping, the number was 
usually lower than would be expected, and indicates that appreciable growth 


TABLE XVII 

Bacterial and chemical analyses of Wiltshire gammons inoculated with various 
AMOUNTS AND TYPES OF BACTERIA AND STORED AT 15.6° C. FOR FOUR WEEKS 


Pickle 

Sample 

No. 

Bacterial counts 

Sodium 

chloride, 

% 

Sodium 

nitrite, 

p.p.m. 

Formaldehyde, % 

Surface, 
logio no. per 
sq. cm. 

Deep-meat, logio 
no. per gm. 

Inside 1 

Outside 

Large 

colonies 

Pin-point 

colonies 

Sterile 

1 

2.16 

2 76 

5 71 

6 26 

52 

0 07 

0 09 


2 

— 

0 95 

5 65 ; 

4 53 

76 

— 

— 


4 

— 

1 00 

6.70 ! 

5.73 j 

41 

— 

— 

Low 

5 

_ 

2 70 

6.64 

7 82 

43 

0 08 

0.10 

slime 

6 

— 

2 23 

4 97 

5 98 

48 

— 

— 


7 

2 18 

3 03 

6.58 

6.43 

29 

— 

— 

High 

9 ! 

3.30 

5 33 

6.35 

5 52 

24 

_ 

_ 

slime 

11 

— 

5.45 

7 51 

6.07 

136 

— 

— 


17 

— 

4.31 

6 39 

6.63 

126 

— 

— 

Low 

3 

_ 

2 29 

5.26 

7.70 

134 

_ 

_ 

pickle 

8 

— 

1.26 

7.26 

6.08 

45 

— 

— 


16 

2.58 

1.48 

6.51 

5.70 

46 

— 

— 

High 

12 

_ 

3 40 

7.34 

7.02 

276 

0 12 

0.17 

pickle 

13 

1.83 

5.78 

7.48 

6.73 

86 

— 

— 


10 

— 

4.18 

7.56 

5.48 

91 

— 

— 

Regular 

14 

_ 

1 64 

6.18 

6.78 

65 

— 

_ 


15 

1.60 

1.48 

6.41 

5.78 

76 

— 

— 


18 

— 

1.15 

6 40 

6 38 

41 

0.13 

0.15 


1 See text . 
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did not occur under the conditions of the experiment. The number of deep- 
meat, pin-point colonies was in all instances high, and especially in hams 
pumped with the brine that had been heavily inoculated with pickle organisms. 

The results of the chemical analyses are shown in Table XVII. There was 
some indication that the nitrite content varied directly with that of bacteria. 
The content of about 0.1% formaldehyde in the meat adjacent to the fat is 
surprisingly high since it was considered that little diffusion would occur under 
the experimental conditions employed. 

Although bacterial growth on the surface was prevented, spoilage occurred 
in the interior of the hams. However, the extent of deterioration was less 
than normally occurs. This was presumably due in part to the presence of 
appreciable quantities of formaldehyde in the meat. 
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FURTHER BACTERIOLOGICAL STUDIES RELATING 
TO EGG DRYING 3 

C. K. Johns 2 and H. L. Berard 3 
Science Service , Ottawa , Ontario 
{Received for publication March 15. 1945] 

In a previous publication (9) the standards and procedures employed 
in the bacteriological control of Canadian dried eggs for export to Britain 
were described, together with some of the results for 1943. Studies con¬ 
ducted during the latter half of 1943 with the direct microscopic count (10) 
indicated that this method had considerable value in reflecting the care 
given the melange before drying. On the other hand, analysis of the results 
obtained in testing for the presence of coliform organisms and Escherichia 
coli indicated little or no correlation with plate counts of viable organisms, 
direct microscopic counts, the presence of Salmonella species or the results 
of plant sanitation surveys. The determination of coliform organisms and 
E. coli in Grade A powder was therefore dropped for 1944, a direct micro¬ 
scopic count of 2,000,000 per gram being substituted for it. 

RESUME OF RESULTS OF 1944 OPERATIONS 

As will be evident from the data in Table 1, the over-all picture as 
judged by the plati count of viable organisms was very satisfactory. The 
improvement in average counts over 1943 paralleled improvements brought 
about in the drying plants following plant sanitation surveys, supplemented 
by routine checks conducted by the resident inspectors using the Burri 
slant technique (8), With the direct microscopic counts, on the other 
hand, a very different picture was obtained. While gratifyingly low during 
the first four months, they then rose to quite high levels, remaining so until 
December. Had our analyses been confined to the plate count, we would 
have remained ignorant of the changed situation. 

During the fourth week of May, unusually high direct microscopic 
counts appeared with dramatic suddenness in the powder from 3 of the 5 
Western drying plants (Table 2). In each instance the high count was 
due to the presence of a short, plump rod, occurring in chains of up to 10 
ceils, and easily mistaken for a streptococcus. For convenience, this was 
referred to as the Y organism. It was never isolated from samples of 
powder received at Ottawa, while attempts to isolate it from numerous 
samples of melange and powder at the plants soon after the outbreaks met 
with no success. Plating powder on media containing sterile unheated 
egg, and incubating plates at temperatures ranging from 38° F. (3.3° C.) 
to 112° F. (44.4° C.) failed to bring about any significant increase over the 
standard plate count (1, 9), again suggesting that the organism did not 
survive the drying process. 

In investigating this outbreak, samples were obtained from the start 
and finish of 3 days’ drying at the two plants (A and C) where the V 
organism first showed up, to determine whether or not any “build-up” in 

1 Contribution No. 204 (Journal Scries) from the Division of Bacteriology and Dairy Research. Science 
Service, Dominion Department of Agriculture, Ottawa. Issued as paper No. 133 of the Canadian Committee 
on Food Preservation. 
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1 Dairy Specialist. 

8629-200-45 
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count took place during the day's operations. (Previous experience had 
indicated the value of this practice in seeking the cause of high counts.) 
However, the results (Table 3) failed to indicate any consistent increase in 
count during the day's operations. 

Because the appearance of the Y organism coincided with the change to 
a different batch of North’s stain (1, 10), it was thought the explanation 
might lie in the ability of the new batch of stain to bring out this organism 
on stained smears, which previous batches had failed to do. However, 
subsequent comparative tests with old and new stains showed the Y 
organism to stain equally well with either, so this hypothesis had to be 
discarded. 

The high counts due to the Y organism disappeared as suddenly as 
they had appeared. The organism appeared in powder made at 4 of the 
5 plants in Western Canada, and was never seen in more than two carlots 
from any one plant. All available evidence suggested that the sporadic 
appearance of this organism in such large numbers could be attributed to 
its having invaded the contents of a small percentage of eggs; these being 
held at higher than average temperatures for longer periods than is cus¬ 
tomary, the organisms multiplied extensively without causing sufficient 
change in the appearance or odour of the eggs to enable the breaker to 
detect and discard them. 

That high counts could be due to the eggs themselves, and not to 
faulty plant practice, was difficult to believe in view of the previous findings 
on the bacterial content of shell eggs as broken out in 2 Canadian drying 
plants (6, 7) supplemented by periodical counts at breaking and drying 
plants thoughout Canada. Such findings had confirmed the conclusion 
reached by previous investigators that good quality shell eggs contain 
relatively few bacteria. However, evidence accumulated since May, 1944 
has necessitated some modification of this view. 

Shortly after the epidemic of high counts in the West, there was a 
general rise in the level of microscopic counts on powder from all over the 
country. This is clearly seen in Figure 1, showing the microscopic counts 
of consecutive carlot samples of Grade A powder. The general level of 
counts continued to rise until October, following which there was some 
decline. On the other hand, this seasonal rise was not evident in the plate 
counts (Figure 2 and Table 1). Since plant sanitation and practices were 
generally superior to those of the previous year, it seemed most unlikely 
that these higher levels of microscopic counts could be attributed to faulty 
plant operations. 

The first indication that high counts might be coming from the eggs 
themselves was obtained in one of the Western plants at the end of May, 
1944. This plant (Plant E) had had trouble with high counts for some 
weeks prior to the appearance of the Y organism (Table 2). Investigation 
revealed that, because of the extreme shortage of cold storage facilities, 
eggs had been broken directly out of cars, the temperature of which at 
times had exceeded 60° F. Melange prepared during the day was pumped 
into portable 80-gallon holding tanks and run into a cold room held at 
around the freezing point. Some of this melange would be held for up to 









































554 


SCIENTIFIC AGRICULTURE 


[Vol. 25 



FEB MARCH APRIL MAY JUNE JULY AUG SEPT. OCT. 

Figure 2. Viable counts on successive carlots of Grade A egg powder. Canada 1944. 
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16 hours before being dried. With the slow rate of cooling of such large 
masses of viscous material in still air (2), considerable bacterial development 
could be expected. 

This plant had two cars of eggs in storage; both had been “spotted” 
on May 15th and were held “on track” until unloaded on the 22nd. At 
that time temperatures of 60° and 65° F. were recorded inside the cars. 
These eggs were then placed in storage at 30° F. In order to get some idea 
of the bacterial content, it was decided to select 5 representative cases from 
each carlo!, and to have these eggs broken by experienced breakers using 
specially sterilized equipment. This was done on May 29th. Six pailfuls 
of melange were then selected from each carlot, mixed as thoroughly as 
possible by beating with long handled spoons, and samples taken for 
analysis. From each sample a Burri slant was prepared and incubated at 
room temperature for three days. In addition, a direct microscopic smear 
was made using the technique of Mailmann and Churchill (12). 

Because of the uneven distribution of bacteria on these smears, it was 
not possible to draw valid conclusions concerning the bacterial contents by 
microscopic examination. The Burri slants, however, (Table 4) indicated 
marked variations from one pail of melange to the next. Furthermore, it 
was significant that the high count slants showed practically pure cultures, 
in striking contrast to the heterogeneous flora obtained from swab tests on 
on breaking equipment (Figure 3). This strongly suggested that the high 
counts were attributable to the inclusion of an occasional egg which, while 
normal in odour and appearance, contained enormous numbers of bacteria. 



Figure 3. Burri slants prepared from pails of melange (A to F) and from 
swabbing of a breaking cup (9). 
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Evidence pointing in this direction accumulated as the summer went 
on. Burri slant determinations made at breaking plants throughout 
Canada showed a much higher level of counts from May on without any 
evidence of a let-down in sanitation in the plants. Again, the chemist at 
one Ontario drying plant frequently broke out 90 to 100 eggs from a current 
carlot. Plach egg was carefully checked for abnormality, then a Burri 
slant prepared. Occasionally the slant from a single apparently normal 
egg would be so heavily overgrown that it could not be counted, while the 
remainder would show few, if any, colonies. Slants made after beating the 
entire batch of eggs in a sterilized pail would show counts in the millions, 
and of the type of organism found on the slant from the high count egg. 
At this plant, later on in August, the writer prepared triplicate Burri slants 
from 30 pails of melange broken out with special precautions to reduce 
contamination, with the results shown in Table 5. Here again it was 
found that the high count slants showed practically pure cultures, strongly 
suggesting that a single egg was responsible for the high count on the 
pailful of melange. 

Although a number of independent breaking plants broke and froze 
eggs for subsequent drying, the volume of eggs handled by the Special 
Products Board in 1944 was so great 4 that from early May on it was 
impossible to find sufficient first-class shell egg storage. Unfortunately, 
this coincided with the appearance of unusually warm weather, tempera¬ 
tures approaching or exceeding 90° F. being recorded in May from Quebec 
to Alberta. As a result, eggs were held for longer periods at higher tempera¬ 
tures than are recommended. Under these conditions, it is understandable 
that organisms capable of infecting and growing in the egg might multiply 
enormously before the egg was placed in proper cold storage. Subsequent 
growth would depend upon the ability of the invading organism to grow at 
around 30° F. The presence of a small proportion of such eggs, which 
could not be detected by appearance or odour, would account for the 
marked rise in counts noted. 

EXPERIMENTS WITH ORGANISMS ISOLATED FROM HIGH 
COUNT EGGS OR MELANGE 

In order to determine the infective ability of organisms isolated from 
individual eggs or carefully prepared melange, fresh eggs were obtained on 
several occasions through the courtesy of the Poultry Division, Central 
Experimental Farm. These were warmed for several hours at body 
temperature, then immersed for 1 to 2 minutes in cold suspensions of the 
organisms to be tested, after the technique devised by Haines and Moran 
(4) for infecting eggs without rupturing the shell. The cultures employed 
included species of Achromobacter , Flavobacterium and Pseudomonas . In the 
earlier experiments the eggs, after immersion in the bacferial suspensions, 
were held at 58 to 60° F. with a relative humidity of 50%. From 4 to 5 
weeks later the eggs were broken out individually, using an ordinary egg 
breaking knife and cup which were washed, then treated in Roccal solution 
(1 : 500) for 2 minutes, after each using. The broken-out eggs were placed 
in sterile jars and examined for odour and appearance by members of the 
laboratory staff as well as by specialists from the Poultry Products Division, 

* Purchases during the first 6 months of 1944 were 212% of those for the same period of 1943. 
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Marketing Service, Department of Agriculture. On one occasion, 2 eggs 
infected with an Achromobacter species, and showing plate counts after 3 
days at 86° F. (30° C.) of 2,500,000,000 and 2,800,000,000 per gram, 
respectively, had a definitely “off” odour, together with weak or stuck 
yolk. All other eggs were passed as being of acceptable quality, yet counts 
as high as 1,400,000,000 per gram were obtained (Table 6). 

In a later series of tests, fresh eggs were exposed to infection as 
previously described, held for 1 week at 58° F., then at 40° F. for 7 weeks 
before being broken out. In this experiment, only the eggs exposed to the 
Pseudomonas cultures were found to contain significant numbers of bacteria 
(Table 7). Subsequent tests on the growth range of the various cultures 
used in inoculation experiments showed only the Pseudomonas species to 
be capable of strong growth at 40° F. or lower. The presence of the 
Achromobacter and Flavobacterium species in very large numbers in appar¬ 
ently normal eggs (Table 6) is strong presumptive evidence that the eggs 
in question had been stored at temperatures well above 40° F. for consider¬ 
able periods before going into proper shell egg storage. 

DETECTION OF HIGH COUNT “NORMAL” EGGS BY THEIR FLUORESCENCE 

While it is now generally accepted that the majority of eggs as laid 
are free from micro-organisms, the possibility that eggs may carry large 
numbers of bacteria without any evident change in odour or appearance 
has been recognized (5, 14). In the Southwestern section of the United 
States it is not uncommon during wet weather in early spring to find such 
eggs in significant numbers (13). Since the majority of the bacteria 
isolated from such eggs are species of Pseudomonas , and since the members 
of this genus are known to produce substances fluorescing under ultra¬ 
violet light, the possibility of detecting such eggs at the time of breaking 
has been explored by some of the larger egg-breaking concerns there. It 
has been reported (13) that in one plant where special ultra-violet lamps 
replaced the ordinary illumination in the breaking room, it was possible, 
by rejection of eggs showing fluorescence, to reduce the counts on melange 
to one-fortieth of the previous count. While the majority of the cultures 
isolated in our laboratory were not Pseudomonas species, it seemed worth 
while determining the value of the ultra-violet lamp in the detection of 
these apparently normal high count eggs in Canada. 

Through the courtesy of Swift and Company, Chicago, one of the 
special ultra-violet lamps from their Research Laboratories was made 
available for tests on storage eggs at Plant H. An assistant, whose knowl¬ 
edge of egg quality was well above average, was assigned to break out the 
eggs. As wide a selection as possible was obtained by picking a few eggs 
from each case as they were transferred to the shell egg buckets. Each egg 
was broken separately into a special black enamelled cup and checked for 
odour, appearance and fluorescence. If normal in odour and appearance, 
yet showing fluorescence, the degree of fluorescence was estimated and the 
egg transferred to a sterile screw-capped jar. It was then shaken vigorously 
to emulsify it, and a Burri slant prepared. The knife and cup were replaced 
each time a fluorescent egg or “reject” was encountered. In order to 
check on the possibility of high counts from non-fluorescent eggs, 69 eggs 
showing no fluorescence and 19 showing doubtful fluorescence were 
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examined bacteriologically. Burri slants were incubated at 70° to 80° F. 
(21° to 27° C.) for 3 days before being counted. 

The results obtained from the examination of 240 eggs are summarized 
in Table 8. Although there is some correlation between count and degree 
of fluorescence, there are many discrepancies. If an egg showing 3 + or 
greater is regarded as definitely fluorescent, 31.3% of such eggs had counts 
under 2,000, 53% under 10,000, and 75% under 40,000 per gram. Thus 
if all eggs showing definite fluorescence were discarded it would mean the 
rejection of a considerable percentage which were otherwise acceptable. 

On the other hand, the data show that high count eggs do not always 
show fluorescence. Results obtained in the analysis of 348 storage eggs 
in August, 1943 (6) showed only 2.3% with counts*in excess of 40,000 per 
gram. Taking this as the maximum acceptable count, it will be seen that 
in the present studies only 8 of the 28 eggs in this group showed definite 
fluorescence as defined above. Among the remaining 20 eggs are two with 
counts of more than 10,000,000 and 20,000,000 per gram, respectively. 
While the elimination of those eggs showing strong fluorescence would help 
in reducing the count, it would not prevent the occasional acceptance of 
eggs with very high counts, while at the same time rejecting a number of 
acceptable eggs. 

In our studies with cultures isolated from apparently normal eggs, 
definite fluorescence was noted on eggs experimentally infected with 
Achromobacter and Flavobaclerium species as well as with Pseudomonas 
w r hen held at 58 to 60° F. (Table 6). To determine whether there was any 
correlation between the type of organism and the degree of fluorescence of 
the naturally infected egg (Table 8), cultures isolated from high count eggs 
were identified as to genus. The results (Table 9) indicate no definite 
correlation. Achromobacter and Flavobaclerium species were isolated from 
eggs showing medium to strong fluorescence, while 1 of the 3 eggs from 
which a Pseudomonas species was isolated showed little or no fluorescence. 
However, the bacterial contents of the eggs infected with Pseudomonas 
species were much low r er than those generally encountered where Achromo- 
bacler or Flavobacterium species were found. It is of interest to record that 
although the Pseudomonas species were the only ones showing strong growth 
at 29° F. ( — 2° C.) within 2 weeks, all but one of the other cultures showed 
moderate growth at this temperature after 5 weeks, while all showed good 
growth at 40° F. (4° C.) after 1 week. 

THE PRESENCE OF STREPTOCOCCUS FAECALIS IN EGG POWDER 

In view of the assertion that Streptococcus faecalis, an organism 
commonly isolated from the intestinal contents of man and other animals, 
is one of the commonest species found in egg powder, two representative 
colonies were picked from plates poured from 38 Grade A and 12 Grade B 
carlot samples. These included powder from each of 8 drying plants. Of 
96 such cultures studied in detail, only 3 proved to be S . faecalis . As had 
been found in 1943, the commonest type of organism appearing on plates 
of tryptone-glucose-extract-skimmilk agar incubated for 48 hours at 37° C. 
(98.6° F.) was a streptococcus, so far unidentified, which forms small 
amounts of acid but fails to curdle litmus milk at room temperature or 
30° C. (86° F.). 
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DISCUSSION 

The experience of the past summer suggests the need for revising our 
opinion regarding the sanitary significance of high direct microscopic 
counts in dried whole egg powder. Previously we would have been in 
entire agreement with the statement of Lepper, Bartram and Hillig (11) 
that, “In no instance did dried eggs show a microscopic count exceeding 

10 million per gram.when they were prepared from sound raw 

material. In all cases where these counts were exceeded, decomposed or 
rotten eggs had been incorporated in the product or the eggs had been 
subjected to conditions after breaking-out which permitted them to sour.” 
For at least some of the high count samples examined here in 1944, we have 
reason to believe that this statement would not hold true. There was no 
temptation for a dryer to use sub-standard eggs, since the Special Products 
Board furnished graded eggs and maintained a resident inspector at the 
plant. Furthermore, the dryer was faced with a stiff financial penalty if 
his product failed to meet the bacteriological specifications. Consequently, 
dryers were very particular about the quality of eggs broken out. 

Although the results obtained in 1944 indicate that some caution 
must be observed in interpreting high direct microscopic counts, it should 
not be concluded that such counts are of little value in controlling sanitation 
and plant practices. As will be seen from the data in Table 10, there have 
been several instances in which faulty practices such as inadequate cooling 
of melange were not reflected in the viable count or pH value of the powder, 
but were detected through the direct microscopic count. High microscopic 
counts due to the eggs themselves are largely, if not entirely, made up of 
rod forms; those due to faulty plant practices, on the other hand, are 
usually made up mainly of paired cocci, resembling the picture obtained in 
souring milk. This distinction has often proven to be of real value when 
the cause of a high count is being sought. 

The direct microscopic count is particularly valuable in that it does not 
appear to be affected by conditions of drying and subsequent storage to 
the same degree as is the viable count. Plants vary greatly in the degree 
of bacterial destruction brought about by the drying process, as indicated 
by the data shown in Table 11. Without the direct microscopic count, 
some plants would be credited with doing a much better job than they are 
actually doing, while the converse would hold true for others. Studies 
intended to throw some light on the reasons for these differences in bacterial 
destruction between plants are under way during the 1945 drying season. 

SUMMARY 

As judged by plate counts, the bacteriological condition of Canadian 
dried eggs in 1944 was very satisfactory. 

Unusually high direct microscopic counts were noted from May on. 
While a few of these were attributable to inadequate cooling of melange due 
to refrigeration failures, the majority were due to the inclusion of a small 
percentage of eggs which, while apparently normal in appearance and 
odour, yet contained enormous numbers of bacteria. Fluorescence under 
ultra-violet light was of limited value in the detection of such eggs. 
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While a high direct microscopic count cannot always be regarded as 
an indication of faulty plant practice, the method can yield information in 
this regard which is not always obtainable through the plate count or pH 
value. 
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Table 1.—Monthly arithmetical averages of bacteria counts for Canadian 
GRADE A DRIED WHOLE EGG POWDER, 1943-1944 


Month 

Plate count 
(thousands per gram) 

Direct 

microscopic count 
(thousands per gram) 
1944 

Percentage 

over 

2,000,000 

1943 

1944 

January 

84 

27 S 

130 

0 

February 

409 

82 

• 250 

0 

March 

160 

86 

321 

0 

April 

120 

58 4 

267 

0 

May 

80 

75 5 

1,785 

17.1 

June 

139 

68 

1,652 

25.5 

July 

90 

115 

4,642 

37.2 

August 

130 

112 

3,522 

48.9 

September 

94 

119 

3,998 

47.7 

October 

102 

101 

4,436 

62.5 

November 

681 

143 

4,595 

42.5 

December 

376 

131 

1,810 

33.3 
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Table 2.—Bacteria counts on consecutive carlot samples of 

GRADE A POWDER FROM WESTERN CANADIAN PLANTS 


Count per gram 


Plant 

A H-18 

Date analysed 

April 22 

Direct microscopic 
< 70,000 

Plate 

17,000 

J- 2 

May 3 

< 70,000 

9,800 

J—12 

May 13 

< 70,000 

12,000 

J-19 

May 24 

22 ,000,000 Y 

28,000 

J-30 

June 3 

340,000 

22,000 

B H-10 

April 15 

70,000 

18,000 

H-24 

Mav 1 

150,000 

9,500 

J-12 

May 13 

290,000 ; 

10,000 

J-24 

May 29 

2,700,000 

4,900 

K- 9 

June 15 

2 ,200,000 

7,100 

K-17 

June 17 

6 000,000 Y 

36,000 

K-23 

June 23 

; 

590,000 

12,000 

C H-30 

May 4 

220,000 

83,000 

J" 5 

Mav 8 

1,300,000 ! 

44,000 

J-10 

May 15 

510,000 

45,000 

1-18 

Ma\ 25 

4,400,000 Y 

25,000 

J—25 

May 23 

440,000 

33,000 

J-30 

June 2 

660,000 

13,000 

K- 5 

June 7 

70,000 

37,000 

1) J- 1 

May 3 

220,000 

6,800 

J- 4 

May 9 

< 70,000 

8,100 

J- 10 

Mav 12 

< 70,000 

11,000 

J-14 

Mav 16 

810,000 

7,900 

J-17 

May 19 

660,000 

8,700 

J-22 

Ma\ 24 

510,000 

10,000 

J 23 

Mav 27 

10 ,000,000 Y 

2,300 

J-26 

Mav 27 

340,000 

5,300 

E H-20 

April 26 

810,000 

220,000 

J- 4 

Mav 9 

1,300,000 

530,000 

J-15 

May 16 

4,100,000 

740,000 

J- 27 

May 31 

2,700,000 

37,000 

K- 6 

June 7 

810,000 

25,000 

K-20 

June 29 

220,000 

65,000 

Y high count due to Y organism. 




Table 3.—Bacteria counts on special samples of grade a powder 
from two Western Canadian plants, 1944 


Plant 

Time of sampling 

Direct microscopic count 

Plate count 


Start of run, May 25 

19,000,000 Y 

8,600 


Finish of run, Mav 25 

23,000,000 Y 

23,000 

A 

Start of run, May 26 

18,000,000 Y 

9,100 


Finish of run, May 26 

140,000,000 Y 

83,000 


Start of run, May 27 

17,000000 Y 

10,000 


Finish of run, May 27 

7,300,000 Y 

88,000 


Start of run. May 26 

17,000 000 Y 

8,300 


Finish of run, May 26 

6,600,000 Y 

38,000 

C 

Start of run, May 27 

21,000,000 Y 

20,000 


Finish of run, May 27 

8,400,000 Y 

20,000 


Start of run, May 28 

7,000,000 Y 

10,000 


Finish of run, May 28 

12 ,000,000 Y 

11,000 


Y high count due to Y organism. 
Average length of run * 21 hours. 
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Table 4.— Counts obtained by burri slant method on pails of 

MELANGE BROKEN OUT WITH SPECIAL PRECAUTIONS. 

Plant E, May 29, 1944 


Lot No. 

Pail No. 

Count per gram 

2529 

1 

1,400,000 


2 

< 2,000 


3 

4,000 

; 

4 

10,000 


5 

20,000 


6 

320,000 

2536 

1 

300,000 


2 

22,000 


3 

58,000 

' 

4 

10,000 


5 

600,000 


6 

4,000 


Table 5.—Counts obtained by burri slant method on pails of melange broken 
OUT WITH SPECIAL PRECAUTIONS. PLANT H, AUGUST 23-24, 1944 


Lot No. 

2172 

3204 

2167 

2167 

2167 

Time of sampling 

23rd a.m. 

23rd p.m. 

24th a.m. 

24th a.m. 

24th a.m. 


Pail No. 

Count per gram 

. 

1 

2,000 

3,700,000 

800,000 

8,000 

2,000 

2 

1,000 

3,200,000 

1 ,100,000 

2,400,000 

3,800,000 

3 

1,600,000 

1,400,000 

7,000 

900,000 

1,600,000 

4 

1,500,000 

4,000,000 

2 ,000,000 

3,000,000 

4,000 

5 

1,000 

1 ,100,000 

4,000,000 

3,800,000 

1 ,200,000 

6 

1,300,000 

1 ,200,000 

16,000 

700,000 

46,000 


Table 6.—Results of examination of eggs exposed to infection with cultures of 

BACTERIA ISOLATED FROM APPARENTLY NORMAL EGGS 


Culture 

Species 

Storage conditions 

Fluorescence 

Plate count per gram 

A 

Achromobacter 

4 weeks, 58-60° F. 

H” 4* 4* 

2,500,000,000 

B 1 

Flavobacterium 

4 weeks, 58-60° F. 

? 

300,000,000 

E 

Pseudomonas 

4 weeks, 58-60° F. 

? 

120,000 

K 

Pseudomonas 

4 weeks, 58-60° F. 

+ + + + 

260,000,000 

N 

Achromobacter 

4 weeks, 58-60° F. 

? . 

160,000,000 

A 

Achromobacter 

5 weeks, 58-60° F. 

? 

2,800,000,000 

B 1 

Flavobacterium 

5 weeks, 58-60° F. 

+ + + 

86 ,000,000 

J 

Flavobacterium 

5 weeks, 58-60° F. 

? 

800,000,000 

K 5 

Flavobacterium 

5 weeks, 58-60° F. 

? 

1,400,000,000 

R 

Achromobacter 

5 weeks, 58-60° F. 


84,000,000 
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Table 7.—Results of examination of eggs exposed to infection with cultures of 
bacteria isolated from apparently normal eggs* 


Culture 

Species 

Appearance 
and odour 

Fluorescence 

Bacteria per gram 

B 1 a 

Flavobacterinm 

O.K. 


8,000 

b 

Flavobacterium 

O.K. 

— 

< 2,000 

E a 

Pseudomonas 

White si. green 

+++++ 

720,000,000 

b 

Pseudomonas 

O.K. 

■ 

< 2,000 

G a 

Pseudomonas 

White si. green 

+ 4-4-4- 

310,000,000 

b 

Pseudomonas 

White si. green 

+ + + + 

430,000 

J a 

Achromobacter 

O.K. 

_ 

< 2,000 

b 

Achronwbacter 

O.K. 

— 

< 2,000 

K a 

Pseudomonas 

W 7 hite si. green 

+ + + + 

480,000,000 

b 

Pseudomonas 

White si. green 

4-4-4-4- i 

120,000 

N a 

Achromobader 

O.K. 

_ 

< 2,000 

b 

i 

Afhromobader 

O.K. 

— 

< 2,000 

R a ! 

Achromobaiter 

O.K. 

__ 

< 2,000 

b 

Achromobacter 

O.K. 

— 

< 2,000 

Control a 


O.K. 

_ 

< 2,000 

b 

— 

O.K. 


< 2,000 


* Eggs held lor 1 week at 58° F., then for 7 weeks at 40° F. belore being broken out. 


Table 8.—Correlation between fluorescence and bacterial content of 
STORAGE EGGS BROKEN OUT NOVEMBER 24, 1944 


Bacteria count per gram 

No. of 

eggs 

Degree of fluorescence 

- 

+? 

4- 

4-4- | 

4-4-4- 

4-4-4-4- 

4- 4-4- 4- 4* 

< 2,000 


120 

34 

8 

45 

23 

9 

1 


2,000 - 

10,000 

69 

22 

4 

19 

17 

7 



11,000 - 

50,000 

25 

8 

3 

1 

5 

7 


1 

51,000 - 

200,000 

14 

6 

3 

2 

3 




201,000 - 

1,000,000 

5 


1 


2 


2 


1,010,000 - 

5,000,000 

1 






1 


>5,000,000 

6 



1 

1 

2 

2 



240 

70 

19 

68 

51 

25 

6 

1 
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Table 9.—Relationship between bacteria count and fluorescence of apparently 

NORMAL EGGS AND THE CHARACTERISTICS OF THE ORGANISMS ISOLATED THEREFROM 


Culture 

No. 

Genus 

Growth 
— 2° C. in 

2 weeks 

Bacteria 

count 

per gram j 

Degree of fluorescence of 

Egg* 

Culturef 

T 1 

Achromobacler 


>20,000,000 

+ + 


T 2 

Achromobacter 

— 

>10,000,000 

+ 

— 

T 3 

Ackromobacter 

— 

280,000 

? 

— 

T 12 

Achromobacter 

— 

>10,000,000 

+ + 4-4* + 

— 

T 18 

Achromobacter 

— 

9,000,000 

+++++ 

— 

T 6 

Flavobacterium 

4- 

8 ,000,000 

+ + + 

_ 

T 123 

Flavobacterium 


10,000 000 

+ + + 

— 

T 10 

l Pseudomonas 


450,000 

! 

+ + + + + 

i + + + 

T 97 

Pseudomonas 


66,000 

? 

! +++ 

T 116 

Pseudomonas 


240,000 

+ + + + + 

1 ++ + 


* Determined by U.-V. light at the moment of breaking. 

t Determined by U.-V. light on 24-hour growth in Georgia & Poe’a asparagine medium. 


Table 10.—Data on samples where high counts were believed 

TO BE DUE TO FAULTY PLANT PRACTICES 


Plant 

Carlot No. 

pH Value 

Plate count 

Direct 

microscopic count 

B 

L-20 

8.68 

100,000 

13,000,000 


L-25 

8.65 

240,000 

92,000,000 

C 

K-26 

8.70 

100,000 

20,000,000 


M-30 

8.72 

230,000 

13,000,000 


0-25 

8 54 

2,000,000 

520,000,000 

F 

M-17 

7.82 

64,000 

150,000,000 


N-14 

8 57 

29,000 

35,000,000 


P-24 

8.58 

39,000 

j 

18,000,000 

G 

1 

M-14 

8.67 

790,000 

; 

15,000,000 


0-14 

8 54 

260,000 

11,000,000 


0-20 

8 61 

500,000 

18,000,000 
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Table 11.—Efficiency of bacterial destruction as judged by ratios of plate 

COUNTS TO DIRECT MICROSCOPIC COUNTS ON DRIED WHOLE EGGS 
(October-December, 1944) 


Plant 

Carlot No. 

Plate count 
per gram 

Direct 

microscopic count 
per gram 

Ratio 


O- 9 

390,000 

2,900,000 

1 

: 7 4 


0-23 

26,000 

1,400,000 

1 

: 53.8 


0-31 

380,000 

2 ,200,000 

1 

: 5 8 


P- 9 

1 ,000,000 

2 ,000,000 

1 

: 2.0 

E 

P-17 

590,000 

1,800,000 

1 

: 3.1 


P~25 

340,000 

1 ,100,000 

1 

: 3 2 


Q- 5 

330,000 

510,000 

1 

: 1 5 


Q-14 

150,000 

810,000 

1 

: 5 4 


Q-21 

110,000 

440,000 

1 

: 4.0 




Average 

1 

: 9 6 


0- 9 

27,000 

7,900,000 

1 

: 292 6 


0-22 

12,000 

11 ,000,000 

1 

: 916 6 


0-30 

13,000 

5,700,000 

1 

: 438 5 


P- 9 

24,000 

12 ,000,000 

1 

: 500.0 

F 

P-18 

20,000 1 

17,000,000 

1 

-.850.0 


P-24 

39,000 

18,000,000 

1 

: 461.5 


Q- 5 

20,000 

3,400,000 

1 

: 170.0 


g-i« 

18,000 

3,200,000 

1 

: 177 7 


Q-26 

50,000 

8 ,200,000 

1 

: 164.0 




Average 

1 

: 441.2 
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REDUCTION OF SPATIAL TEMPERATURE VARIATIONS 
IN AIR-COOLED COLD STORAGE ROOMS. I . 1 

By T. A. Steeves* and W. H. Cook* 

Abstract 

The presence of boxes was found to increase the spatial temperature variations 
in a refrigerated room. By forcing the air to pass through the stack, e.g., by 
blocking the aisles, such variations were reduced to approximately the value 
prevailing in the empty room. Dunnage spacing also reduced temperature 
variations, but no significant difference was found between spacings varied 
from 5/16 in. to 2 in. 

Introduction 

Uniform temperatures are recognized as essential for the satisfactory 
storage of perishable goods in cold stores. In practice, temperature variations 
in time and space are common to most commercial warehouse rooms. Obser¬ 
vations made in such rooms show that the time variations are seldom less than 
1° F., and superimposed on this are the spatial variations, which are usually 
of greater magnitude. In fact, spatial variations of 2° F. are met frequently 
and still larger variations are not uncommon. 

Temperature fluctuations in time are usually associated with: small storage 
rooms having low thermal capacity; automatic cooling equipment of an 
on-and-off type; faulty operation or equipment. Such variations are readily 
detected with a single thermometer, and since remedial measures are com¬ 
paratively well understood they can generally be reduced to a reasonable level. 

In contrast, spatial temperature variations are more difficult to detect and 
control. With only one or two thermometers placed at accessible positions 
in the room, many operators will deny the existence of such variations. Even 
if they are observed there is little that can be done to improve the situation, 
short of restacking and possibly redesigning the entire room. The present 
study was undertaken to determine the factors responsible for these spatial 
variations and to reduce them if possible by improved methods of air cir¬ 
culation. 

Forced air cooling systems of modern design generally produce more uniform 
temperatures than the older type of convection-cooled rooms. Systems com¬ 
parable with those used in air-conditioning applications usually yield satis¬ 
factory temperature uniformity in empty warehouse rooms. When the room 
is filled, however, the stack of products obstructs air movement and variations 
of detrimental magnitude frequently become evident even in the aisles. If 

1 Manuscript received in original form November 28, 1944, and as revised, March 27, 1945 . 
Contribution from the Division of Applied Biology, National Research Laboratories , 
Ottawa. Published as Paper No. 134 of the Canadian Committee on Food Preservation, and as 
N.R.C. No. 1298. 

* Formerly Refrigerating Engineer , Food Investigations; now Plant Manager, Dominion 
Packaging Co., Terrebonne , P.Q. 

* Director, Division of Applied Biology. 


Price 10 cents. 


N.R.C. No. 1298 



254 


CANADIAN JOURNAL OF RESEARCH. VOL. 23. SEC. F. 


the stored product is exothermic, e.g., apples, these temperature variations 
are enhanced further as the temperature of the air in the interior of the stack 
is usually higher than that of the air in the aisles. 

The spatial temperature variations in a room cooled by forced air can be 
divided into two portions: first, a systematic increase in air temperature in 
the direction of flow resulting from heat absorption from the walls and product; 
second, irregular variations and trends resulting presumably from local pecu¬ 
liarities of cooling or stacking arrangements. The magnitude of the first 
variation is a function of the heat load and air flow, and can be reduced to any 
desired level in designing the room or equipment. Little is known about the 
factors affecting the second class of spatial variation and it is with these that 
the present studies are concerned. 

The most generally applicable solution to the problem appears to be the 
development of a method that would force the air to pass through the entire 
width of the stack of products. This condition can best be achieved by 
blocking all air channels outside the stack parallel to the direction of air 
movement. The contents of the stack should be spaced so as to distribute 
the air uniformly across it, without unduly resisting the air flow. Investiga¬ 
tions on product spacing have been made in South Africa (1, 2) in connection 
with the precooling of fruit. Close stacking combined with suitable baffles 
across open spaces resulted in higher rates of cooling, but the temperature 
gradients were generally higher than in “open” stacks. These results are 
scarcely applicable to the present problem since precooling represents a highly 
“unsteady” state compared with the maintenance of the desired storage 
temperature. British investigations (3, 4) have shown that more uniform 
temperature conditions are obtained during storage periods if the conven¬ 
tional dunnage or spacing strips are avoided. 

Methods 

These tests were made in an experimental room of about 700 cu. ft. capacity 
provided with bottom-to-top air circulation. The cool air entered through a 
slatted false floor and escaped through a single central port near the ceiling. 
Tests were made first on the empty room, then after introducing a false load 
of empty boxes to obstruct the air flow, and finally after introducing known 
heat loads by means of electrical heaters placed centrally in the first layer 
of boxes. 

The object of adding heat was to exaggerate the spatial temperature 
variations and thus permit a more adequate study of the other factors under 
investigation rather than to study per se the effect of added heat. The effect 
of different heat loads could only be investigated under conditions that permit 
the control or evaluation of the portion of the temperature variations attribut¬ 
able to the temperature gradient in the air resulting from heat absorption. 
These factors had to be held over for later study. While the temperature 
gradient due to heat absorption by the air was included in the spatial varia¬ 
tions as described here, the experimental conditions were chosen to minimize 
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the magnitude of this gradient. The room was well insulated, jacketed on 
the top, bottom and one side by spaces at equal or lower temperatures. A 
comparatively high air flow was used and the air travel through the stack 
was in the short vertical direction. 

Effective means for blocking the vertical voids outside the stack presented 
a special problem. Preliminary studies showed that obstructions such as 
canvas dams were only partly effective since the air was merely diverted at the 
barrier and returned to the pat h of least resistance. The voids were, however, 
effectively closed by inflating latex-coated shelter duck bags, of suitable size, 
in the open spaces. In practice a series of these bags connected with hose, 
was inflated by means of a small auxiliary fan maintaining an air pressure 
of 3 to 4 in. water. The bags were readily collapsed or inflated by starting or 
stopping the fan, thus eliminating the need for valves. 

The false load consisted of six layers of 24 boxes (1X1X2 ft.) per layer. 
Spacing strips were provided between each horizontal layer and also between 
each pair of vertical piles. Spacings of 2, 7/8, 5/16, and 0 in. were tested, 
with the surrounding vertical voids both open and closed in turn and at 
several levels of added heat. 

The value of each experimental arrangement was assessed from observations 
indicating the uniformity of temperature and air flow. Measurements of air 
flow through the stack were made with the hot wire anemometer described 
previously (5). This measurement was, however, of limited applicability 
since the majority of the spacings chosen for study were too small to accom¬ 
modate the inslt ument. In general, measurements could be made only above 
the stack and these were subject to some uncertainty since the spacings were 
narrower than the sensitive portion of the instrument. 

The spatial temperature variations were estimated from temperature 
readings taken at 14 positions within the stack. The position of the thermo¬ 
couples and the position of the boxes containing the heating elements are 
shown in Fig. 1. In addition the temperature of the air entering and leaving 
the room was measured, but these observations were not included in the 
computations. The temperature at each test position was recorded hourly 
on a carefully standardized recording instrument, and a single test usually 
extended over a 16-hr. period or longer. 

The observed variations in such a series of temperature measurements 
include those attributable to spatial variations, fluctuations with time, and 
experimental errors. Every precaution w r as taken to maintain a constant 
temperature throughout the test period in order to minimize the fluctuations 
with time. The results of tests showing appreciable time variations were 
discarded* Nevertheless it was usually possible to demonstrate small but 
statistically significant differences between observations taken at different 
times for tests that were considered satisfactory. Statistical methods were 
therefore employed to eliminate the effect of these time variations, to obtain 
the standard deviation attributable to spatial variation for each test condition, 
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• • m o o 

LEFT END CENTER RIGHT END 

Fig. 1 . Arrangement of thermocouples' and boxes in test room. Numbered points indicate 
position of thermocouples . Boxes A and B only contained heating elements. 

and to test the significance of this spatial variation by comparison with the 
experimental error. 

When the series of experiments was complete, the standard deviations of 
the mean temperature, attributable to spatial variations, were themselves 
subjected to an analysis of variance to determine the effect of the several 
conditions and arrangements under test. 

Results of Air Distribution Measurements 

The first series of air velocity measurements was made over piles having 
2-in. spacings and composed of two to five layers of boxes. In making these 
observations three distinct regions could be observed in the horizontal cross- 
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section of the room; first, the aisles or voids which were left open in these 
tests; second, the boxes adjacent to the aisles; and third, the interior of the 
stack. Measurements were made at 60 points in each of these three regions 
and the results grouped in this way for analysis. The limits of Regions 2 and 3 
were necessarily defined arbitrarily, and were taken as being of equal area. 

The average velocity for each condition tested is shown in Table I. The 
velocity was highest in the interior of the stack, intermediate in the region 
adjacent to the aisles, and least in the aisles proper. The analysis of variance 
shows that the observed differences were statistically significant. The 
addition of successive layers of boxes tended to reduce the velocity in the 
interior of the stack, and had a similar but smaller effect on the region adjacent 
to the aisles and practically no effect in the aisles themselves. 

By measuring the open area available for air movement in each region 
described in Table I it was possible to compute the air flow for each region 
and for the room as a whole. Such figures are subject to some uncertainty, 
for in addition to the errors of estimating the air velocity and the open area 
involved there is also an arbitrary element introduced in definition of the 
borders of each region. Nevertheless the figures so obtained appear to be 
informative. The results showed that the regions of highest velocity actually 

TABLE I 

En-ECT or PARTIAL loading on atr velocity in different regions 


1 

Dunnage 

spacing, 

in. 

Layers 

of 

boxes 

Measured 
volume of 
air in 
circulation, 
c.f.ni. 

Horizontal region above stack 

Vert, voids 
or aisles, 
ft./min. 

Adjacent 
to aisles, 
ft./min. 

Interior, 
ft./min. 

2 

2 

785 

21 

42 

63 

2 

3 

750 

20 

. 37 

55 

2 

4 

740 

19 

# 37 

47 

2 

5 

I 

710 

18 

35 

41 


Analysis of variance 


Source of variance 

Degrees of freedom 

Mean square 

“Areas’* 

2 

6875** 

Residual At “error” 

15 

608 

Layers 

3 

256** 

Areas X layers 

Residual B “error” 

6 

64 

45 

28 


** Exceeds 1% level of significance. 

t Since the general means for the three areas were determined at a different level 
of precision than those for layers , the larger error “4” was used for assessing the 
significance of differences among areas . 
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received the least air, with about 45% of the total air flow passing through 
the aisles under all conditions. The rate of air circulation computed from 
the area-velocity measurements for the room as a whole accounted for about 
70% of the actual air flow, as measured by other means and reported in 
Table I. 

Since these results indicated that a large portion of the air passed through 
the aisles, a second series of measurements was made with the aisles both open 
and closed. The stack was six boxes high, and both 2 in. and 7/8 in. spacings 
were used. The results obtained appear in Table II. The absolute values 
in this table are not strictly comparable with those in Table I as some alter- 

TABLE II 

Effect of dunnage spacing and closing aisles on air velocity in dufereni regions 

OF fully loaded room 


Dunnage 

spacing, 

in. 

Measured 
volume of 
air in 
circulation, 
c.f.m. 

Horizontal region above 

stack 

Vertical voids 
or aisles, 
ft./min. 

Adjacent 
to aisles, 
ft./min 

Interior, 
ft ./nun. 

2 

760 

19 

34 

00 

2 

750 

Closed 

62 

61 

7/8 

700 

50 

34 

42 

7/8 

670 

Closed 

64 

62 


Analysis of variance 


Source of variance 

Degrees of freedom | 

1 

Mean square 

Aisles open 

Areas (above stack) 

Residual Af ‘'error” 

2 

2089*** 

15 

126 

Dunnage spacing 

1 

50 

Areas X dunnage 

Residual B “error” 

2 

190 

15 

149 


Aisles closed 


Areas (above stack) 

1 

16 

Residual Af “error” 

10 

50 

Dunnage spacing 

1 

U 

Areas X dunnage 

1 

2 

Residual B “error” 

10 

37 


*** Exceeds 0.1% level of significance. 
t Since the general means for the three areas were determined at a different 
level of precision than those for layers , the larger error “A” was used for assessing the 
significance of differences among areas. 
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ations were made in the equipment and stacking arrangements between these 
two experiments. Nevertheless with the aisles open the air velocities behaved 
in a manner similar to that observed in the previous experiment. When the 
aisles were closed the velocities in the two regions of the .stack were essentially 
the same. The smaller spacing did not appear to increase the velocity but 
this may be attributable to the difficulty of measuring the velocity in a narrow 
space with the available anemometer. 

As indicated earlier, the conversion of these velocity figures to air flow is 
subject to considerable error and the details are therefore not presented. 
These calculations showed, however, that about twice as much air passed 
through the aisles, when these were open, w r ith 7/8 in. spacing as compared 
with 2 in. spacing in the stack. The total air flow, measured by independent 
means, and reported in Tables II and III shows the extent to which the closing 
of the aisles and the use of smaller spacing acted to reduce the air flow. 

Results of Temperature Distribution Measurements 

The statistical treatment of the results, described earlier, permitted the 
spatial variations observed for each condition or arrangement to be described 
as a standard deviation, independent of fluctuations in time. These values 
for each condition in which heat was not added appear in Table III. The 


TABLE III 

AVI'.KAf*i' SPATIAL TKMPIvR ATUKL VARIATIONS OISSPRVbl) UNDLR VARIOUS CONDITIONS WITHOUT 

ADDL1) HIvAT 


Mean stack 
tcmpcrat urc, 

°F 

: 

Mean air 
flow, 
c.f.rn. 

Vertical 
voids or 
aisles 

Dunnage 

spacing, 

in 

Spatial 
variations 
as standard 
deviation, °F. 

: 

26 

770 

Empt\ room 


0 21 

34 

760 

Open 

2 

0 63 

28 

750 

Closed 

2 

0 65 

35 

700 

Open 

7/8 

0 50 

37 

670 

Closed 

7/8 

0.48 

37 

675 

Open 

5/16 

0 41 

30 

635 

Closed 

5/16 

0 24 

30 

625 

Open 

0 

0 97 

36 

500 

Closed 

0 

0 49 


complete results, including the effect of adding heat at three levels, are shown 
graphically in Fig. 2. Reference to Fig. 1 shows that one of the 14 thermo¬ 
couples (No. 1) in the stack was adjacent to the boxes containing the heaters. 
Inclusion of the values obtained at this point greatly exaggerated the estimate 
of the spatial variations when heat was added. Since the relative results were 
the same this value was excluded from the computations. 
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Fig. 2. Effect of heat, dunnage and open aisles on spatial temperature variations . 


Reference to Table III shows that the spatial temperature variation in the 
empty room, expressed as a standard deviation, was 0.21° F. The introduc¬ 
tion of the false load of boxes, but without added heat, caused a threefold 
increase to 0.63° F. This increase must be attributed entirely to the obstruc¬ 
tion of air movement. The closest approach to the minimum deviation 
observed in the empty room was the value of 0.24° F. obtained at 5/16 in. 
spacing with the aisles closed. The results as a whole show that the spacing 
must be reduced to obtain sufficient resistance to distribute the air through 
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the stack, and under these conditions the voids must be closed in order to 
force the air to traverse the pile. One complicating factor was the gradual 
reduction in air flow as the resistance increased. While this may have tended 
to increase the spatial variations by increasing the temperature gradient due 
to heat absorption it in no way invalidates the results. Closing the aisles 
was the main factor causing a reduction in air flow, but this practice actually 
halved the temperature variations. Had it been possible to maintain the 
higher air flow, the effect of closing the aisles might have been even more 
favourable. 

The detailed results of the entire experiment are plotted in Fig. 2 and the 
results of an analysis of variance are given in Table IV. While this analysis 
shows that dunnage spacing had a significant effect on the temperature varia¬ 
tions (Fig. 2A), a further breakdown shows that this lies entirely between 
dunnage versus no dunnage, and not between the individual spacings used. 


TABLE IV 

Analysis of variance of spatial temperature variations as affected bv all factors 

STUDIED 


Source 

Degrees of freedom 

Mean square 

Dunnage 

3t 


Dunnage vs. no dunnage 

1 

43 48** 

Spacings 

2 

0 02 

Aisles (open vs. closed) 

1 

2 25** 

Heat 

3 

16 64** 

Dunnage X aisles 

31 


Dunnage vs. no dunnage X aisles 

1 

4 21** 

.01 

Spacings X aisles 

2 

Dunnage X heat 

9t 

Dunnage vs. no dunnage X heat 

3 

6 26** 

0.02 

Spacings X heat 

6 

Aisles X heat 

3 

0.24 

0.14 

Residual 

9 


** Exceeds 1% level of significance. 

t The degrees of freedom attributable to dunnage have been partitioned as shown to illustrate 
that the entire significance lies between dunnage vs. no dunnage. 


The analysis of variance shows that the closing of the aisles reduced the 
spatial temperature variations significantly at all heat levels (Fig. 2B). 
Added heat causes a linear increase in the standard deviations which is 
highly significant statistically. As previously indicated, this may be due 
largely to an increase in the systematic temperature gradient at the higher 
heat loads. The remaining significant interactions in Table IV and Fig. 2D 
again show that the presence or absence of dunnage is responsible for the 
differential behaviour noted, rather than the dunnage spacings as such. 
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Summary and Conclusions 

The limitations of these experiments must be recognized at the outset: 
the room was small compared with those used in practice; the effect of air 
flow was not studied although it varied somewhat according to the type of 
test; and the system of air circulation used was bottom-to-top and not the 
side-to-side or end-to-end systems more commonly used in large warehouses. 
Further experiments are being conducted in an effort to resolve some of these 
factors and attempt to assess the general applicability of the results. 

In spite of these limitations a few facts have been established. The intro¬ 
duction of a stack of product, even if it is not exothermic, increases the spatial 
temperature variations compared with those observed in the empty room. 
It follows that the observation of satisfactorily uniform temperatures in an 
empty room is no indication that detrimental spatial variations will not occur 
when the room is filled. While the temperature variations increase with 
increasing heat loads, as might be expected, the experiments were inadequate 
on this point. The effect of additional heat can only be studied under 
conditions that permit control or evaluation of the gradients due to heat 
absorption. 

The air velocity measurements show substantial difference in air movement, 
both within the stack, and between the stack and the aisles. The indications 
are that in spite of a uniform initial distribution through a false floor nearly 
half the air moves through the aisles rather than through the stack. Closing 
the aisles with inflated bags rendered the air flow through the stack more 
uniform and reduced the spatial temperature variations. With respect to 
dunnage, the temperature variations increased significantly when dunnage 
was omitted. No significant differences in the spatial variations were observed 
with different dunnage spacing ranging from 5/16 to 2 in. 
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DRIED WHOLE EGG POWDER 

XVII. OBJECTIVE TESTS AND BAKING QUALITY 1 
By Margaret Reid 2 and Jesse A. Pearce 2 
Abstract 

Potassium chloride value, refractometric value, the fluorescence of defatted 
egg powder in 10% potassium chloride, and the fluorescence of untreated dried 
material correlated equally well with the foaming volume of a mixture of dried 
egg, sugar, and water, and with the loaf volume of the sponge cake prepared 
from the powder (if I values from 81 to .90). A significantly closer relationship 
was observed between foaming volume and loaf volume (r ** 96). Since 
foaming volume was more precise and easier to determine than baking volume, 
it was concluded that foaming volume was a more desirable test of baking 
quality. 

Introduction 

Previous work in these laboratories on objective methods for measuring 
the quality of egg powders (5) has been confined to assessing their palatability. 
Since the use of dried egg for baking is as important as its use in the prepara¬ 
tion of egg dishes and since the estimation of baking quality by loaf volume 
measurements is cumbersome, it was considered advisable to study the 
relationship of some of these objective tests to baking quality. 

Materials and Methods 

Nine powders from the main chamber and secondary collectors of plants 
currently producing dried egg in Canada and four powders prepared in a 
laboratory spray drier (8) were used in this experiment. The powders ranged 
in quality from excellent to inedible. 

The objective tests used included: solubility in 10% potassium chloride (5), 
the refractive index of the defatted material in 5% sodium chloride (6), the 
fluorescence of the defatted powder in 10% potassium chloride (4), the 
fluorescence of untreated dried egg (2), and foaming volume (1). In addition 
an index of soluble protein materials was obtained by evaluating the nitro¬ 
genous material in the filtrate used to determine potassium chloride solubility 
(Kjeldahl). This was recorded as the percentage of protein dissolved, cal¬ 
culated on the weight of sample taken. Results from the above tests were 
compared with volumes of sponge cakes (7) as the criterion of baking quality. 

Procedures for determining foaming volume and loaf volume varied some¬ 
what from those previously described. Duplicate determinations of foaming 
volume were made using 19 gm. of egg powder, 60 gm. of sugar, and 56 ml. of 
distilled water. The sugar and egg powder were mixed and the water added 
gradually to form a homogeneous mixture. This mixture, after being warmed 
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to 40° C. (104° F.) in a water-bath, was removed, to a cabinet, regulated at 
40° C. and a relative humidity of 80%, and beaten for 10 min. in a ‘Mixmaster 1 
set at number 10 speed. The resulting foam was then transferred to a 
graduate and its volume measured. 

Ingredients for loaf volume determinations were 12 gm. of dried egg, 
40 gm. of sucrose, 40 gm. of unsifted flour, and 38 ml. of distilled water. After 
blending the sugar and egg in a bowl, 5 ml. of water was added to make a 
paste, which was then formed into a homogeneous fluid with the remainder 
of the water. This mix was allowed to stand in the high humidity cabinet 
for 30 min., then removed to the baking laboratory and beaten for 10 min. at 
number 10 speed on a Mixmaster under laboratory conditions of 27°C. 
(80° F.) and 65% relative humidity. The flour was added with the least 
possible mixing otherwise the ultimate loaf volume was considerably reduced. 
The batter was transferred rapidly to a baking tin (10 X 5 X 5 cm.) and 
baked for 40 min. at 170° C. (338° F.). Four cakes were made from each 
sample of powder and the volumes measured (3). 

Results 

The correlations between objective tests and loaf volume are given in 
Table I and shown graphically in Figs. 1 and 2. All correlations were highly 
significant. The soluble nitrogen was the least satisfactory of the measure- 


TABLE I 

Correlations of quality tests with foaming volume and loaf volume 


Quality test 

Correlation with 

Foaming volume 

Loaf volume 

Soluble protein index 

.79** 

.78** 

Potassium chloride value 

.90** 

.88** 

Refractometric value 

85** 

.89** 

Fluorescence of potassium chloride extract 

- .88** 

—.85** 

Fluorescence of powder 

-.87** 

- 81** 

Foaming value 


.96** 


** Indicates 1% level of statistical significance. 


ments for predicting baking quality. The potassium chloride value, refracto- 
metric value, the fluorescence of a 10% potassium chloride extract of defatted 
egg powder, and the fluorescence of untreated dried egg were more satisfactory 
and about equally effective as methods of predicting loaf volume. Foaming 
volume was the most satisfactory method for predicting baking quality 
(r — .96). This correlation coefficient was significantly higher than all other 
coefficients obtained. 

In spite of the high correlation, foaming volume could be used to predict 
loaf volume only within ± 30 ml. However, this lack of accuracy may be 
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LOAF VOLUME FOAMING VOLUME 

Fig, 1. Relation of objective tests to foaming and loaf volume measurements. 
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FOAMING VOLUME 

Fig. 2. Relation between Joaming volume and loaf volume measurements oj dried egg. 

attributable to the large experimental error in determining loaf volume 
(standard deviation for replicate loaves 30 ml.; 10% of the mean). Foaming 
volume was measured with much greater accuracy (standard deviation, 6 ml.; 
2% of the mean). In addition to these considerations, foaming volume was 
more practical for laboratory use; less time and less complicated apparatus 
were required for making a determination. Therefore it was concluded that 
foaming volume was the most satisfactory of the methods used in this study 
for evaluating the baking quality of dried whole egg powder. 
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PREPARATION OF IRISH MOSS EXTRACTS FOR USE AS A 
JELLING AND STABILIZING AGENT IN FOODS 1 

By C. O. Fulton 2 and Miss B. Metcalfe 3 

Abstract 

Bleached Irish moss suspended on 40-mesh screens \va-> extracted three times 
with water at 212° F. (100° C\). The second and third extract* were used for 
extracting fresh batches and by this method solutions containing 1 5 to 1 8% 
solids were obtained. One percent of activated charcoal mixed with the solution 
by agitation with air for one-half hour adsorbed all detectable flavours and odours 
and most of the pigment. The charcoal and suspended plant particles were 
removed simultaneously by filtration at 50 to 60 lb. pressure with diatomaceou* 
earth of relatively large particle siz<\ Potassium chloride (0 5 gin. per 100 ml.) 
was added to the hot filtrate, which was then poured into galvanized iron trays, 
allowed to gel, and frozen in air at 10° F. ( —12°C.). The ice was separated 
mechanically from the contracted sheet of jelly, which lost on the average 00% 
of the water. At room temperature the rubber-like contracted sheet of jellv was 
dried, by means of a fan, to a residual moisture content of 8 t<» 10% in about 
two hours. The dried sheet was coarsely ground in a Y\ ile> mill 

The resulting product employed in jellied canned chicken was preferred to an 
agar-agar pack hv a consumer’s taste panel. In grape jellv it was not a complete 
substitute for pectin but was considered acceptable as a fruit jelly. In three 
standard desserts it was not as desirable as gelatine but was considered acceptable 
as a jellied dessert. The material w'as effective in stabilizing chocolate milk 
in the same concentration as a commercial product now' on the market. 

Introduction 

For many years the hot water extract (gelose) of the seaweed, Irish moss 
(Chondrus crispus ), has had numerous uses. In pharmaceutical preparations 
it has been used as an emulsifying agent. It has been employed as a fining 
agent in brewing, a sizing agent in the textile industry, and a thickening agent 
for cold water paints. 

In the food industry its chief use in recent years has been as a stabilizer for 
chocolate milk drinks. For this purpose 0.045% is, on the average, sufficient 
for satisfactory stabilization, and flavours imparted by the gelose are not 
detectable in the final product. The use of the extract in jellied food products 
was first suggested in a patent by Leon (4) who indicated that concentrations 
of from 1 to 2% and the presence of a potassium salt were necessary for satis¬ 
factory gels. He also stressed that for jellied food products the extract must 
be treated with charcoal before drying. 

The claims of Leon were confirmed by Reedman and Buckby (7) who suc¬ 
cessfully used dried charcoal-adsorbed extracts as a substitute for agar-agar 
in canned chicken and showed that up to 0.5% the addition of potassium 
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chloride to a solution of gelose increased the gel strength in a straight line 
relationship. However, to obtain satisfactory gels they relied solely on the 
natural potassium salts present in chicken broth. Their laboratory process 
produced a very pure extract, but, owing to the cost of drying extracts con¬ 
taining 0.33 to 0.46% solids, the procedure as such did not show evidence 
of being commercially feasible. 

The object of the investigation described herein was to evolve better methods 
of extraction and filtration; to explore drying techniques other than spray, 
drum, and tunnel drying; to assess the usefulness of the product as a substitute 
for agar-agar, pectin, and gelatine; and to determine whether a product with 
high jelling properties could also be used as a stabilizer for chocolate milk 
drinks. The value of the material as a substitute for agar-agar was deemed 
most important in view of the wartime scarcity, but the production of a product 
of general value as a jelling and stabilizing agent was the over-all objective. 

Experimental Procedure and Results 

Production of Dried Extracts 
Preparation of Sample 

Dried extracts from bleached moss are lighter in colour than those from 
unbleached moss, and therefore more desirable for commercial purposes. 
Thus the data contained herein apply chiefly to sun-bleached moss from the 
province of Prince Edward Island. The unrefined moss as received contains 
sea-water salts and extraneous matter most of which can be washed off with 
cold water. Since Haas and Hill (3) have indicated that Irish moss contained 
both cold-water - and hot-water-soluble polysaccharides, experiments were 
made to compare the gel strengths of the two fractions. - 

The apparatus for determining gel strength has been described elsewhere (6). 
Duplicate determinations were made on quadruplicate samples of 100 ml. of 
gel that had been allowed to set in sealed 7 oz. lacquered cans for 18 hr. at 
45° F. (7° C). 

Preliminary tests showed that a 2% solution of the alcohol precipitate of the 
solids extracted at 70° F. (21° C.) (the cold fraction) had approximately one- 
sixth the gel strength of a 2% solution of the alcohol precipitate obtained by 
extracting the remaining solids in water at 212° F. (100° C.) (the hot 
fraction). Also since the solids extracted at 70° F. (21° C.) represent a small 
fraction of the total extractable solids, the total fraction produces gels suffi¬ 
ciently strong for practical purposes. This can be seen in Fig. 1 in which the 
unautoclaved gel from the hot fraction has a gel strength of 118 units, whereas 
the gel from the total fraction has a gel strength of 105 units. After the heat 
treatment the samples in 7 oz. air-exhausted sealed cans were cooled imme¬ 
diately by the introduction of cold water into the retort. After removal from 
the retort the gels were handled as described above before the gel strength 
determinations were made. 
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Further, it was found that the fraction extracted at 70° F. (21° C.) had the 
property of stabilizing chocolate milk; and thus to obtain an extract that was 
satisfactory for producing gels and had maximum stabilizing ability, the total 
fraction, i.e. the hot and cold extract combined, was the material studied in 
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Fig. 1. The effect of a temperature of 250° F. (121° C.) on the gel strength and viscosity of 
two concentrations of both the total and hot fractions. The points plotted are the averages of 
eight measurements . 
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this investigation. It was found that a 10 min. preliminary spraying of the 
bleached moss with water at a temperature not higher than 45° F. (7° C.), 
-washed off sand and sea water salts together with the brownish-yellow oxidized 
surface of bleached moss and resulted in purer, more colourless extracts; so 
that strictly speaking the “total fraction” alluded to above refers to the hot- 
water-soluble material obtainable after the moss has been thoroughly sprayed 
for 10 min. with water at a temperature not higher than 45° F. (7° C.). 

Extraction 

Extensive preliminary tests of the effects of time and temperature on the 
properties of gelose indicated that the conditions for extraction should be 
set at not longer than two and one-half hours at a temperature of 212° F. 

(100° t\). 

Reedman and Buckby (7) obtained solutions with 0 33 to 0 47% solids. 
The amounts extracted were small because of filtration difficulties. These 
were assumed to be due to the high viscosity of the solution but in the present 
investigation it was found that they were caused chiefly by the concentration 
of insoluble suspended particles. This is illustrated by the following experi¬ 
ment: 6 gm. of moss was extracted in 300 ml. of hot water by vigorous 
agitation with a stirring motor. The larger insoluble portions of the extracted 
plant were removed by forcing the mixture through a 40-mesh screen, and 200 
ml. of the resulting suspension containing 1% Johris-Manville No. 545 filter- 
aid required 95 sec. to filter through 19 sq. in. of canvas at a pressure of 20 
lb. and a temperature of 200° F. (93° (\). The same volume of the filtered 
solution was refiltered under the same conditions in six seconds. Therefore, 
since the viscosity of each solution was theoretically the same, the tremendous 
difference in filtering time was due to the high concentration of suspended 
particles. It was found that if the whole plant weie extracted in circulating 
hot water and not broken up by the agitation of a stirring motor, most of 
the soluble solids could be extracted and the concentration of suspended 
particles minimized so that filtration could be readily accomplished. 

Accordingly, a cubical steam-jacketed extractor was constructed with a 
capacity of 53 kgin. of hot water at 212° F. (100° C.). Eight 40-mesh screens, 
13.5 in. square, were soldered to \ in. angle-irons to form trays. These slide 
into the extractor on ledges at 2 in. intervals. When the gasket-covered 
removable end of the extractor is bolted on, the trays are forced against a 
gasket at the other end, to prevent liquid flowing around the ends of the trays 
instead of through them. The half inch contact between the angle-irons and 
the ledges tends to prevent the liquid flowing around the sides of the trays. 
The bottom of the extractor slopes from the sides and ends to an outlet at 
the centre. The space between the first screen and the bottom enables the 
liquid in the extractor to be pumped out and circulated back into the top by 
means of evenly spaced inlets. On each of the 40-mesh trays are placed 
16-mesh screens, separated from the trays by lengths of £ in. wire soldered 
to the under surface. The coarse screens tend to keep the bulk of the moss 
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off the fine screens, an arrangement that prevents clogging and facilitates 
draining. 

A quantity of dry Irish moss equal to 3% of the weight of the hot water 
capacity of the extractor was divided into equal portions and placed on eight 
trays. The moss was thoroughly sprayed with cold water as described above, 
evenly distributed over the surfaces of the trays, and placed in the extractor. 
The extractor was then filled with water at 212° F. (100° C.) and the tem¬ 
perature maintained by steam flowing through the jacket. The hot water 
was circulated through the screen-held moss for one hour. It was then 
pumped out. This represents the first extraction, and contains from 1.50 
to 1.69% solids. However, a considerable volume of liquid fails to drain 
away from the moss-covered screens, so the extractor was filled from the 
bottom with water at 190° F. (78° C.) and extracted as before for 15 min. 
The combined second and third extracts, containing 0.65% solids, w r ere 
heated to 212° F. (100° C.) and used to extract a fresh batch of moss weighing 
2% 7 of the hot water capacity of the extractor. This procedure readily built 
up a solution containing 1 .8% solids after one hour at 212° F. This method 
gave yields of 40 to 45%. 

It can thus be seen that by applying a modified counter-current system of 
extraction to Irish moss suspended in tanks on 40-mc k sh screens, readily 
filterable solutions containing 1.5% solids can be obtained. If screens were 
not used it would be impossible to circulate water through the impenetrable 
mass of pulp-like moss, and, as already pointed out, agitation results in 
filtration difficulties. 

Adsorption 

The extract obtained a k s described above has an unpleasant odour and 
taste, and is unsuitable for making edible gels. Taste panel tests with three 
dried extracts now f on the market showed them unsuitable for use in jellied 
chicken. These products are not treated with charcoal. 

In the present investigation five different charcoals were tested and Darco 
5-51 was selected on the basis of effectiveness, economy, and availability. It 
was found that this charcoal could be removed by adding 1.5% Johns- 
Manville No. 545 filter-aid and filtering through canvas cloths evenly pre¬ 
coated with a | in. layer of Johns-Manville Hyflo filter-aid. This cannot be 
accomplished if, during adsorption, the solution is subjected to vigorous 
agitation, if it is passed through a centrifugal pump, or otherwise subjected to 
violent motion. 

Accordingly, the hot solution from the extractor containing 1.6 to 1.8% 
solids was placed in a steam-jacketed vessel, 1 gm. of Darco 5-51 per 100 ml. 
of solution was added and mixed for one-half hour by bubbling air into the 
base of the vessel. The viscous stabilizing nature of the solution tends to 
prevent charcoal from settling and the agitation from the air is sufficient 
to produce homogeneity and yet not unduly reduce the particle size of the 
carbon. 



278 


CANADIAN JOURNAL OF RESEARCH. VOL. 23, SEC . F. 


Filtration 

The filter press used was a four-plate, steam-jacketed model of standard 
design with eight filtering surfaces 4^ by 4| in. These were given the filter- 
aid precoat mentioned above; this was prevented from dropping off the 
cloths by blowing air at 20 lb. pressure through the press until the solution 
to be filtered was switched into the line at a higher pressure. If the precoat 
fails to cover the cloths completely the first portion of the filtered solution 
will be grey in colour owing to small charcoal particles, and subsequent filtering 
through a precoat of Hyflo filter-aid fails to remove them. 

Two grams of Johns-Manville No. 545 filter-aid per 100 ml. was added to 
the liquid after charcoal adsorption, and thoroughly mixed by agitation with 
air. The mixture was allowed to How by gravity into the blow case, and the 
charcoal and insoluble plant particles were filtered out simultaneously at a 
pressure of 50 to 60 lb. The filtered solution is tasteless and odourless but is 
slightly yellow in colour when viewed at depths greater than 5 in. When 
dried and ground the material has a slightly grey appearance' indicating that 
probably very small.amounts of charcoal remain in the solution after filtration. 

Drying 

The procedure finally adopted was as follows: to the hot charcoal adsorbed, 
filtered liquid containing 1 6 to 1 8% solids (previously determined) was 
added a hot solution containing one part potassium chloride for every three 
parts of solids in the extract. The hot solution was stirred vigorously for 
five minutes to ensure complete mixing. After this addition the total solids 
concentration must not be lower than 2%. It is necessary to add hot potas¬ 
sium chloride solution to hot gelose to prevent the formation of lumps of jelly 
that require much heat and agitation to dissolve. With some extracts a 
slight precipitate formed after the addition of potassium chloride, especially 
if the solution remained hot for periods of longer than one-half hour. For 
the production of edible gels this precipitate lias no practical significance, but 
if the material is to be used for bacteriological media the precipitate must 
be removed by filtration. 

The extract was then poured into galvanized iron trays 33 by 20 in. to a 
depth of f in. in a room at 45° F. (7° C.) and as free from dust as possible. 
The trays of clear, colourless, extremely firm jelly were then placed on wooden 
racks at 10° F. ( — 12° C.) and left in the freezing room until the temperature 
of the jelly was just below 32° F. (0° C.). Then a handful of crushed ice was 
scattered over the surface to prevent supercooling. When freezing is com¬ 
plete a concentrated layer of potassium chloride and gelose is sandwiched 
between two layers of almost pure ice. The ice can be cracked and removed 
leaving the rubber-like concentrated gelose-potassium-chloride sheet in one 
piece. Table I gives the percentage of water lost by freezing at different 
temperatures and depths of gel and show's that at 10° F. ( — 12°C.) and a 
depth of -g in. the highest percentage of water was lost. Table II shows 
that the resulting product contains about 80% moisture. At room temp- 
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TABLE I 

Effect of temperature and depth of gel on water lost in freezing 


Temperature, 

°F. 

Depth of 
gel, 
in. 

Weight of 
j<‘Uy, 

oz. 

Weight of wet 
gelose-potassium- 
chloride layer 
after ice removed, 
oz. 

Water lost 
during freezing 
process, 

Zo 

20 

1/4 

88 

8 

91 


3/8 

120 

12 

91 


1/2 

177 

18 

i 

90 

10 

1/4 

82 

6 

93 


3/8 

130 

8 

04 


1/2 

154 

10 1 

94 

0 

1/4 

| 00 

1 

12 I 

87 


3/8 

134 

34 

75 


1/2 

170 

75 

58 


TABLE II 

Kf.SI Lis IN DUmOUF OI- DRV ING ifOT SOLUTIONS COMAIM\'<. 1 GELOSI \\I) 0 5% 

POI VSSlt M CHLORIDE JIY TWO I)IM r l£RI*NT Htl'EZING I F<. HNl^X’l S \l 20 F. ( — 7 * C 


Items considered 

Ice removed 
mechanically 
in the cold 

Ice renim ed bv melting 
in air at 70° F. (21 ' C.) 
(Japanese agar method) 

Wt. of hot solution, gm. 

400 

400 

i 

400 

400 

Wt of jellv alter setting at room temp., 
gm. 

383 

LS(> 

388 

3S7 

Wt. of tra\ contents after freezing, gm. 

367 

368 

3<> 9 

369 

Wt. ol water lost l>v lree/ing, gin. 

328 

328 

232 

218 

Water lost during freezing process, % 

90 8 

00 3 

66 5 

65 0 

Wt of resulting product, irm. 

37 

30 

134 

140 

Moisture content of resulting product, % 

78 3 

70 4 1 

04 0 

01 3 

Drying time (fan, at room temp.), hr. 

22 2i 

44 

4? 

Wt. of dried product, gm. 

8 8 

8 0 

7 6 

7 7 

Final moisture content, % 

8 

8 

8 

8 

Jelly strength of 2% solution after recon¬ 
stituting, gni. of mercury 

i 

142 

t 

61 


erature the sheet was dried, by means of a fan, to 8 to 10Vr moisture in 
about two hours. 

In the freezing technique described above there are two pit falls. One is 
supercooling and the other the seemingly random formation of ice crystals 
within the concentrated sheet of jelly. If the surface of the gel is not seeded 
with ice crystals it becomes supercooled and when freezing occurs, micro¬ 
crystals are formed throughout the whole gel structure and mechanical 
separation is impossible. Continuous agitation of the trays during cooling 
and freezing to prevent supercooling was not as successful nor as simple 
as seeding with small pieces of ice. 




280 


CANADIAN JOURNAL OF RESEARCH . VOL. 23. SEC. F. 


The presence of many entrapped ice crystals causes drying difficulties: 
mechanical separation of the ice and jelly layers is hindered by protruding 
crystals, drying time is increased, and some potassium chloride and cold- 
water-soluble gelose is lost when the crystals melt. 

The greatest single factor causing this undesirable condition is a low jelly 
strength that may be due either to low concentrations of gelose or potassium 
chloride, or to gelose that has been damaged by too much heat. Fig. 1 
shows the effect of heat and time on gel strength and viscosity: gel strengths 
of 100 units and up were most suitable; gels weaker than 100 units had progres¬ 
sively more entrapped crystals; and at a gel strength less than 55 units neither 
the hot fraction nor the total fraction could be satisfactorily dried by the 
freezing technique. 

Entrapped crystals were also caused by the following treatments: 


Treatments 

Effects 

Pin-pricks in jelly surface 

Crystals 

Floor dust on tray before pouring 

sprinkled on solution before setting 
sprinkled on jelly after setting 

Many crystals 
Manv crystals 

No effect 

Iron filings mixed with hot gel 

Many cn ^tals 

Sawdust mixed with hot gel 

Manv crystals 

Control 

Two crystals 


In the freezing technique described the potassium-chloride-gelose mixture 
contained 0.5% potassium chloride, because in preliminary taste panel tests 
it was found that above this level potassium chloride is unpleasantly salty 
and to some palates slightly bitter. 

The goal of a ‘perfect freeze’, i.e. one in which no ice crystals were entrapped, 
occurred with two out of 20 batches even when no precautions were taken to 
prevent dust falling on the freshly poured trays, and depths up to \ in. were 
frozen at 0° F. (~18°C.), 10° F. (-12° C.), and 20° F. (-7°C.). These 
perfect batches contained 1.5% gelose and 0.5% potassium chloride and did 
not have an unusual jelly strength. It would seem therefore that there are 
unknown factors inherent in the gelose that cause variations in the number 
of crystals entrapped while freezing. However, the results given in Table I 
are representative of what is achieved on the average by the freezing technique 
described. 

Table II compares the method of freezing and drying described above to 
the method used in Japan for Japanese agar. It can be seen that mechanical 
separation of the ice rather than the melting of the ice is essential with Irish 
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moss in order to prevent loss of potassium chloride and the cold-water-soluble 
fraction. Another advantage is that the jelly does not imbibe melted ice, 
which must eventually be evaporated. 

After drying, the sheets were coarsely ground in a Wiley mill, for it was 
observed that finely ground material had a tendency to form lumps when 
mixed with water. 

Properties of the Dried Product 

This product dissolves in water at 160° F. (71° C.) without lumping and in 
this respect is superior to the commercial preparations now available. 

A 2% gel melts between 130° F. (54° C.) and 140° F. (60° C.) and sets 
between 100° F. (38° C.) and 110°F. (43° C\). As shown in Fig. 1 the gel 
strength is slowly reduced by high temperature whereas the viscosity as 
measured in seconds through a 100 ml. Dudley pipette at 131° F. (55° C.) is 
rapidly reduced. 

Perhaps the most drastic heat treatment to which the product might be 
subjected would be in the preparation of 6-lb. tins of jellied canned pork, 
which are sterilized at 230° F. (110° C.) for 200 min. Pork broth was not 
available; chicken broth at a lower pH was substituted, and the effect of the 
time-temperature conditions of the canned pork process was determined on 
the Irish moss preparation. Fig. 2 shows the loss in gel strength of two con¬ 
centrations of commercial shredded agar and two concentrations of Irish moss 
extract. Under these conditions agar is more stable, yet at the end of the 
treatment the Irish moss gel was sufficiently strong at the 2% level to main¬ 
tain its structure in air at 120° F. 



Fig. 2, The effect of prolonged heat treatment {230° F. or 110° C.) on the gel strength of 
two concentrations of both agar-agar and the total fraction of the Irish moss preparation. 
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Uses 

As a Substitute for Agar-agar in Jellied Meats 

Grade A milk-fed chickens were prepared by standard methods (1). After 
cooking, the meat was removed from the birds, pooled, and 3§ oz. of meat, 
half light and half dark, packed into 7 oz. cans. One per cent of sodium 
chloride was added to the broth, which was then divided into two portions. 
To one was added 2 gm. per 100 ml. Irish moss preparation (approximately 
69% gelose, 23%, potassium chloride, and 8% moisture) and to the other 2 gm. 
per 100 ml. commercial shredded Japanese agar. Three and one-half ounce 
portions of each of these broths were added to cans containing meat. The 
cans were placed in flowing steam for 15 min., closed, and retorted 45 min. 
at 250° F. (121° C.). 

A can of each product was given, together with a questionnaire, to 20 
families, and 45 persons sampled the canned meats in their homes at meal 
time. The Irish moss preparation was preferred by 71%, 18% preferred 
agar, and 11% could find no difference. Since the gel strength of the moss 
preparation after retorting was weaker than that of agar, it was thought that 
perhaps the preference was given to Irish moss because it was softer and more 
reminiscent of gelatine. Accordingly, a similar pack w T as prepared except 
that the broth had 1 \ gm. of agar per 100 ml. This was compared to the 
Irish moss preparation by a group of 13 Dominion Government poultry 
inspectors: 64% preferred the moss preparation and 36%, the agar preparation. 

As a Substitute for Bacteriological Agar 

Walker and Day (8) tested commercial ‘Carragar’ for its bacteriological 
potentialities. Since this product contained only a small amount of potas¬ 
sium chloride, gels as strong as agar were not obtained and the fortification 
of the product with a small quantity of agar w^as recommended. 

The physical properties of the product described herein indicated tw r o 
slight disadvantages for bacteriological w'ork. One is the fact that the melting 
point of even a 2%, solution that had been autoclaved 20 min. was between 
122° F. (50° C.) and 140° F. (60° C.). This indicates that the product could 
not be used for the isolation of thermophiles. This disadvantage is partially 
balanced by the fact that unusual solid media, containing heat coagulable 
substances such as serum, could be remelted in a water-bath at 131° F. (55° C.) 
and used again for the isolation of mesophylic and psychrophylic organisms, 
whereas the high melting point of agar makes such a procedure impossible. 

Another .slight disadvantage is indicated in Fig. 1. The viscosity of a 1|% 
solution after 20 min. autoclaving is 42 sec. at 131° F. (55° C.) whereas that 
of 1|% agar under similar conditions is 35 sec., and of water 34 sec. Thus 
the ‘poured plate’ technique would require more thorough mixing than is 
necessary with media containing agar, but this disadvantage is not considered 
serious. 

A solution containing \\% Irish moss preparation, w r hich under normal 
atmospheric conditions contains 8% moisture, would be composed of 1.035% 
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gelose and 0.345% potassium chloride. It is our opinion that this concen¬ 
tration of potassium chloride would not have a significant effect on the 
morphological or physiological characteristics of micro-organisms. 

As a Substitute for Gelatine 

Four gelatine desserts were prepared from standard recipes. The same 
desserts were prepared using the Irish moss preparation. Gelatine was 
preferred by 67% of 16 tasters, but all stated that the other samples were 
acceptable as jellied desserts. To gel 100 ml. of liquid with gelatine required 
1.5 gm. To give a gel of the same volume with approximately the same 
strength required 0.6 gm. of the moss preparation. Tasters preferred the 
texture of the gelatine desserts, which seemed less brittle than those of Irish 
moss. On the basis of flavour and appearance there was no significant dif¬ 
ference between the two. When the moss preparation was beaten with egg- 
white, and allowed to stand in the cold over-night, undesirable syneresis 
occurred. 

As a Substitute for Pectin 

Since sugar and acid are not necessary to make jelly from Irish moss, it 
was thought that a superior jelly with more natural fruit flavour could be pre¬ 
pared. Taste panel results contradicted this supposition, for the flavour 
produced by the combination of the high sugar and acid content of pectin 
jellies was preferred by 94% of 16 tasters. When 50% by weight of sucrose 
was added to grape juice with the moss preparation the jelly was too sweet. 
If the equivalent weight of citric acid found in pectin jellies was added, and 
the jelly boiled one minute for sterilization purposes, the moss preparation 
failed to gel on cooling. 

In grape juice the nearest approach to the flavour of a pectin jelly was 
obtained by adding 30% sugar and relying on the natural acids in the juice 
to produce tartness. Kven under these conditions 75%) of 16 tasters preferred 
pectin jelly. However, 81% classed jellies made from Irish moss as acceptable. 
To gel 100 ml. of juice containing 50% by weight of sugar required 7.8 gm. 
of pectin crystals. To gel 100 ml. of juice containing 30% sugar by weight 
required 1 gm. of moss preparation or approximately one-eighth as much. 

As a Stabilizer for Chocolate Milk Drinks 

A comparison between the stabilizing properties of the present preparation 
and a dried commercial extract by a procedure described in a personal com¬ 
munication kindly sent by the Kraft Cheese Company, showed no difference 
between the two products, 0.225 gm. per 500 gm. of milk being required for 
complete stabilization, in both instances. Since the commercial product did 
not contain added potassium chloride, and had 6% moisture as compared to 
8%, it would seem that the actual gelose in our preparation was superior as a 
stabilizer. The reason for this may be that the high temperatures used to 
dry the commercial extracts are detrimental, but time did not permit this 
point to be investigated. 
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Other Uses 

Attempts were made to ascertain if edible solutions such as extracts of tea, 
coffee, or ground beef, and slurries such as finely ground beef, carrots, yeast 
cells, tomato juice, and orange juice could be dried by the freezing technique. 

Accordingly 2 gm. of moss preparation per 100 ml. of solution was added 
at room temperature, thoroughly mixed, and permitted to stand for 20 min. 
The standing period of 20 min. caused the granules of the Irish moss prepara¬ 
tion to swell and resulted in a shorter heating period to effect solution, a few 
minutes at 160° F. (71° C.) being sufficient. The solution was then poured 
into trays, allowed to set in the usual manner, frozen at 10° F. (—12° C\), 
and the concentrated sheet of solids removed and dried. All of the above- 
mentioned materials could be successfully dried by the freezing method except 
tomato juice and orange juice, which failed to separate on freezing possibly 
because the natural acids weakened the gel structure during the heating period. 

Discussion 

Of the various steps in the procedure for obtaining the Irish moss prepara¬ 
tion perhaps the freezing technique is deserving of further elaboration. Within 
wide limits the behaviour of gels from Irish moss extracts on freezing corre¬ 
sponds to the observations on gelatine made by Moran (5) whose results 
correspond within narrow' limits to those of Gryuner and Gorshkov (2) for 
the freezing of agar-agar jellies extracted from Anfeltia plicata [s/r]. 

Moran concluded that when gelatine gels are frozen there are two different 
sites of crystallization centres; those that are inside the jelly and those that 
are outside. The site of crystallization depended on the jelly strength and 
on the speed of freezing. In jellies with a gelatine content lower than 12% 
the internal centres of crystallization become more active. When 12% jellies 
were rapidly frozen by immersion in liquid air no ice formed on the surface. 
At temperatures from 12.2°F. (—11° (\) and up, progressively more ice formed 
on the surface than on the inside, until at 27.6° F. ( — 2° C\) a thick layer of 
ice formed on the surface with no ice inside. 

Gels from Irish moss apparently differ from those of agar and gelatine in 
that, on freezing, centres of crystallization can be induced to form only on the 
surfaces at far lower temperatures, 0° F. ( — 18° C.) having been occasionally 
recorded as compared to 27.6° F. ( — 2° ('.) for Moran’s gelatine and 23° F. 
( — 5° C.) for the agar used by Gryuner and Gorshkov. Since neither Moran 
nor the Russian workers mention taking steps to prevent supercooling, it was 
thought that the present method of freezing applied to agar would prevent 
the formation of internal centres of crystallization at lower temperatures. 
This, however, w r as not the case, although small amounts of surface ice did 
appear on agar gels at concentrations of 1, 1^, and 2% frozen in air at 20° F. 
(-“7° C.). Zhelezhov (9) states that the freezing out of agar gels depends on 
the salt concentration, yet in our experience the addition of sodium or potas¬ 
sium chloride to agar gels and the application of ice crystals to prevent super- 
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cooling did not result in ‘freezes’ from which agar and ice could be readily 
separated without melting away the ice. Therefore it would seem that the 
difference between the conditions necessary for ideal freezing of Irish moss 
gels and those for gelatine and agar gels is due to inherent and unique proper¬ 
ties of the polysaccharide. 

If full advantage were taken of Canadian winter conditions to supplement 
refrigeration it is thought possible that a satisfactory jelling and chocolate 
milk stabilizing product could be manufactured on the commercial scale by 
the freezing method. 
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III. EFFECT OF MOISTURE CONTENT ON KEEPING QUALITY 1 
By J. B. Marshall 2 , G. A. Grant 3 , and W. Harold White 4 

Abstract 

Ground biscuits made with two types of shortening: were adjusted to moisture 
contents of approximately 0, 3, 6, 9, 12, 15, and 18% and stored at 43 3° C. 
(110° F.) for 56 wk. Keeping quality was assessed bv flavour tests, peroxide 
oxygen, pH, and fluorescence measurements. Although the behaviour of the 
biscuits was similar, and variations in moisture content had small effect on 
flavour scores, Biscuit A, made with the more stable shortening, gave differen¬ 
tially higher scores at moisture levels below 6%. The evidence from the 
objective measurements indicated also that a moisture content of about 6% 
was most suitable for storage. Changes in the fat component as measured by 
peroxide oxygen were inhibited as the moisture content was increased over the 
range studied. The formation of fluorescing substances reached a maximum at 
a moisture content of 12% and decreased somewhat at higher levels. 


Introduction 

The preservation of foodstuffs by dehydration depends primarily on the 
reduction and control of moisture content (5, 7). In the first paper of this 
series it was shown that the storage life of ration biscuits containing protein- 
rich supplements could be extended by maintaining the moisture content 
below 6%. It w r as assumed that deterioration of the protein and carbo¬ 
hydrates preceded that of the fat fraction (4). However, it has been reported 
that more rapid deterioration of the fat occurred in milk (3) and in grain 
products (1) when the moisture content was reduced, and in ground cracker 
material stored over concentrated sulphuric acid (6). Thus for material of 
mixed composition, such as ration biscuits, the most satisfactory moisture 
content for storage should be one that achieves a balance between the rates 
of deterioration of the fat and non-fat components. The present study was 
undertaken to ascertain this optimum moisture content. 

Materials and Procedure 

The biscuits were prepared by a commercial manufacturer according to a 
simple formula consisting of 50 lb. of soft wheat flour, 5 lb. of shortening, and 
6oz. of soda. Two types of shortening were used, (-4) a highly stable hydro¬ 
genated vegetable oil product and ( B) a much less stable, compounded animal- 
vegetable shortening, the biscuits made with these shortenings being design¬ 
ated Biscuit A and Biscuit B respectively. Samples of the biscuits were 
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ground mechanically and adjusted to moisture levels of approximately 0, 3, 
6, 9, 12, 15, and 18% by the method described for dried whole egg powder 
(7). Calcium chloride was replaced by phosphorous peroxide to obtain the 
two lowest levels. The actual values are given in Table I. Samples of about 

TABLE I 

Moisture contents of biscuits 


Biscuit 

Moisture contents, % 

A 

0.2 

3.1 

5.9 

9.0 

12 0 

14.9 

17.8 

B 

0.2 

3.0 

6 3 

9.0 | 

12 0 

15 0 

18 0 


100 gm. of the adjusted material were placed in glassine bags to prevent direct 
contact with the tin-plate containers (No. 1 size cans) in which they were 
hermetically sealed, and stored at 43 3° C. (110° F.) Material for initial 
examination and 10 sampling times were provided for each biscuit at each of 
the above moisture contents. 

Changes in the palatability of the material during storage were assessed 
by a panel of 16 tasters who scored the samples according to the following 
scale: 10, excellent, fresh flavour and odour; 8, good, no off-flavour or odour; 
6, fair, slight off-flavour and odour; 4, poor, marked off-flavour and odour; 
2, very poor, offensive flavour and odour; 0, inedible. 

Objective measurements of deterioration were made by determining the 
peroxide oxygen values of the extracted fat and the development of fluorescing 
substances by methods used in previous studies of this series (3, 5). The pH 
of the sodium chloride extracts used in making the fluorescence measurements 
was also measured. 

Results 

The results of flavour score, fluorescence, and pH measurements are sum¬ 
marized in Table II to indicate the general effect of moisture content and 
storage time on the biscuits. The biscuit means are averages over all sample 
times and moisture levels; those for moisture content and storage time are the 
averages of the marginal totals of data summary Tables V, VI, and VII, 
given in the Appendix. This method of presentation provides a convenient 
condensation of the data for the entire experiment in a manner that shows the 
effects of the experimental variables. The significance of these was assessed 
statistically by means of analysis of variance shown in Table III. 

The peroxide oxygen results given in Table IV were omitted in the summary 
Tables II and III as the data are not amenable to analysis of variance. 

Flavour 

Biscuit A made with the more stable shortening had a higher mean flavour 
score than Biscuit B made with the compound animal-vegetable shortening. 
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TABLE II 

Mean values of flavour scores, fluorescence, and pH measurements of biscuits 

STORED AT 43.3° C. (110° F.) 



Flavour 

Fluorescence 

pH 

Variable 

Biscuit 

Biscuit 

Biscuit 

Biscuit 

Biscuit 

Biscuit 


A 

B 

A 

B 

A 

B 

Material* 

6.6 

6.1 

39.0 

36.0 

7.37 

7.37 

Moisture, %** 







0 

7.1 

5 9 

35.5 

32 0 

7 06 

7.48 

3 

7.1 

6 0 

35.9 

33.2 

7.46 

7.48 

6 

6.7 

6.2 

37 8 

34 2 

7.46 

7.40 

9 

6.7 

6 2 

42.1 

39.3 

7.44 

7 36 

12 

6.5 

6 2 

44 5 

41.5 

7.37 

7 34 

15 

6.4 

6.2 

39 7 

37 5 

7 44 

7.32 

18 

5.9 

5.7 

37.2 

34.6 

7 30 

7 28 

Time, wk.*** 







Initial 

8.0 

7.9 

34.4 

30.0 

7.88 

8 05 

2 

8 0 

7 2 

31 1 

28 2 

7.51 

7.61 

4 

7.4 

6.5 

41 0 | 

36 4 

7.39 

7.40 

6 

7 2 l 

6.6 

38.3 

33 5 | 

7 24 

7 21 

8 

7 4 | 

6 4 

40 3 

36 5 ! 

7 48 

7 49 

12 

7.2 

6.3 

40 0 

35.6 

7 54 

7 54 

18 

6 2 

5 5 

34 2 

30.6 

7 06 

7.28 

24 

6 4 

5 9 | 

40 0 

36 9 

7.44 

7 46 

32 

6 3 

6.2 

44 0 

43 6 

6 98 

6 73 

44 

3.3 

2 9 

42 4 

43 4 

7 02 

6 92 

52 

5 6 

5 5 

43 5 ! 

i 

41.4 i 

7 44 

7.45 


* Data averaged for all moisture levels and sampling times. 
** Data averaged for all sampling times. 

*** Data averaged for seven moisture levels. 


TABLE III 

Analyses of variance of flavour scores, fluorescence values, ant> pH data for 

BISCUITS, ADJUSTED TO VARIOUS MOISTURE CONTENTS AND STORED 

AT 43 3° C. (110° F.) 


Source of variance 

Degrees 

of 

freedom 

Mean squares 

Flavour score 

Fluorescence 

pH 

Biscuil s 

1 

11.56* 

333.13** 

0.08 

Sampling times 

10 

23.21** 

300.74** 

1 31** 

Moisture levels 

6 


253.66** 

0.11 

18% vs. others 

1 

8.15* 



Others 

5 

0.18 



Biscuits X times 

10 

0 37* 

12.05* 

0.05 

Biscuits X moisture levels 

6 

1.00** 

1.28 

0.17 

Moisture levels X times 

60 

0.21** 1 

18.65** 

0.06 

Biscuits X moisture levels X 


j 



times 

60 

’ 

0.12 ! 

4.96 

0.12 


* Indicates 5% level of significance. 

** Indicates 1% level of significance. 
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TABLE IV 


Peroxide oxygen values (ml. 0.002 N thiosulphate per gm.) of fat extracted from 

BISCUITS ADJUSTED TO VARIOUS MOISTURE CONTENTS AND STORED 

AT 43.3° C. (110°F.) 


Storage 

Moisture content, % 

time, 

wk. 

0 

3 

6 

9 

12 

15 

18 


Biscuit A 


Initial 

0 

0 

0 

0 

0 

0 

0 

2 

0 

0 

0 

0 

0 

! 0 

0 

4 

4 

2 

0 

0 

0 

0 

0 

6 

8 

6 

0 

0 

0 

0 

0 

8 

12 

8 

0 

0 

0 

0 

0 

12 

16 

12 

6 

0 

0 

0 

0 

18 

28 

18 

10 

0 1 

0 

0 

0 

24 

25 

26 

15 

3 

2 

0 

2 

32 

22 

29 

20 ! 

4 

3 

0 

2 

44 

14 

19 

14 

5 

3 

2 

2 

56 | 

12 

19 

14 

4 

3 1 

2 

2 


Biscuit B 


Initial 

0 

0 

0 

0 

0 

i i 

o 1 

0 

2 

10 

i 8 

4 

0 

0 

0 

0 

4 

20 

18 

10 

0 1 

0 

0 

0 

6 

56 

46 

17 

o ; 

0 

0 

0 

8 

37 

; 28 

32 

0 

0 

0 

0 

12 

26 

1 22 

26 

24 

0 

0 

0 

18 

14 

13 

20 

6 i 

0 

0 

0 

24 

11 

11 

17 

4 i 

5 

2 

? 

32 

8 

11 

16 

4 

7 

0 

0 

44 

12 

13 

13 

7 

2 

4 

4 

56 

11 

12 ' 

1 4 

3 

1 4 

3 

0 


This difference was greater at the lower moisture levels (Fig. 1) and during* 
the first 18 wk. of storage (Table II). Analysis of variance (Table III) 
showed that the two biscuits deteriorated at different rates with time and 



Fig. 1. The effect of moisture content on the mean flavour score. A - Biscuit A; 
O — Biscuit B . 
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moisture content. Although mean flavour scores (Table II) decreased with 
increasing moisture content the only significant difference was between the 
18% level and the others. The anomalous flavour scores at 44 and 56 wk. 
may be accounted for in part by the fact that regular members of the panel 
were on holiday leave. 

Fluorescence 

The development of fluorescing substances was somewhat irregular (Table 
II) but followed a similar trend in both biscuits. Increasing the moisture 
levels resulted in maximum fluorescence values at 12% with a decline at the 
higher levels (Fig. 2). Grouping the data according to similarity of the trends 



Fig. 2. The effect of moisture content on the mean fluorescence \values . A « Biscuit A; 

O = Biscuit B. 

for the sampling times showed that initially and during the first four weeks of 
storage, variations in the moisture content from 0 to 12% had little effect on 
fluorescence values, while above this level the values progressively decreased 
(Fig. 3); subsequent samplings attained maximum values at 12% moisture. 
Analysis of variance established the significance of these trends and the dif¬ 
ferential behaviour of the Biscuits A and B during storage; the latter resulting 
from smaller differences between the material at the later sampling times 
(Table II). 

With these biscuits, fluorescence measurements appear to have measured 
changes that were not detected by the tasters. Biscuit A, having the higher 
flavour score also had higher fluorescence values. 
pll 

The mean values for pH of the saline extracts shown in Table II indicate 
an increase of acidity with storage time, but the data were much too variable 
to establish significant trends. 
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Fig. 3. 7 he effect of moisture content on the development of fluorescence values. O = 

mean for initial, two, and four week samples; A = mean for six and eight week samples; 

□ «* mean for 12 to 56 week samples. 

Peroxide Oxygen 

Data showing the effect of moisture content on the development of peroxide 
oxygen in the fats are given in Table IV. The fats from Biscuit A made 
with the more stable vegetable oil shortening had longer induction periods 
than the fats made from Biscuit B at comparable moisture levels. The latter 
also reached much higher values than Biscuit A before decomposition of the 
peroxides commenced. Moisture content had a marked effect in the region 
of 6 to 9%; the fats from all samples of the 6% or lower being much less stable 
than those of the 9% oi higher. 

Discussion 

The effect of moisture content on the deterioration in flavour of the biscuits 
used in this experiment was not as pronounced as the changes that were 
detected by objective measurements. The results have been presented with¬ 
out attempting to correlate objective and organoleptic data as the latter 
reflect the condition of the entire biscuit at the time of tasting, while peroxide 
oxygen values and fluorescence measurements assess changes in the fat and 
non-fat components. Thus while the development of peroxide oxygen values 
at moisture contents below 6% was accompanied by a decrease in flavour scores, 
flavour also deteriorated at the higher moisture levels, although peroxide 
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oxygen did not develop or accumulate in appreciable amounts. Changes 
assessed by fluorescence measurements were greater at the higher moisture 
levels and had reached considerable magnitude before appreciable flavour 
changes were detected. 

The results of this investigation indicate that a moisture content of about 
6% was most suitable for the storage of the biscuits. 
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Appendix 

TABLE V 

Flavour scores of biscuits adjusted to various moisture contents and stored at 

43 3° C. (110° F.) 


Storage 

time, 

wk. 

Moisture content, % 

0 

3 ! 0 

9 

12 

15 

18 i Mean 

1 


Biscuit A 


Initial 

7 5 

8 2 

i 

! 8 4 

8 1 

7.9 

8 1 

7 7 

8.0 

2 

8 3 

8 4 

8. i 

8 1 

7.7 

7.9 

7.2 

8.0 

4 

8.0 

8 3 

7.9 

7.8 

1.1 

7.0 

6.0 

7 4 

6 

7 8 

7 9 

7.4 

7.3 

7.3 

6.5 

6.1 

7.2 

8 

7 9 

7 9 

7.6 

7.1 

7.1 

7 4 

6.9 

7.4 

12 

7 9 

7.1 

7.1 

7.2 

7.0 

6 3 

6 6 

7.2 

18 

6 7 

6.7 

5.8 

6.2 

5 9 

5.9 

5 9 

6.2 

24 

7.4 

7 4 

6.4 

6.2 

6 0 

6 4 

5.1 

6.4 

32 

6 6 

6 6 

6 3 

6 7 

6.1 

6.3 

5.5 

6 3 

44 

3 9 

3 9 

3.4 

3.4 

3.5 

2.6 

2.4 

3.3 

56 

5 9 

5.5 

5.7 

5.9 

5 6 

5.7 

5.1 

5.6 

Mean 

7 l 

7.1 

6.7 

6.7 

6 5 

6.4 

6.9 ! 

i 

6.6 
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TABLE V —Concluded 

Flavour scores of biscuits adjusted to various moisture contents and stored at 

43.3° C. (110° F .)—Concluded 


Storage 

time, 

wk. 

Moisture content, % 

0 

3 

6 

9 

12 

15 

18 

Mean 


Biscuit B 


Initial 

7.1 

8 1 

8 1 

! 8.2 

7.8 

8.2 

7.6 

7.9 

2 

7.6 

i 7.2 

6.7 

7.4 

6 7 

7 3 

7.3 

7.2 

4 

6.5 

6 6 

6.8 

6 4 

7.1 

6 5 

5.8 

6.5 

6 

6.2 

5.6 

6 9 

6.8 

7.1 

6.8 

6 5 

6.6 

8 

5.8 

6.2 

6 1 

6 3 

7 2 

7 1 

6 2 

6 4 

12 

5.4 

6 1 

6 1 

6 4 

6 6 

6 9 

6.4 

6 3 

18 

5.4 

5.1 

5 6 

5.8 

5 9 

5.4 

5.3 

5 5 

24 

6.8 

6 8 

6 4 

5.9 

4 2 

5 9 

5.1 

5.9 

32 

5.8 

6 3 

6.6 

6.4 

6 6 

6.3 

5.3 

6 2 

44 

3 1 

2 7 

3 1 

3 1 

3.4 

2 5 

2 3 

2 9 

56 

5.4 

5.2 

5 6 

6 0 

5 8 

5 8 

4 9 

5 5 

Mean 

5 9 

6 0 

6 2 

6.2 

6 2 

6.2 

5.7 

6.1 


TABLE VI 

Fluorescence values of biscuit^ adjusted to various moisture contents and stored 

at 43 3° C. (110° F.) 


Storage 

time, 

wk. 

Moi»ture content 

% 


0 

8 

6 

9 

12 

15 

18 

Mean 


Biscuit A 


Initial 

34 

5 

34 

5 

34 

5 

34 

5 

35 

5 

34 

5 

32 

.5 

34 

4 

2 

33 

5 

33 

0 

33 

5 

30 

5 

30 

5 

29 

5 

27 

0 

31 

1 

4 

39. 

0 

41 

0 

41 

0 

40 

5 

45 

5 

40 

5 

38 

5 

41 

0 

6 

37 

5 

37 

0 

35 

5 

40 

0 

43 

5 

38 

5 

36 

0 

38 

3 

8 

36 

0 

38. 

0 

39 

0 

41 

5 

46 

0 

41 

5 

40 

5 

40 

3 

12 

34 

5 

37 

5 

37 

5 

43 

5 

46 

5 

42 

0 

37 

5 

40 

0 

18 

27 

5 

24 

5 

35 

0 

42 

0 

40 

0 

37 

.5 

32 

5 

34 

.2 

24 

33 

0 

34 

0 

38 

0 

46 

0 

48 

0 

42 

0 

38 

0 

40 

0 

32 

40 

.5 

41 

5 

41 

5 

45 

5 

52 

0 

42 

0 

44 

0 

44 

0 

44 

40 

0 

38 

0 

39 

0 

47 

0 

49 

0 

43 

0 

41 

0 

42 

4 

56 

34 

.0 

36 

0 

41 

5 

52 

0 

53 

0 

46 

0 

42 

0 

43 

5 

Mean 

35 

5 

35 

9 

37 

8 

42 

.1 

44 

5 

39 

7 

37, 

,2 

39 

0 


Biscuit B 


Initial 

31.5 

31 5 

30 0 

31.5 

29 5 

28 5 

28 0 

30.0 

2 

31 0 

30.5 

30 0 


27 5 

26.0 

26 0 

28.2 

4 

35.0 

35 0 

38 0 

39 5 

40 0 

35 5 

31 5 

36 4 

6 

32.0 

32.5 

32.5 

35.5 

35 5 

35 5 

31 0 

33 5 

8 

34 0 

32.0 


40.0 

40 5 

36 5 

36 5 

36 5 

12 

32.5 

32,0 

33.5 

34.5 

42.0 

38 0 

36 5 

35.6 

18 

25.0 

25.0 

27 0 

36 0 

37.0 

34.0 

30 0 

30.6 

24 

31 0 

32.0 

35 0 

41.0 

43.5 

39 5 

36 5 

36 9 

32 

35 0 

44 5 

33.0 

49.5 

54 5 

47 0 

42 0 

43 6 

44 

32.0 

38.0 

34.0 

52 0 

56 0 

49 0 

43 0 

43 4 

56 

33.0 

32.0 

47.0 

46 0 

50 0 

43 0 

39.0 

41.4 

Mean 

32.0 

33.2 

34.2 

39.3 

41.5 

37.5 

34.6 

36.0 
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TABLE VII 

pH VALUES OF SODIUM CHLORIDE EXTRACTS OF DEFATTED BISCUITS, STORED 

AT 43.3° C. (110° F.) 


Storage 

time, 

wk. 

Moisture content, % 

0 

3 

6 

9 

12 

15 

18 

Mean 


Biscuit A 


Initial 

7 59 S 

7.78 

7 78 

7.81 

8 04 1 

8 31 

1 

7.86 

7.88 

2 

6 87 

7 84 

8 14 

7.68 

7.44 ! 

7 46 

7.12 

7 50 

4 

7 34 

7.66 

7 65 

7 73 

7.15 

7 18 

7 02 

7.39 

6 

7.32 

7 42 

7 38 

7.50 

7 10 

7 09 

6 92 

7.25 

8 

7.18 

7 58 

7.42 

7.58 

7.50 

7 52 

7.62 

7 48 

12 

7 08 

7 68 

7 65 

7 60 

7 60 

7 70 

7 45 

7 54 

18 

7.18 

7 15 

6 92 

6 65 

7.02 

7 20 

7 32 

7.06 

24 

7 42 

7 52 

7 55 

7 40 

7.42 

7 42 

7 38 

7.44 

32 

6 05 

6 98 

7 02 

7 22 

7 25 

7 22 

7 12 

6 98 

44 

6 32 

7.02 

7.01 

7.21 

7.25 

7.20 

7 10 

7 01 

56 

7.32 

7 49 

7.52 

7 48 

7.32 

7.57 

7 41 

7 44 

Mean 

7 06 

7 46 

7.46 

7 44 

7.37 

7 44 

7 30 

7.37 


Biscuit B 


Initial 

8 00 

8,00 

7.98 

8 04 

8 03 

8 22 

8 11 

8 05 

2 

7 83 

7 77 

7 98 

7 62 

7 42 

7 38 

7 28 

7 61 

4 

7 81 

7 49 

7 90 

7.32 

7 35 

7.02 1 

6 89 

7 40 

6 

7 38 

7 42 

7 42 

7 19 

7 10 

7 12 

6 82 

7 21 

8 

7 41 

7 52 

7 55 

7 45 

7.55 

7.40 

7 58 

7 49 

12 

7 48 

7 70 

7.49 

7 51 

7 60 

7.62 

7 42 

7.54 

18 

7 42 

7 35 

6.93 

7.31 

7.38 

7 29 

7.32 

7 28 

24 

7 40 

7 43 

7 50 

7 50 

7 52 

7 45 

7 40 

7 46 

32 

6 72 

7 02 

6 38 

6.73 

6 68 

6 80 

6 78 

6 73 

44 

7 28 

7 05 

6 52 

6 83 

6.73 

6 92 

7 12 

6 92 

56 

7.51 

7.54 

7 52 

7.41 

7 43 

7 35 

7 39 

7.45 

Mean 

7 48 

7 48 

7.38 

7 36 

i 

7 34 

7 32 

7 28 

7.37 
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FLAVOUR REVERSION IN HYDROGENATED LINSEED OIL 

II. EFFECT OF VARIATIONS IN PROCESSING PROCEDURES 1 

By H. W. Lemon 2 , A. Lirs\ and W. Harold White 4 

Abstract 

Shortenings prepuml from various linseed oils bv different methods were 
stored at 43.3° C, (110° h ) and sampled at eight-week intervals for 56 weeks. 
Storage life in terms of flavour reversion was not highlv correlated with mean 
peroxide value or unsaturation. All shortenings were resistant to normal 
oxidation, but unstable to revetsion unless hydrogenated to a very low iodine 
number. Hot and cold pressed oils vielded pioducts equally susceptible to 
flavour reversion. Changes in stability attributable to variations in methods of 
alkali refilling, bleaching, and hvdrogenation wetc onl\ minor. High alkali 
concentrations (30° to 40" Be) were beneficial, while h\drogeuation at 190° (\ 
(374 c F.) was preferable to hardi ning at lower temperatures (140° C. (284° K.) 
and 115" C. (239" F ) ). Blending with other vegetable oils, or the use of 
hvdroquinone or a wheat-germ oil preparation as antioxidants, slightly retarded 
the onset of reversion. None of the laboratorv or commercially prepared 
samples examined was considered to be a satisfactory stable product. 


In the previous paper in this series (5) data were presented which indicated 
that the presence of an isomeric linoleic acid, produced by hydrogenation of 
linolenic acid, was responsible for flavour reversion in shortenings made from 
linseed oil. The present paper deals with a parallel investigation, involving 
long-term storage studies, of the effect of various modifications in processing 
technique upon the susceptibility of linseed oil shortenings to reversion. 

Experimental 

The material selected for study consisted of hot and cold pressed raw 
linseed oils from representative Canadian mills; a commercial raffinate 
obtained by solvent segregation of refined linseed oil ; refined cottonseed and 
sunflower seed oils; and commercial shortenings manufactured from linseed 
oil. Except where otherwise stated, experimental shortenings were prepared 
from the same batch of cold pressed raw linseed oil, according to standardized 
processing procedures. 

1 Manuscript receixwl March 12, 1945. 
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Standard Processing Technique 

Four and one-half times the quantity of 30° B6. sodium hydroxide solution 
required for neutralization of the free fatty acids was added to raw linseed oil 
with stirring (80 r.p.m.) and agitation continued for 45 min. at room tempera¬ 
ture. The rate of stirring was then reduced to 18 r.p.m. and the temperature 
raised as rapidly as possible to 65° C. (149° F.). Stirring was continued for 
30 min., and the mixture allowed to stand for 60 min. before cooling. The 
decanted refined oil was filtered, using 0.75 to 1% diatomaceous earth as a 
filter aid. T^e foots were quite soft and entrained an appreciable amount of 
oil, causing a considerable refining loss. However, much of this oil could 
be separated from the foots by centrifuging. The free fatty acid content of 
the refined oil was of the order of 0.01% (expressed as oleic acid). 

The clear refined oil was mixed with 3% of activated clay and 0.6% of 
activated carbon; it was agitated at 70° C. (158° F.) for 30 min. and filtered. 

The bleached oil was hydrogenated in an apparatus previously described 
(5), at a temperature of 140° t\ (284° K.) and a pressure of 25 lb. of electro¬ 
lytic hydrogen. A nickel formate catalyst on a diatomaceous earth carrier, 
reduced in cottonseed oil with hydrogen at 265° C. (509° F.), was used in a 
concentration of 0 25% as nickel. The course of hardening was followed by 
determinations of refractive index with a Zeiss butyro-refractometer. Hydro¬ 
genation was stopped between iodine values 70 and 80. Before filtration at 
100° C. (212° F.), a small amount of activated carbon was added to the oil- 
catalyst mixture in order to secure a clear filtrate. 

Hydrogenated samples were steam-deodorized for three hours at a tempera¬ 
ture of 200° C. (392° F.) and a pressure of 2 to 4 mm. of mercury. 

Tests on Shortening Materials 

Storage 

Samples were stored in loosely covered glass jars at 43.3° C. (110° F.) in 
the absence of light, and were sampled at eight-week intervals for 56 weeks. 
The odour of stored samples was rated by a 10 member panel. Samples were 
considered to be unacceptable when five of the judges scored the material as 
definitely reverted. From these data the storage life in weeks was estimated 
statistically, except in a few cases where irregularity of the observations made 
graphical interpretation necessary. 

Heat Test 

A rapid test for reversion was employed on some of the freshly prepared 
materials. Samples (20 gm.) were weighed into 100 ml. beakers and heated in 
an oven at 200° C. (392° F.) for three one-hour periods. The odour was noted 
when the sample was hot, and again when it had cooled. The odour of linseed 
oil shortening tested in this manner is stronger and more uniform than that 
which develops during storage at lower temperatures, and is similar to that 
which occurs in baked products containing linseed oil shortening. This 
intensification of odour may be due to oxidation or other further decomposition 
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caused by the heat treatment. All hydrogenated linseed oil samples except 
those having very low iodine numbers developed this odour. Since the 
differences observed among samples in the shortening range (iodine value 65 
to 80) were not great, regardless of the method of processing, this test was 
used only in a qualitative way. 

Baking 

With the co-operation of Mr. A. G. O. Whiteside of the Cereal Division, 
Dominion Central Experimental Farm, Ottawa, a number of linseed oil 
shortenings were tested in bread at a level of 4% of the weight of the flour. 
Both the bread and toast prepared from it were tasted by panels. Differences 
among bread samples containing various linseed oil shortenings were not 
significant, even with shortenings which differed markedly by the rapid heat 
and storage tests. It was thought that toasting might accentuate any 
differences in the stability of the shortenings, but this was not observed to be 
the case. Hence, the bread baking test was considered to be of little value in 
assessing relative resistance to flavour reversion of linseed oil shortenings. 

Chemical Determinations 

Peroxide oxygen at each sampling time was determined by a modification 
of Lea’s method (3). Saturated and iso-oleic acids were estimated by the 
lead salt precipitation method of Baughman and Jamieson (2). For iodine 
numbers Wij’s method (4) was employed. 

As none of the chemical measurements was correlated highly with storage 
life as estimated in terms of resistance to flavour reversion (Table I) these 
data are not presented in detail. In all linseed oil shortening samples, flavour 
reversion was well advanced before peroxide value showed any marked in¬ 
crease. Storage life and iodine value were not significantly correlated, but 
there was some indication that stability to flavour reversion might decrease 


TABLE I 

Simple coefficients of correlation between measure* 

MEN1S ON 36 LINSEED SHORTENINGS 


Quantities correlated 

r 

Storage life with: 


Mean peroxide oxygen value 

.13 

Iodine number 

-.35 

Saturated acids content 

.05 

Iso-oleic acid content 

. 39* 

Iodine number with: 


Mean peroxide oxygen value 

.05 

Saturated acids content 

—.86** 

Iso-oleic acid content 

-.63** 


* Indicates 5% level of significance . 
** Indicates 1% level of significance . 
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with increasing unsaturation. Storage life was significantly related to iso- 
oleic acid content. As expected, iodine value correlated highly with both 
saturated and iso-oleic acids contents. 

Variations in Processing Procedures 

The estimated storage lives, together with the calculated necessary differ¬ 
ences, for shortening samples prepared by various processing techniques are 
presented in Table II. 

Hot and Cold Pressed Oils 

Samples of six hot and seven cold pressed oils from four companies were 
treated by the standard procedures outlined above for refining, bleaching, 
hydrogenation, and deodorization. 

Storage tests (Table 11 (-4) ) revealed that hot and cold pressed oils yielded 
products equally resistant to flavour reversion; i.e., the six hot pressed oils 
had an average keeping time of 33 weeks, the seven cold pressed, 32 weeks. 
No definite differences could be detected by means of the rapid heat test. 

Effect of Sodium Hydroxide Concentration in Refining 

Cold pressed linseed oil was refined with 5°, 10°, 20°, 30°, and 40° B6. 
sodium hydroxide solutions. The amount of sodium hydroxide in proportion 
to the weight of oil was kept constant, so that the only variable was the water 
content. Attempts were also made to refine raw linseed oil with saturated 
sodium hydroxide solution and with sodium hydroxide flakes. The refined 
oils were bleached, hydrogenated, and deodorized. 

Reference to Table II (B) indicates that the use of the higher alkali con¬ 
centrations in refining tended to retard the onset of flavour reversion in the 
hardened material. This result was partially confirmed by the rapid heat 
test, where five out of seven persons considered the product from oil refined 
with 40° B6. lye to be superior to that treated with 5° B6. lye. 

When a saturated .sodium hydroxide solution was used, the resulting refined 
oil was dark in colour, and foamed badly during hydrogenation and deodoriz¬ 
ing. With sodium hydroxide flakes, the oil was not neutralized unless violent 
agitation at about 70° C. (158° F.) was employed. This procedure caused 
darkening of the oil. Furthermore, the soap was so finely dispensed that its 
separation from the oil was very difficult. It was concluded that it was 
impractical to use sodium hydroxide solutions stronger than 40° B6. 

Bleaching 

One series of cold pressed oils, refined with 30° B6. lye, was bleached with 
1, 3, and 5% of activated clay, and another series with the same concentrations 
of activated carbon. Each oil was hydrogenated and deodorized in the usual 
manner. An unbleached sample was processed at the same time as a control. 

Table II (C) shows that the use of less clay and more carbon in the standard 
bleaching process should be beneficial. 
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TABLE II 

Storage life at 43.3° C. (110°F.) of linseed shortenings prepared by various pro¬ 
cessing PROCEDURES, IN TERMS OF WEEKS BEFORE THE APPEARANCE 
OF DEFINITE REVERSION 


Group 

Group variant 

Storage life, weeks 

A. Hot and cold pressed 
linseed oils 

Hot pressed 

27 


Hot pressed 

39 


Hot pressed 

16 


Hot pressed 

31 


Hot pressed 

45 


Hot pressed 

42 


Cold pressed 

29 


Cold pressed 

30 


Cold pressed 

34 


Cold pressed 

34 


Cold pressed 

32 


Cold pressed 

38 


Cold pressed 

33 

B. Effect of concentration 

5° B6. 

25 

of sodium hydroxide 

U)° IU. 

35 

solutions in refining 

20° B6. 

40 

30° B6. 

50 


40° B<*. 

42 

C. Effect of bleaching agents 

Unbleached 

31 


1 % clav 

29 


3% clav 

35 


5% clay 

0 


1 % carbon 

37 


3% carbon 

33 


5% carbon 

42 

D. Hydrogenation to various 

161 6 

0 

iodine values 

133 5 

9 


92 0 

26 


57 3 

15 


38 1 

24 


| 6 1 

60 + 

E. Catalysts, at different 

1 Commercial A, 115° C. 

38 

temperatures 

140° C. 

36 


190° C. 

57 


Commercial B , 115° C. 

47 


140° C. 

42 


190° C. 

53 


Commercial C, 115° C. 

52 


190° C. 

58 


Commercial D , 140° C. 

11 


190° C. 

5 


Oil-reduced formate, 115° C. 

31 


140° C. 

39 


190° C. 

43 


Dry-reduced carbonate, 115° C. 

33 


190° C. 

42 
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TABLE II —Concluded 

Storage life at 43.3° C. (110° F.) of linseed shortenings prepared by various pro- 

CESSING PROCEDURES, IN TERMS OF WEEKS BEFORE THE APPEARANCE 

of definite reversion —Concluded 


Group 

Group variant 

Storage life, weeks 

F. Blends with sunflower seed 

100% linseed 

27 

oil 

75% linseed 

24 


50% linseed 

27 


25% linseed 

27 


0% linseed 

28 (rancid) 

C . Antioxidants 

Formula C, 0 1%, before hydrogenation, 



hot pressed oil 

Formula C , 0.1%, before hydrogenation, 

38 


cold pressed oil 

26 


Formula C , 0.1%, before bleaching 

23 


Formula C , 0.1%, before hydrogenation 

21 


Formula C, 0.1%, before deodorizing 

26 


Formula C, 0.1%, after deodorizing 

45 


Hydroquinone, 0 02%, before bleaching 
Hydroquinone, 0.02%, before hydro¬ 

23 


genation 

27 


Hydroquinone, 0 02%, before deodorizing 

26 

H. Linseed oil raffinate 

Raffinate, unbleached 

31 


Raffinate, bleached 

Raffinate, hydrogenated by a commercial 

35 


firm 

41 

Necessary difference 

For storage life 0 to 35 weeks 

10 


For storage life 35 to 60 weeks 

16 


Hydrogenation to Various Iodine Values 

Refined and bleached cold pressed oil was hydrogenated to the following 
iodine values: 162, 134, 92, 57, 38, and 6. All the products and also a sample 
of unhydrogenated oil were deodorized. 

By the use of the rapid test it was found that the unhydrogenated oil and 
the sample having an iodine value of 162 both developed a strong “painty” 
odour on heating. At an iodine value of 134 the painty odour was almost 
gone, but the characteristic reversion odour could be detected. The reversion 
odour was at its maximum at iodine value 92, definitely less at 57, almost 
absent at 38, and definitely gone at iodine value 6. It has been pointed out 
that the intensity of this odour roughly parallels the accumulation and dis¬ 
appearance of iso-linoleic acid (5). 

The storage data presented in Table II {D) in general corroborate the obser¬ 
vations of the rapid test. However, the differences for the middle range of 
iodine values are not significant. 
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Hydrogenation with Various Catalysts at High and Low Temperatures 

Four commercial and two laboratory prepared nickel catalysts were tested. 
The preparation of oil-reduced nickel formate has been described in the section 
on standard methods. Dry-reduced nickel carbonate was prepared as follows. 
Nickel nitrate was dissolved in water, and a quantity of diatomaceous earth 
added. Sodium carbonate solution was added slowly and in excess while 
the mixture was stirred. The precipitate was collected by filtration, washed 
with water, and dried. The dry powder was reduced at 400° C. (752° F.) 
for three hours in an atmosphere of hydrogen. When cool, it was quickly 
transferred to melted shortening. The nickel content of each catalyst was 
determined, and quantities equivalent to 0.1% nickel on the weight of the 
oil were employed. The catalysts were tested at 115°, 140°, and 190° C. 
(239°, 284°, and 374° F.). 

According to the storage (Table II ( E ) ) and rapid heat tests, only one of 
the six catalysts studied, commercial sample D, was definitely unsuitable; 
however, this catalyst was not intended for hydrogenation of oils. Of the 
other catalysts, the commercial products appeared to yield more stable 
shortenings than did the laboratory prepared materials. These differences 
were significant in several cases. Hydrogenation at 190° C. (374° F.) pro¬ 
duced shortenings with longer storage lives as compared to hydrogenation at 
the lower temperatures. This increase was significant only in the case of 
commercial catalyst A, but a general trend towards increased stability with 
higher hydrogenation temperatures was observed. 

Blends 

Refined and bleached cold pressed linseed oil and refined sunflower seed oil 
were used in the preparation of a series of pure and blended oils, as follows: 
(i) 100% of linseed oil, (ii) 75% of linseed oil, 25% of sunflower seed oil, (iii) 
50% of linseed oil, 50% of sunflower seed oil, (iv) 25% of linseed oil, 75% of 
sunflower seed oil, (v) 100% of sunflower seed oil. A similar series of blends 
of linseed oil with cotton seed oil was prepared. Each oil, or combination of 
oils, was hydrogenated and deodorized in the usual manner. 

In rapid heat tests, as expected, the typical odour of reversion decreased as 
the proportion of sunflower oil was increased. However, the storage tests 
(Table II ( F )) did not reveal any significant differences, as the hydrogenated 
sunflower seed oil component was no more resistant to rancidity than the 
linseed shortening itself was resistant to flavour reversion. Similar results 
were obtained with the series of cottonseed oil blends, for which storage lives 
are not reported. 

Use of Antioxidants 

Two antioxidants were used: Formula C , a wheat-germ oil preparation (6), 
in a concentration of 0.1%; and hydroquinone, in a concentration of 0.02%. 
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These were added (a) before bleaching, ( b) before hydrogenation, ( c) before 
deodorizing, and (d) after deodorizing. Formula C was also tested in shorten* 
ings made from samples of hot and cold pressed oils which were refined by 
means of a special silica-gel-alumina adsorbent (1). 

Table II ( G ) shows that the only instance in which the added antioxidant 
significantly increased the storage life over the average for standard processing 
(32 to 33 weeks) was with formula C after deodorizing. This was confirmed 
by rapid heat tests. 

Commercial Products 

A commercial linseed oil raffinate, obtained by solvent segregation of 
refined linseed oil, was hydrogenated and deodorized in the standard manner. 
A shortening prepared from this oil by a commercial firm was included in the 
tests. Two other commercial shortenings purported to be made from a 100% 
linseed oil base were also examined. 

The commercial raffinate had a lower iodine number than any of the linseed 
oils used, and therefore required less hydrogenation. However, the product, 
when heated to 200° C. (392° F.), developed the same unpleasant odour that 
is characteristic of hydrogenated linseed oil, and the storage life was no better 
than that of the linseed oil shortenings prepared in the laboratory. A 
shortening prepared from this oil by a commercial firm had a somewhat 
longer storage life (Table II (//) ). 

The two commercial linseed oil shortenings developed the usual reverted 
odour in the rapid heat test. Bread baking tests at the Dominion Central 
Experimental Farm confirmed this finding. No storage data were obtained. 

Discussion 

The results of these studies indicate that variations in the usual fat pro¬ 
cessing techniques do not yield a satisfactory solution to the problem of flavour 
reversion in linseed oil shortening. The product reverted readily when heated 
to baking or frying temperatures unless it had been hydrogenated to a very 
low iodine number. When it was stored at lower temperatures, differences 
in stability induced by changes in treatment were more readily estimated, 
but most of these differences were not significant. 

Some slight improvements in stability may be obtained by modifications of 
the customary processing procedures, but it appears that the difficulty of 
flavour reversion in linseed oil shortening should be attacked at its source, 
the tri-unsaturated components of the linseed oil, in line with the iso-linoleic 
acid formation theory already developed (5). Separation of a major portion 
of the linolenic glycerides from the oil prior to hydrogenation, or a more 
selective hydrogenation to minimize the formation of iso-linoleic constituents, 
would seem to be indicated. 
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A SIMPLE METHOD OF SEALING GAS- OR 
VACUUM-PACKED TINS 1 

By YV. A. Bryce 2 and H. Tkssier 3 

Abstract 

A method of soldering tint> in a gaseous atmosphere or in a vacuum is described. 

'lhe heating element is a coil of resistance wire supported over a hole in a flat 
surlace of the tin. When the heating circuit is closed, a small piece of solder 
previously hung in the upper end of the coil is melted and drops on the area 
about the hole and thereby produces an effective seal. 

Introduction 

The need for a method of sealing gas- or vacuum-parked tins arose in this 
laboratory in connection with studies bring conducted on the storage of 
dehydrated foods. Previous investigators (3) have used glass containers for 
vacuum packing. Gas packing of egg powders has been done by soldering 
the containers immediately upon removal from the gas chamber, assuming 
that the sorption of carbon dioxide or nitrogen was slow enough to permit 
sealing without oxygen intake. However, further investigations (2) have 
shown that the sorption of oxygen by milk powders is sufficiently rapid to 
make the above method of questionable value. 

A method (1) of sealing tins by means of a soldering iron extending into a 
desiccator was found to be slow and cumbersome. An effort was therefore 
made to devise a faster and more convenient technique. This paper describes 
the method developed for sealing tins in either gas or vacuum. 

Description of Apparatus 

The method devised employed a soldering technique using a small coil of 
resistance wire as a heating element. A sealing unit is shown in Fig. 2. 

The coil was made from six inchevS of No. 18 chromel C wire and had two 
half-inch turns in the lower part and six smaller turns in the upper. When 
the coil w r as in position the lowest turn rested on the flat surface of the tin. 
The coil w r as connected to the external circuit by two binding posts mounted 
on a bakelite platform. The platform w r as supported by a metal extension 
attached to one side of a small battery clip, the jaws of which had been shaped 
to fit the contour of the protruding rim of the container, thus holding the 
apparatus in position. 

1 Manuscript received April 17 , 1045. 
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Fit,. 1 . Tins , wtV/z soldering devices attached . zw position in a vacuum desiccator. 
Fiti. 2. 77/r soldering apparatus in position on a tin. 

Fit.. A. An example of the seal obtained under vacuum. 
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Procedure 

The material under investigation was canned, using a suitable canning 
machine. A small hole, approximately jq in. in diameter, was then made 
in the centre of one end of the tins. The surface of the tins was lightly etched 
with sandpaper to obtain better soldering conditions. A suitable number of 
tins, each with its own soldering coil, was placed in a vacuum desiccator 
containing a porcelain plate as a supporting base. The tins were insulated 
from each other. The soldering units were then connected in series, the 
power leads passing out of the desiccator through the rubber stopper support¬ 
ing the air-outlet stopcock. A \ in. length of ac id core wire solder was placed 
in the upper end of eac h coil, one end of the solder ‘bullet’ being flattened to 
prevent it from dropping through the coil. Fig. 1 shows the assembly with 
the tins and soldering units arranged and the desiccator ready for sealing. 

W hen the desired vacuum or gas composition was attained, the stopcock 
was closed and a potential applied across the external power leads, causing 
the solder bullets to melt, drop down, and seal the holes in the tins. The 
surface of the tins around the holes had been heated by contact with the 
lowest turn of the coil, thus ensuring proper conditions for soldering. After 
the few seconds required to melt the solder and seal the tins, the heating 
circuit was opened, the pressure brought to atmospheric, and the sealed tins 
were removed. 

The entire operation can be completed in half an hour. An example of 
the tvpe of seal obtained is shown in Fig. 3. 

Discussion 

The simplicity of the method makes it readily applicable to laboratory 
studies. The limit to the number of tins that can be sealed simultaneously 
obviously depends on the dimensions of the vacuum chamber, the size of the 
tins, and the power source available. The apparatus described above may 
be used on larger tins by making suitable alterations in design. 
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DRIED MILK POWDER 

II. FACTORS AFFECTING THE SORPTION OF CARBON DIOXIDE 1 

By Jesse A. Pearce 2 


Abstract 

Sorption of carbon dioxide by milk powder in a closed system at 35° C. and at 
approximately 74 cm. of mercury was observed to be greater than 0 4 cc. per gm. 
after 150 hr., while only 0 012 cc. of nitrogen was absorbed per gm. after 70 hr. 
The initial sorption of carbon dioxide varied with time according to the 
equation: = H 

where ,v is 100 times the amount sorbed in cc. per gin. at any time, t (min.), and 
k and m are constants peculiar to the system under investigation. The logari¬ 
thmic form of this equation was used. Powders with 26, 28, and 30% fat did 
not differ in behaviour, but sorption curves for powders with only 1% fat had 

lower - values and lower — values than the curves for the high fat levels. 
m m 

Powders with 1% fat sorbed carbon dioxide in an identical manner when exposed 
to either 100% carbon dioxide or a mixture of 20% carbon dioxide and 80% 
nitrogen. Foi whole milk powder, dilution to 80% nitrogen content wa* 
effective in reducing the initial sorption rate of carbon dioxide. Circat variation 
w ? as observed in the sorption behaviour of powders from different plants and in 
powders produced at different time intervals in the same plant. Temperature 
differences within the range 25° to 40° C. had no effect on sorption. Palatability 

and “ correlated to the extent of r — .61. 
m 


Introduction 

Packing milk powder in an atmosphere of carbon dioxide or in mixed 
nitrogen and carbon dioxide has become common commercial practice. The 
use of nitrogen has been studied, but has been reported to be unfavourable 
(7). Carbon dioxide is believed to react with the fat (2) and its use appears 
to add little to the storage life of milk powder (2, 7, 8). In spite of this, 
carbon dioxide is still being used (3). During the development of a cellulose 
base container for gas packing (8), data on the sorption of carbon dioxide by 
milk powder were required, but little could be found in the literature. There¬ 
fore, a study of this problem was believed desirable, particularly if milk powder 
were to be packed in such a flexible container. The present paper records 
the effect of gas composition (carbon dioxide and carbon-dioxide-nitrogen 
mixtures), temperature, moisture content, fat content, and variations in 
processing on the sorption of carbon dioxide by milk powder. 
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Materials 

Currently available, spray dried milk powders from Canadian plants were 
used. Since the product deteriorates rapidly, fresh materials were obtained 
for each phase of the study. The moisture and fat contents are noted in 
Fig. 3. These powders were used without further treatment, except that, in 
the study of moisture effects, moisture contents were adjusted to levels 
between 1 .8 and 5.0%. 

Sorption Method 

Preliminary measurements on two sample tins of commercially available 
milk powder showed that there was 0 57 gm. of milk solids to every cubic 
centimetre of container space. However, the solids occupied only 0 26 cc. 
of container space. The remainder must have been headspace and inter¬ 
stitial space, plus the space inside the hollow, spherical milk particles (5). 
The inclusion of this last item seems permissible since the packing density 
averaged about 0.86 gm. per cc. of powder. 

The apparatus, shown diagrammatically in Fig. 1, permitted measurement of 
sorption rates at 0 3 gm. of milk solids per cubic centimetre of container space, 
as opposed to the value of approximately 0 6 gm. per cc. of commerical con¬ 
tainer space. Since the initial sorption rate is not dependent on container 
volume, it was believed that this apparatus would give information of value. 



Fig. 1. Diagram of sorption apparatus. 


Carbon dioxide or nitrogen was passed through the purifying train shown 
at A, B y and C, which represent alkaline pyrogallol (to remove oxygen), 
calcium chloride, and phosphorous pentoxide (both to remove water vapour). 
The gas or gas mixture w r as then stored in the five litre volume (£>),which 
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permitted flooding of the bulb ( R ) without reducing the pressure in the 
sorption system by more than 1.5 cm. of mercury. 

The sorption bulb (E) was filled with 50 gm. of milk powder and together 
with the manometer ( F ) evacuated through G 2 foi 15 min. After evacuation 
the stopcock (C?i) was opened momentarily to permit pressure equalization 
between bulbs D and E. The pressure decreases in the system during a five- 
hour period were determined at logarithmic time intervals and were used to 
calculate the amount of gas sorbed by the milk powdei. 

The dotted lines indicate the portion of the apparatus enclosed in an air 
jacket that could be controlled at the desired temperatures (25° to 40° C.) 
to ± 1° C. Average barometric pressure throughout the experiment was 
75.7 with a range of 74 7 to 77 2 cm. of mercury. Since the expansion of gas 
from bulb D into bulb E reduced the pressure 1 5 cm., the average initial 
pressure in the system was approximately 74 cm. of mercury (Fig. l). 

In a portion of the study, palatability scores were determined by a method 
described previously (6). Panels of 14 tasters scored the reconstituted milk 
on the basis of 10 (the equivalent of whole milk) to 0 (a repulsive sample). 

Revsults 

Interpretation of Results 

The curves shown in Fig. 2A depict sorption against time at 35° (\ with 
the pressure initially at 74 cm. of mercury. Sorption is expressed as 100 
times the volume of gas sorbed by a gram of milk powder. These curves 
indicate that carbon dioxide was extensively sorbed, while nitrogen w^as 
sorbed only to a minor extent, and that dilution of the carbon dioxide with 
nitrogen markedly altered the sorption curve. The amount of carbon dioxide 
sorbed after 150 hr. w r as 0.444 cc. per gm. After 70 hr. only 0 012 cc. of 
nitrogen was sorbed per gm. The logarithmic curve for sorption by nitrogen 
seems to indicate a lengthy induction period followed by an increased sorption 
rate. It was observed that the amount sorbed varied with time according 
to the equation: __ ^ 

where 5 is the amount sorbed per gm. at any time, /, in minutes and k and m 
are constants. This relation has been previously observed for the sorption 
of gases on metals, glass, etc. (1, pp. 18-20; 4). Verification of the relation 
for milk pow r der was sought by the plotting of logarithmic curves as .shown in 
Figs. 2B, 2C, where log s is plotted against log t. 

As in previous observations (1, 4) the experimental points deviated from 
the straight line as saturation of the sorbent was approached, or as the con¬ 
centration of gas in the system decreased. As a result, in a system containing 
20% carbon dioxide and 80% nitrogen, the logarithmic relation had to be 
determined by the sorption occurring in about the first hour. Otherwise the 
relation was based on the sorption curve for a five hour period. 
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For convenience in handling the data, values were transposed to logarithms 

and log k and ~ were calculated from the equation: 
m 



0 1 3 5 

TIME (HR.) 




LOG TIME (HR) 

Fjg. 2, Sorption of carbon dioxide and nitrogen by milk powder. 

Differences between values in log k and ~ were selected either by analyses of 

variance or by visual inspection. All results differing significantly were then 
shown as curves of log 3 against log t. 
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Duplicate curves were established for a sample from each of two plants. 
The results, in Fig. 3A, show that by means of this apparatus it was possible 
to obtain good agreement between duplicates. Therefore, in subsequent 
work only a single curve was determined for each sample. 









Fig. 3. Effect of various factors on the sorption of carbon dioxide by milk powder . 

In general , samples of whole milk contained from about 2 0 to 2.5% moisture and 26% 
but ter fat, while samples of skim milk contained about 3% moisture and 1% butterfat. Gases 
were carbon dioxide or carbon dioxide and nitrogen . 

B> “All others" describes samples from Plant 1 in an atmosphere of 100 and 80% carbon 
dioxide , and samples from Plant 2 in an atmosphere of 100, 80, and 50% carbon dioxide . 

C. “All others" describes samples from each of Plants 1 and 2. 

D. “All others" describes samples of 1.8, 2 3, 3 0,4 0, and 5.0% moisture from Plant t, 
and samples of 1.8, 2.3, and 3 0% moisture from Plant 2. 

R. “Whole powders" describes samples of 26 and 28% butterfat from Plant 1 and samples 
of 26, 28, and 30% butterfat from Plant 2. 

“Skim powders" describes samples of 1% butterfat from both Plants 1 and 2 . 
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The Effect of Temperature and Partial Pressure of Carbon Dioxide 
The effect of diluting carbon dioxide with nitrogen in powders containing 
26% fat from two plants is shown in Fig. 3B. Dilution with 80% nitrogen 
was necessary to reduce effectively the rate of sorption of carbon dioxide by 
milk powder. Further comparisons were made only between the effects of 
sorption from 100% carbon dioxide and from a mixture of 20% carbon dioxide 
and 80% nitrogen. 

Temperature effects between 25° and 40° C. were negligible when the 
amount of gas sorbed was calculated to N. T. P. (Fig. 3C). Again some 
differences between samples were evident and differences between concen¬ 
trated and diluted carbon dioxide were marked. 

1Effect of Moisture Content and Fat Content 

Powders containing 26% fat from two plants were adjusted to moisture 
levels between 1.8 and 5.0%. Milk powders from one plant at 4 and 5% 
moisture showed alteration in the shape of the sorption curve (Fig. 3D). 
All other samples had normal sorption curves. It is possible that a layer 
of surface water was formed on these abnormal samples and dissolved some 
carbon dioxide. 

Milk powders with fat contents of 26, 28, and 30% did not differ in either 
slope or constant in the logarithmic equation (Fig. 3E). However, reduction 
of the fat content to 1% had a significant effect and resulted in common 
behaviour for both samples at both carbon dioxide levels. It is apparent 
that carbon dioxide is sorbed not only in the butter fat, but by the other 
constituents of milk powder. 

Differences Between and Within Plants 

Further information concerning this variation observed in material pro¬ 
duced by different plants was believed desirable. The curves in Figs. 3F 
and 3G show that variations in products from six plants far exceeded any of 
the differences observed up to this point, and show little consistency in 
behaviour of powders from different sources. It is also evident from Fig. 3H 
and 3J that considerable variation is likely to occur in products from the 
same source. 

Relation Between Sorption and Palatability 

It was of interest to evaluate the relation between constants of the logari¬ 
thmic equation and the palatability of the powders. The correlations have 
been determined as follows: palatability and log k, r = —.26; palatability 

and , r = .07; palatability and r = .61*. This correlation is higher 

than any observed previously for objective measurements against palata¬ 
bility (6). 

Although there is a tendency for the slope of the curve expressing the 
logarithmic relation between and t to relate to palatability, the use of sorption 

* Surpasses 5% level of statistical significance . 
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technique as a means of determining quality is usually too cumbersome to be 
of practical significance (6). However, the results indicate that sorption of 
carbon dioxide bears some relation to milk powder structure as affected by 
drying practice and evident in the palatability of the reconstituted product. 
Attention is being given to possible use of this technique as a quantitive 
measure of milk powder quality. 
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DRIED MILK POWDER 

HI. THE EFFECT OF LIGHT ON KEEPING QUALITY 1 

By Jesse A. Pearce 2 and W. A. Bryce 2 

Abstract 

At an average temperature of 6° C., exposure of both whole and skim milk 
powders to sunlight caused more rapid deterioration in quality than occurred in 
the dark. Ultra-violet light with a principal wave length of 3800 A accelerated 
deterioration in whole milk powder stored at 38° C., but had no significant effect 
on skim milk powders; the effect of this light on whole milk powders was less 
pronounced than that produced by sunlight. Storage of samples at 38° C. 
under different light intensities indicated that the differences between ultra¬ 
violet and sunlight were the result of the difference in total energy of light falling 
upon the sample, rather than the difference in wave length of the activating light. 

Introduction 

One of the typical off-flavours known to develop in milk powder has been 
termed 'sunlight-taint.* Included in sunlight taint are other off-flavours 
developed as a result of exposure to bright artificial light (2, p. 437). The 
effect of light on numerous fats has been studied (3, pp. 139-152), but little 
definite information about the effect of sunlight on milk powder is available. 
The present paper describes an experiment designed to obtain some informa¬ 
tion about the effect of light on spray-dried milk powder of different fat levels 
and from different sources. 

Materials and Methods 

The milk powders used were the commercially available products of two 
Canadian companies. Plant X produced materials having 1, 26, 28, and 30% 
fat, and Plant Y produced products with 1, 26, and 28% fat. The skim milk 
powders (1% fat) had a moisture content of about 3%, w r hile the whole milk 
powder had moisture contents of between 2.0 and 2 5%. 

After the powders w r ere tested for initial palatability, they were divided 
into four equal portions. One portion was subjected to outdoor sunlight 
for a period of 48 days, during w r hich there was 215 hr. of sunlight. The 
average temperature during this period w r as 6° C. (43° F.). The 'light* energy 
falling on the samples was calculated as approximately 1 .8 cal./sq. cm./min. 
A comparable set of samples in light-proofed containers was stored under the 
same conditions. 

The third set was stored in the laboratory in proximity to an ultra-violet 
lamp for the periods shown in Fig. 1. The maximum light transmitted by 
this lamp was at a w r ave length of 3800 A. and the range of ultra-violet 
produced was from 3200 to 4200 A. The storage temperature in this phase 

1 Manuscript received June 13 , 1945 . 
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of the experiment was 38° C. (100° F.). The calculated light energy falling 
on the sample was approximately 0.0034 cal./sq. cm./min. The fourth set 
of samples was stored in light-proofed containers at the same temperature to 
serve as controls. 

An investigation of the effects of light intensity, done in duplicate, utilized 
only powder from one company (fat content of 1 and 26% and moisture 
content approximately 2.5%). The samples were spread in thin layers on 
large watch glasses and were protected from moisture change. Samples in 
both light-proofed and untreated watch glasses were stored (38° C.) at 
distances of one and four feet from a 100-watt incandescent lamp. The light 
intensities falling on the samples at the one-foot and four-foot levels were 
0.0036 and 0.0004 cal./sq. cm./min., respectively. These materials were 
sampled for quality after three days (75 hr. exposure to light). 

In all phases of this investigation the headspace gas in the containers was 
air. 

The palatability of reconstituted samples was determined by the method 
used in these laboratories (6). Scoring was done on a scale from 10 to 0, 
10 being the equivalent of excellent fresh whole or skim milk. 


Results 

The Effect of Light on Quality Changes During Storage 
The results, using dry whole milk from two sources, and at different fat 
levels, were assessed by an analysis of variance. The effects shown to be 
significant are recorded in Fig. 1. In general, no differences in rate of deteriora¬ 
tion were observed between powders fiom different sources or between powders 
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Fig. 1. The effect of sunlight and ultra-violet light on the deterioration of spray-dried whole 
milk powder. 
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with different fat levels. However, the 26% fat sample from Plant X appeared 
to be more light-sensitive than the others. The control samples held at 6° C. 
suffered no deterioration during the storage period, while control samples 
held at 38° C. deteriorated in a manner comparable to that noted earlier (S, 7). 

The samples exposed to sunlight deteriorated much more rapidly than the 
control samples (Fig. 1). The samples subjected to 215 hr. of sunlight 
decreased about 4.8 palatability units. From the shape of the curves it is 
evident that the initial period of exposure to sunlight had little effect on 
palatability but the sunlight effects became more pronounced with increased 
exposure. Increased temperature accelerated the deterioration of these 
products (1). Since temperature and light effects are likely to be additive 
(3, pp. 139-152), it might be expected that sunlight effects would become more 
marked as the temperature increased. For these reasons, it is recommended 
that powders be exposed to sunlight for no longer than a five-hour period. 

The difference in palatability between controls and samples exposed to the 
ultra-violet lamp was less marked than the differences between controls and 
samples exposed to sunlight. Exposure to 150 hr. illumination from this 
source decreased storage life by about 10 days, and after 300 hr. the difference 
between control and exposed powders was only 1.5 palatability units. Two 
factors may have been responsible for this effect. The energy for the ultra¬ 
violet lamp was extremely low as compared with sunlight, and in addition, 
the wave lengths emitted may not have been those causing maximum deteri¬ 
oration. 

The skim milk powders (Table I) behaved in a manner similar to that 
previously noted (5), i.e., after a short period in storage the palatability seemed 
somewhat improved, suggesting that volatile degradation products formed in 
the powder during the dehydration process decreased during storage. This 
may not be noticeable in whole milk powders since fat is deteriorating simul¬ 
taneously, the over-all result being lower palatability. Dried pork showed 
similar improvement in quality during the initial storage periods (4). 

Only two effects of significance (Table I) were noted in these studies on 
skim milk. Powder from Source Y was generally of lower palatability than 
powder from Source X . This difference attained significance at the higher 
temperature. At both the combinations of temperature and light, the control 
samples received higher palatability scores than the exposed samples, but the 
difference was significant only in that portion of the experiment where powders 
were exposed to sunlight. The change in palatability of the controls and of 
the samples exposed to sunlight (average for samples from both sources) was 
as follows: 


Storage time in days 

0 

13 

23 

39 

48 

Palatability (control) 

2.2 

3.6 

5.0 

4.3 

5.6 

Palatability (exposed) 

2.2 

3.1 

3.6 

2.5 

2.2 


The control samples showed some tendency to increase in palatability through¬ 
out the storage period, while the exposed samples increased slightly initially 
and then decreased. 
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TABLE I 

The effect of light, source of powder, and time of exposure on 

THE QUALITY OF SPRAY-DRIED SKIM MILK 


Storage conditions 


Sunlight (av. temp. 6° C.) 

Ultra-violet (temp. 38 c 

>C.) 

Variable under study 

Mean 

palatability 

Variable under study 

Mean 

palatability 

Treatment 


Treatment 

■ 

Exposed to light 

2.8 

Exposed to light 

3.9 

Control 

4.6 

Control 

4.2 

Source of powder 


Source of powder 


X 

4 0 

X 

4 6 

V 

3 4 

V 

3 5 

Time 


Time 


Storage (days), sunlight (hr.) 


Storage (davs), ultra-violet (hr.) 


0 ' 0 

2.2 

0 0 

2 2 

13 60 

3 4 

3 25 

4 7 

23 110 

4 2 

13 75 

3 9 

39 165 

3 4 

22 150 

3 5 

48 215 

3.9 

42 300 

4 0 


Analysis of variance 


Variance attributable to: 

Degrees of freedom 

Mean 

square 

Sunlight 

Ultra-violet light 

Treatment 

1 

12 42* 

0.25 

Source of powder 

1 

1.38 

5.52** 

Time 

3 

0.75 

0.91 

Residual 

10 

1 26 

0 52 


* Exceeds 5% level of statistical significance . 
** Exceeds 1% level of statistical significance . 


Since skim milk of only 1% fat is affected by sunlight, it seems reasonable 
to assume that sunlight affected not only the fat fraction of the milk powder, 
but has some effect on the protein or carbohydrate components, or both. 

The Effect of Light Intensity on Keeping Quality 
The results of storing milk powders of 1% and 26% fat (initial palatabilities 
6.9 and 6.3, respectively), under light of different intensities is shown in 
Table IL While the palatability scores applied at each trial differed signi¬ 
ficantly, the intensity of light falling on the sample caused significant differ¬ 
ences in rate of deterioration. Skim milk powders did not deteriorate markedly 
except at the greatest light intensity, while whole milk powders were affected 
even by the light of lowest intensity, lending support to the previous observa- 
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TABLE II 

The effect of light energy on the quality of spray-dried whole and skim milk 
POWDER STORED FOR THREE DAYS AT 38° C. (100° F.) 


Table of means 


Light energy 
affecting sample, 
cal./sq. cm /min. 

Palatability scores 

1% fat ] 

[ 26% fat 

Trial 1 

Trial 2 

Trial 1 

Trial 2 

0 

5.7 

6.5 

5 6 

5 0 

0 00038 

5 0 

6 6 

3 8 

5 l 

0 0036 

: 

4 8 

5 5 

3 6 

4.9 


Analysis of variance 


Source of variance 

D. f. 

Mean square 

1% fat vs. 26% fat 

1 

31.01** 

Between trials 

2 

11 04** 

Light energy 

2 

15 02** 

Light energy X fat levels 

2 

20 86** 

Residual (Error I) 

58 

1 56 

Tasters 

9 

3 80** 

Residual (Error II) 

45 

0 64 


** Exceeds 1% level of statistical significance. 


tions (Fig. 1 and Table I). The high initial palatability of the skim milk 
was attributed to the fact that the container had been opened and was returned 
to storage for some time before the initiation of the experiment. 

Since the light source used here produced a continuous spectrum from 
2800 A units far into the infra red, it was believed that the deterioration in 
relation to the energy expended might indicate whether sunlight taint of this 
product was a function of wave length or a function of the total energy. The 
results of calculations relating palatability decrease to light energy, shown 
in Fig. 2, seemed to indicate that deterioration was a function of wave length 
rather than the total energy expended on the sample. However, the palat¬ 
ability decrease of the control sample of whole milk powder subjected to the 
incandescent light was 2.5 times that occurring in the samples exposed to 
ultra-violet light. If comparable palatability decreases are assumed for both 
sets of control samples, the calculated decrease in the sample exposed to 
ultra-violet light (dotted curve in Fig. 2) almost equals the decrease in palat¬ 
ability occurring at corresponding light energy of the incandescent lamp. 
These calculations indicated that wave length of the incident light was a less 
important cause of deterioration than the energy expended on the samples. 
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LIGHT ENERGY, CAL X ICfVCM*/ SEC. 

Fk,. 2. The relation between light energy expended on the sample and palntability decrease . 
Doited line shows values anticipated tf milk powder exposed to the ultra-violet lamp had been 
as unstable as the powder exposed to the incandescent lamp. 1 
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CANADIAN WILTSHIRE BACON 

XXV. CHEMICAL PRESERVATIVES FOR MAINTAINING QUALITY AT 
HIGH STORAGE TEMPERATURES 1 

By \V. Harold White 2 , N. K. Gibbons 3 , and M. W. Thistle 4 


Abstract 

Seventy -sc\on chemical OculmcnN were tcsicd lor tht'ir ettecti\em*-«- in main¬ 
taining qualitx in bacon stored at 7 1°, 15 6 U , and 25 8" O', for 50 days The 
relative huitabilitx of the compounds was assessed bv oi ganolept ic exannnation. 

Treatment-* found to retard both shine formation and mould growth in¬ 
clude magnesium ben/oate with Imlrowaccttc or eituc a<id; dimeth\lolurea; 
boroben/oic acid; acet\ bahex lie acid; Aerosol-OS; Asepiex, Saloi: cuinaunc at id; 
and a mixture of bcn/oic acid, citnc acitl, salt, and oat Hour and hulls. Several 
of the materials were relatixelx effective against barteria but not against 
moulds, \i/.: magnesium ben/oale; mmIiuih ben/oate with hvdrowan tie acirl, 
benzoic or boric acid with Indrowacetic acitl; cheesecloth treated with formal¬ 
dehyde; and pyruvic acid. A few of the treatments, eg. borax and Naceonal, 
retarded mould growth, but hat! little effect on bacteria Became of possible 
toxicity or other considerations, none of the materials studied is mnsidcicd t<» 
be tntirek satisfactory. 


Introduction 

Under normal shipping conditions Canadian Wiltshire baron sometimes 
arrived in England showing slime and othet signs of incipient spoilage, The 
problem became more serious in the earl}” war period because of unpredictable 
delays and the possible need for shipment in unrefrigerated spare. Hence 
some precautionary' measures were necessary to ensure that the baron reached 
its destination in an edible and acceptable condition. Intensive investiga¬ 
tions were carried out in these* laboratories on the relative efficacy of smoking, 
of modifications in the cuiing process, and of chemical preservatives in main¬ 
taining the quality of bacon during longer holding periods, or at higher 
temperatures, than usual. Studies on smoking have been reported (8, 9,10). 
The present paper gives the results of a study on the effectiveness of 77 
chemical treatments in retarding spoilage of bacon stored at 7.1°, 15.6°, 
and 23 8° C. 

The status of the use of pieservativcs in Canada has been ably discussed 
elsewhere and the literature on their application to fish products reviewed (5). 
This review and other recent investigations (1, 2, 3, 4, 7) have dealt mainly 
with the action of derivatives of benzoic acid. Since meat is more resistant 
to spoilage than fish and adequate refrigeration facilities are usually available, 

1 Mami sortpt received June 22, 1945. 

Contribution from the Division of Applied Biology, National Research Laboratories , 
Ottawa. Issued as Paper No. 142 of the Canadian Committee on Food Preservation , and as 
N.R.C. No. 1327 . 

2 Formerly Biochemist , Food Investigations; at present Chemist, Imperial Oil Co. Ltd., 
Sarnia , Ont. 

3 Bacteriologist , Food Investigations. 

4 Biochemist , Food Investigations. 
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there has been little incentive to search for chemical preservatives for this 
class of product. A recent review on the preservation of meat confirms 
this (6). 

The British Ministry of Food early realized the necessity of providing some 
protection for bacon and authorized the use of borax or boric acid on Wiltshire 
sides*. Since these have relatively little preservative action, a search was 
made for more effective and less toxic chemicals. Accordingly, the value of 
most of the well-known preservatives was assessed, and many other com¬ 
pounds were investigated in an attempt to attain this objective. In the 
study of these hitherto untested compounds, secondary consideration was 
given to their toxicity since it was considered that ineffective substances 
could be discarded, while effective compounds, even if toxic, might give an 
indication of a suitable treatment. It is recognized that thorough toxico¬ 
logical studies would be required before any treatment could be considered 
for commercial adoption. 

Materials and Procedure 

Freshly cured \\ ihshire backs were divided into five portions, each approxi¬ 
mately 3 lb. in weight. The resulting samples were randomized amongst 
the various treatments and storage temperatures. 

The preservatives studied, arranged where possible according to their 
chemical nature or type of treatment, are listed in Table II. For the most 
part, each preservative' was tested at three concentrations for each of the 
storage temperatures. 7 1°, 15 6°, and 23 8° (_\ (45°, 60°, and 75° F.). The 
amount of preservative added was calculated as the percentage of the lean 
in an average sized back weighing 15 lb. and having 60% lean meat. On 
this basis, 0.8 gm. added to the 3-lb. test pieces approximated 0.1% of the 
lean meat. When the preservative was admixed with hydroxvacetie or 
citric acid, 0.8 gm. of the acid was thoroughly mixed with the desired weight 
of preservative. Depending on their physical condition, solid materials were 
either dusted or sprinkled onto the samples, Unless otherwise indicated, 
liquids were applied with a brush. When second and third applications of a 
liquid were made, sufficient time elapsed between successive* treatments to 
tx'rmil at least superficial sorption of the preservative to occur. All preserva¬ 
tives were applied to the rib or top surfaces only of the lean meat. Each 
treated sample was wrapped in waxed, and over wrapped with brown, paper 
prior to storage. 

Subjective examinations of the condition of each sample with respect to 
the surface colour, odour, slime formation, and mould growth for the lean 
meat were made after storage for 15 and 30 days. 

Results 

Assessment of the relative effectiveness of the various treatments from the 
data in the form of comments was difficult. An arbitrary system of scoring 

*5, R. and O. for Roods, 1940, No. 54? (Food, 9 :236 . 1940). 
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quality was therefore adopted (Table I), based on the following considerations. 
The development of off-odours in the lean meat was believed to be the most 
important factor studied, since spoilage of the lean renders the bacon in¬ 
edible. Surface growths of either bacteria or moulds detract from the appear- 

TABLE I 

System of scoring employed for assessing the relative suitability 

OF PRESERVATIVES FOR WILTSHIRE BACON 


Property 

Score 

Property 

Score 

Odour of the lean: 


Mould: 


Good 

3 

None or slight 

2 

Slightly off or chemical 

2 

Medium 

1 

Definitely off 

1 

Heavy 

0 

Bad 

0 



Slime: 


Colour of the lean: 


None or slight 

2 

Acceptable 

1 

Medium 

1 

Poor 

0 

Heavy 

0 


! 


ance of the bacon, but, if not too far advanced and not accompanied by off- 
odours, they are considered to be of secondary importance since either can, 
for the most part, be removed readily by mechanical methods. The surface 
colour of the lean meat, as an attribute of quality, was ranked third in 
importance. 

Quality scores for bacon, treated with the different amounts studied of 
the various preservatives and stored at 7.1°, 15.6°, and 23.8° C. (45°, 60°, 
and 75° F.) for 30 days, are given in Table II. It was considered that the 
above information gives sufficient indication of the relative effectiveness of 
the various treatments. Although presentation of other data, such as the 
detailed observations of the conditions of the samples, would be desirable, it 
is impractical because of the large number of treatments studied. 

When bacon is stored without preservative for 30 days at 7.t°t\, the 
odour of the lean is usually off and there may be some slime; at 15.6° C., 
the odour is definitely off and the surface is quite slimy ; at 23.8° (\, the meat 
is very bad. 

For the most part, all treatments gave relatively good protection to the 
bacon stored at 7.1°C. Obvious differences were evident, however, at 
15.6° C. and 23.8° C. The addition of citric or hydroxyacetic acid to the 
preservative usually had a beneficial effect. The use of hydroxyacetic acid 
appears to be preferable economically but, owing to its hygroscopic character, 
has the disadvantage of difficulty of application. It is also of some interest 
to note that in certain instances the preservative was more effective at 23.8° 
than at 15.6° C. The reason for this is not apparent. 

Detailed examination of the total quality scores indicated that the following 
treatments were the most effective in retarding spoilage: benzoic acid with 






WHITE ET AL.: CANADIAN WILTSHIRE BACON. XXV . 


343 


TABLE II 

Quality scores for bacon treated with various preservatives and stored 
AT 7.1°, 15.6°, ANI> 23.8° C. FOR 30 DAYS 


No. 

Preset vative 


Score 1 at various storage 
temperatures 


Treatment 

Amount 

7.1° C. 

15 6° C. 

23.8°C. 

1 

Benzoic acid 

0.8 gm. 
1.6gm. 

4 0 gm. 

3220-7 

3220- 7 

3221- 8 

1200-3 

0201-3 

1200-3 

3200-5 

1200-3 

2220-6 

2 

Benzoic acid with citric acid 

0.8 gm. 

1 6 gm. 

4.0 gm. 

3221-8 

3221-8 

3221-8 

1210-4 

2220-6 

3201-6 

2210-5 

1210-4 

2220-6 

3 

Benzoic acid with hvdroxyacetic 
acid 

0 8 gm 

1 6 gm. 

4.0 gm. 

3221-8 

3221-8 

3220-7 

3211-7 
! 3210-6 
! 3220-7 

0210-3 

2211-6 

2221-7 

4 

Bcn/\ 1 benzoate 

Once 

Tw ice i 

Thrice 

3220-7 
3220 7 
3220 7 j 

1021 4 
1221-6 
1020-3 

0220-4 

0010-1 

0020-2 

5 

El In 1 Ixnzoate 

Once 

Twice 

Thrice 

1 2220-6 1 
2221-7 
2221 -7 

2210-5 ; 

3211-7 
3211-7 | 

1221-6 

3110-5 

0101-2 

6 

Phenyl benzoate 

0 8 gm. 

1 6 gm. 

4 0 gm. 

2220-6 

2220-6 

2221-7 

0220-4 
2220-6 
2221 7 

1221-6 

2221-7 

2220-6 

7 

Methyl ester of />-hvdro\vben/oic 
acid 

0 4 gm. 

0 8 gm. 

1 0 gm. ; 

2221-7 

2220-6 

2221-7 

1210 4 

1220-5 
1220-5 

1000-1 
2000-2 
2120-5 

8 

Kthvl ester of />-hydro\vbenzoic 
acid 

0 4 gm. 

0 8 gm. 

1.6 gm. 

3221 8 ; 

3220- 7 i 

3221- 8 

0020-2 
2220-6 ! 
2220-6 

1100-2 

2220-6 

0220-4 

9 

Ethyl ester of £*hydro\vbenzoic 
acid with citric acid 

0.4 gm. 
0.8 gm. 

1.6 gm. 

3221-8 

3221-8 

3221-8 

3210-6 
2220-6 
2220-6 ! 

0220-4 

2200-4 

2200-4 

10 

Propyl ester of />-hvdro\vbenzoir 
acid 

0 4 gm. 
0.8 gm. 
t 6 gm. 

3221-8 

3221-8 

3221-8 

1020-3 ; 
1220-5 ! 
0010-1 ! 

1010-2 

1120-4 

0020-2 

n 

Butyl ester of />-hvdio\vbett/oic 
acid 

0.4 gm. 

0 8 gin. 
t .6 gm. 

2221-7 

2021-5 

2220-6 

0000-0 

0020-2 

0020-2 

2220 6 
0020-2 
2220 6 

12 

Benzyl ester of />-hydro\vbonzoic 
acid 

0 4 gm. 

0.8 gm. 

1.6 gm. 

2220-6 

3220- 7 

3221- 8 

0021 3 
0121-4 ! 
0120-3 

0000-0 

0120-3 

0020-2 

13 

i 

Sodium salt of methyl ester of 
^-hydroxybenzoic acid 

0.4 gm. 
0.8 gm. 

1.6 gm. 

2220-6 

2220-6 

2220-6 

2220-6 

2220-6 

2220-6 

0120-3 

0020-2 

3220-7 


1 The first digit indicates the rating assigned for the odour of the lean meat; the second and 
third for siitne and mould , respectively; the fourth for the colour of the lean meat; and the fifth , the 
total score . Further details of the method of scoring are given in Table I. 
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TABLE II —Continued 

Quality scores for bacon treated with various preservatives and stored 
at 7.1°, 15 6°, and 23 8° C. for 30 days —Continued 


No. 

Preservative 

Score 1 at various storage 
temperatures 


Treatment 

Amount 

7.1° C. 

15 6° C. 

23 8° C. 

14 

Sodium salt of ethyl ester of 
/>-hyd ro\yben zoic acid 

0 4 gm. 

0 8 gm. 

1.6 gm. 

3220 7 
2220-6 
2220-6 

1220-5 

2200-4 

1220-5 

0120-3 

2200-4 

0220-4 

15 

Sodium salt of propyl ester of 
^-hydroxybenzoic acid 

0 4 gm, 
0.8 gm. 

1 6 gm. 

3220-7 

3220- 7 

3221- 8 

2120-5 

1220-5 

1200-3 

0100-1 

1200-3 

3220-7 

16 

Sodium benzoate 

0.8 gm. 

1 .6 gm. 
4.0 gm. 

2120-5 
3221-8 
3220-7 

1101-3 

0101-2 

1211-5 

0010-1 
0010-1 
1220 5 

17 

Sodium benzoate with citric acid 

0 8 gm. 

1.6 gm. 

4 0 gm. 

3221-8 
3221 -8 
3221-8 

1200-3 

2101-4 

2100-3 

0000-0 
1100-2 
1100 2 

18 

Sodium benzoate with hvdroxy- 
acetic acid 

0 8 gm. 

1 6 gm 

4.0 gm. 

3221-8 

3221-8 

3221-8 

0221-5 

2220-6 

3220-7 

3220-7 
3220-7 
0220-4 

19 

Magnesium benzoate 

0 8 gm. 

1 6 gm. 

4.0 gm. 

3221-8 
3221—S 
3221-8 

0010 1 
0210-3 
3221-8 i 

0100-1 

1210-4 

3220-7 

20 

Magnesium benzoate with citric 
acid 

0 8 gm. 
t 6 gm. 

4.0 gm. 

3220-7 ! 
3220-7 
3221 8 

3220-7 

2220-6 

3220-7 

0110-2 
0100 1 
3220-7 

21 

Magnesium benzoate with 
hydroxvacetic acid 

0 8 gm. 

1 6 gm. 

4 0 gm. 

3221-8 

3221-8 

3220-7 

0221-5 
3220-7 
322 0-7 

0010*1 
! 3200 5 

12104 

22 

Acetylsalicvlic acid 

1.6 gm. 

4.0 gm. 

8 0 gm. 

2221-7 

3221-8 

3221-8 

2221-7 

3220-7 

3220-7 

2200-4 

22004 

3220-7 

23 

Phthalic acid with citric acid 

0 8 gm. 

1 6 gm. 

4.0 gm. 

3221-8 

3210-6 

1120 4 

1200 -3 
0201-3 
0221 5 

0200-2 

0100-4 

1200-3 

24 

Sulphanilic acid with citric arid 

0 8 gm. 

1 6 gm. 

4 0 gm. 

3210 6 
3210-6 
3210-6 

1 U)0- 2 
2200-4 
3210-6 

0200-2 

0000-0 

0200-2 

25 

Dupont’s No. IN-3102; 2% solu¬ 
tion in petroleum ether 

(>nce 

Twice 

Thrice 

3221-8 

2121-6 

2220-6 

0021-3 

0020-2 

0120-3 

02204 

0021-3 

0020-2 

26 

Cinnamic acid with citric acid 

0.8 gm. 

1.6 gm. 

4.0 gm. 

3221-8 

3221-8 

3221-8 

3220-7 

2220-6 

2220-6 

3220-7 

3220-7 

22204) 


1 The first digit indicates the rating assigned for the odour of the lean meat; the second and 
third for slime and mould, respectively; the fourth for the colour of the lean meat; and the fifth ( the 
total score. Further details of the method of scoring are given in Table I. 
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TABLE II— Continued 

Quality scores for bacon treated with various preservatives and stored 
at 7.1°, 15.6°, and 23 8° C. for 30 days — Continued 


No. 

Preservative 

Score 1 at various storage 
temperatures 


Treatment 

Amount 

7.1° C. 

15.6°C. 

| 23.8°C. 

27 

Sodium sulphocarbolatu 

0.8 gni. 

1.6 gm. 

4.0 gm. 

2221-7 

3221-8 

3221-8 

0021-3 

0221-5 

0020-2 

: 

! 0221-5 
0120-3 
0021-3 

28 

Borobenzoic acid with citric acid 

0.8 gm. 

1.6 gm. 

4 0 gm. 

3221-8 

3221-8 

3220-7 

2210-5 

3220-7 

3220-7 

3200-5 

3220-7 

3220-7 

29 

Boric acid 

1.6 gm. 

4.0 gm. 

8.0 gm. 

3221-8 

3220-7 

3220-7 

0100-1 

1201-4 

1201-4 

2200-4 

2200-4 

2210-5 

30 

Boric acid with citric acid 

1.6 gm. 

4 0 gm. 

8 0 gm. 

3221 -8 
3221-8 ; 

3221-8 

2211-6 

2201-5 

2221-7 

1100*2 

1200- 3 

1201- 4 

31 

Boric acid with hydroxyacetie acid 

' 

0 8 gm. 

1 .6 gm. 

4.0 gm. 

3220-7 

3220- 7 

3221- 8 

1210-4 

3220- 7 

3221- 8 

3220-7 

0210-3 

2210-5 

32 

Boric anhydride with citric acid 

0 8 gm. 

1.6 gm. 

4 0 gm. 

3221-8 

3221-8 

3221-8 

3210- 6 

3211- 7 
3221-8 

2210-5 

1221-6 

0221-5 

33 

Borax 

i 

i 

1 .6 gm. 

4 0 gm. 

8 0 gm. 

2220-6 
3220-7 ! 
3220 7 

1021-4 

0021-3 

0021-3 

0021-3 

1121-5 

1121-5 

34 

Borax with citric acid 

1.6 gm. 

4 0 gm. 

8 0 gm. 

2220-6 
3220-7 
3220-7 ] 

1220- 5 
2220-6 

1221- 6 

0110-2 

2220-6 

2221-7 

35 

| Ethyl alcohol (<>5%); dipped 15 
min. 

— 

2220-6 

0200-2 

3000-3 

36 

Ethyl alcohol (95%) with 2% 
hydroxyacetie acid; pH 3 35 

Once 

Twice 

Thrice 

3200- 5 
3210-6 

3201- 6 

0001-1 

0111-3 
1010-2 

0220-4 

0001-1 

0000-0 

37 

Ethylene glvcol 

Once 

Twice 

Thrice 

1021-4 

3020-5 

1020-3 

0021-3 
0020-2 
0020 2 

000!"t 
0101-2 
j 0020-2 

38 

Propylene glycol 

Once 

Twice 

Thrice 

2221-7 

3121-7 

3121-7 

0020-2 

0021-3 

0021-3 

: 0120-3 
! 0021-3 
j 0020-2 

39 

Glycerol with hydroxyacetie acid; 
50 gm. acid dissolved in 200 ml. 
water and added to 800 ml. 
glycerine; pH 1.8 

Once 

Twice 

Thrice 

3220- 7 
3111-6 

3221- 8 

3201-6 

3201-6 

3200-5 

0101-2 

0001-1 

3210-6 

, 


1 The first digit indicates the rating assigned for the odour of the lean meat; the second and 
third for slime and mould, respectively; the fourth for the colour of the lean meat; and the fifth, the 
total score . Further details of the method of scoring are given in Table L 
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TABLE II —Continued 

Quality scores for bacon treated with various preservatives and stored 
at 7.1°, 15.6°, AND 23 8°C. FOR 30 days —Continued 


No. 

Preservative 

Score 1 at various storage 
temperatures 


Treatment 

Amount 

7.1° C. 

15.6°C. 

23.8°C. 

40 

Anhydrous sodium sulphate 

4.0 gm. 
8.0 gm. 
16.0 gm. 

1020-3 

3220- 7 

3221- 8 

0221-5 

0021-3 

0220-4 

0220-4 

0020-2 

0221-5 

41 

Anhydrous calcium chloride 

4.0 gm. 
8.0 gm. 
16.0 gm. 

3221-8 

3221-8 

3221-8 

0020-2 

0010-1 

0001-1 

1120-4 

0020-2 

0000-0 

42 

Oil of birch 

Once 

Twice 

Thrice 

2220-6 

2220-6 

2121-6 

2220-6 

2220-6 

2220-6 

2220-6 
3200-5 
2000 2 

43 

Oil of birch tar 

Once 

T wice 
Thrice 

3120-6 

2120-5 

2220-6 

0020-2 

2010-3 

2021-5 

2020-4 

2020-4 

2020-4 

44 

Oil of pine 

Once 

Twice 

Thrice 

2221-7 

2220-6 

2221-7 

2120- 5 
2220-6 

2121- 6 j 

2120-5 

2220-6 

2020-4 

45 

Oil of tar 

Once 

Twice 

Thrice 

2220-6 

2220-6 

2220-6 

2110-4 

2210-5 

2220-6 

3210-6 

2210-5 

2110-4 

46 

Essence of smoke 

Once 

T wice 
Thrice 

3210-6 

3220-7 

3220-7 

3210-6 

1 2100-3 

2110 4 

3210-6 

3200-5 

3210-6 

47 

I Sawdust 

} 

Excess 

3221-8 

0221-5 

3221 8 

48 

Wiping with rag treated with 1 % 
formaldehyde solution 

— 

3021-6 

0020-2 

0000-0 

49 

Wiping with rag treated with 
glacial acetic acid 

— 

3221-8 

2201-5 

3201-6 

50 

Wiping with rag treated with satu¬ 
rated solution of benzoic acid 
containing 2% hydroxyacetic 
acid 


2220-6 

0220-4 

0000-0 

51 

Dipping in aqueous solution of 
formaldehyde for one minute 

2% 

5% 

3220-7 

3220-7 

3201-6 

0110-2 

1100-2 

0110-2 

52 

Wrapping in cheesecloth treated 
with formaldehyde 

1% 

3% 

5% 

3221-8 

3220- 7 

3221- 8 

0111-3 

0111-3 

0020-2 

0001-1 

3211-7 

3201-6 

53 

Sodium propionate 

1.6 gm. 

4.0 gm. 

8.0 gm. 

3221-8 

2221-7 

2221-7 

2210-5 

2011-4 

2210-5 

0010-1 

0020-2 

1110-3 


1 The first digit indicates the rating assigned for the odour of the lean meat; the second and 
third for slime and mould , respectively; the fourth for the colour of the lean meat; and the fifth , the 
total score. Further details of the method of scoring are given in Table I. 
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TABLE 11 —Continued 

Quality scores for bacon treated with various preservatives and stored 
at 7 1°, 15.6°, and 23.8°C. for 30 days —Continued 


No. 

Preservative 

Score 1 at various storage 
temperatures 


Treatment 

Amount 

7.1° C. 

15.6°C. 

23 8° C. 

54 

Sodium propionate with citric acid 

1 6 gm. 

4.0 gm. 

8.0 gm. 

3220-7 

2220-6 

2221-7 

2200-4 
1200-3 
| 2221-7 

1101-3 
2210-5 
! 1101-3 

55 

Urotropin 

! 1 6 gm. 

| 4.0 gm. 

! 8 0 gm. 

i 

2220-6 

3111-6 

3220-7 

I 0000-0 

2201-5 

2200-4 

1100-2 

2100-3 

2200-4 

56 | 

Nickel pectinate (flake) 

0 8 gm. 

1 6 gm. 

4 0 gm. 

2221-7 

3220-7 

1220-5 

0220-4 

0220-4 

0020-2 

0220-4 

0220-4 

0120-3 

57 

Sodium pyrophosphate with 
hydroxyacetic acid 

0.8 gm. 

1.6 gm. 

4 0 gm. 

3220- 7 
3121-7 

3221- 8 

1221-6 

0220-4 

0220-4 

0201-3 

0221-5 

0221-5 

58 ; 

Sulphamic acid with citric acid 

0 8 gm. 

1 6 gm. 

4 0 gm. 

3221-8 ! 

3211-7 

0220-4 

1201-4 

3200-5 

3220-7 

1220-5 

0200-2 

1200-3 

59 

Pyruvic acid 

Once 

Twice 

Thrice 

3220-7 

3220- 7 

3221- 8 

3211-7 

3210-6 

3220-7 

1 

3200- 5 
3211-7 

3201- 6 

60 

Hydroxyacetic acid 

0.8 gm. 

1.6 gm. 

4 0 gm. 

3221-8 

3221-8 

3221-8 

0220-4 
0121-4 ! 

0101-2 

0010-1 

0000-0 

3200-5 

61 

Citric acid 

! 

0.8 gm. 

1 6 gm. 

4.0 gm. 

3200-5 

3121-7 

3210-6 

0100-1 
1000-1 
1100-2 | 

j 

0001-1 

2201-5 

0100-1 

62 

Hydrochloric acid; dipped 15 min. 

0.05 N 

0 1 N 

0.5 N 

3210-6 

2220-6 

2201-5 

2200-4 
0200-2 : 
1200-3 

0000-0 

0000-0 

2100-3 

63 

Zephinn; dipped 15 min. 

J : 5000 

1 : 10, 000 

1 : 20, 000 

201L 4 
2120-5 
2220-6 

0010-1 
0011 -2 i 
0000-0 

0000-0 

0000-0 

0100-1 

64 

Mold ex I 

0 8 gm. 

1.6 gm. 
4.0 gm. 

3221-8 

3220-7 

2220-6 

1220-5 

2221-7 

2220-6 

2220-6 

2220-6 

2220-6 

65 

Aseptex 

: 

0.8 gm. 

1.6 gm. 
4.0 gm. 

3220-7 

3220-7 

3120-6 

2111-5 

3201-6 

3220-7 

0210-3 

0200-2 

3220-7 

66 

Salol 

i 

: 

0.8 gm. 

1.6 gm. 
4.0 gm. 

3220-7 

2221-7 

2220-6 

0020-2 

2220-6 

2221-7 

2220-6 

1121-5 

2220-6 


1 The first digit indicates the rating assigned for the odour of the lean meat; the second and 
third for slime and mould , respectively; the fourth for the colour of the lean meat; and the fifth, the 
total score . Further details of the method of scoring are given in Table L 












348 


CANADIAN JOURNAL OF RESEARCH. VOL. 23, SEC. F. 


TABLE U~ Concluded 

Quality scores for bacon treated with various preservatives and stored 
at 7.1°, 15.6°, and 23.8° C. for 30 days— Concluded 


No. 

Preservat ive 


Score 1 at various storage 
temperatures 


Treatment 

Amount 

7 rc. 

15 6° C. 

23 8° C. 

67 

Aerosol-OS 

0.8 gm. 

1 6 gm. 

4 0 gm. 

3221-8 
3221 -8 
3221-8 

1121-5 
0021 3 
3221-8 

1221-6 
3221-8 
322L 8 

68 

Nacronal 

0 8 gm. 

1 6 gm. 

4 0 gm. 

3220 7 
3220-7 

3221 8 

2221-7 

3221-8 

3220-7 

0120-3 
0020- 2 
2220-6 

69 

Allantom 

0 8 gm. 

1 6 gm. 

4 0 grn. 

3221-8 

3221-8 

3220-7 

0220-4 
0021-3 ! 

0021-3 

0021-3 
0220-4 
0021 3 

70 

, 

Dimethvlol urea 

1.6 gm. 

3 2 gm. 

8 0 gm. 

3220-7 
3220- 7 
3220-7 

3211-7 
3220- 7 
3220 7 

3220-7 
3210-6 
3220 7 

71 

Sodium hydroxide (flake) 

1 0 gm. 

4 0 gm. 

7 0 gm. 

10 0 gm. 

3220-7 

3220-7 

3220-7 

3220-7 

0221-5 
3020-5 
3020 5 
3020-5 

0220-4 
3220-7 
! 3220-7 

! 3220-7 

72 

Oat hulls 

Excess 

3220-7 

0221-5 

0221-5 

73 

Sodium bicarbonate and citric- 
acid; packed in oat hulls; 
NaHCOa: citric acid - 252 : 1 92 

10 gm. 

20 gm. 

30 gm. 

3221S 

3 221-8 
3220-7 

0221-5 
2221-7 
0221 5 

0201-3 

0221-5 

0221-5 

74 

Sodium bicarbonate and hydroxy- 
acetic acid; packed in oat hulls; 
NaHCOa : CHaOH.COOII == 
84 : 76 

10 gm. 

20 gm. 

30 gm. 

3221-8 
3221-8 
3221 8 

0221 -5 
2221-7 
2221-7 

0210-3 

0211-4 

0210-3 

75 

Benzoic acid (4 i>arts), citric acid 
(2 parts), sodium chloride (20 
parts), oat flour (46 parts), and 
oat hulls (28 parts) 

Excess 

3221-8 

3221-8 

3221-8 

76 

Surface of meat dried and scorched 
by a gas torch 

— 

3220 7 

0000-0 

2110-4 

77 

Sodium pyrophosphate 

0.8 gm. 

1.6 gm. 

4.0 gm. 

3221-8 

3221-8 

3221-8 

3221 8 
0020-2 
0220-4 

0020-2 

0021-3 

0021-3 


1 The first digit indicates the rating assigned for the odour of the lean meat; the second and 
third for slime and mould , respectively; the fourth for the colour of the lean meat; and the fifth, the 
total score. Further details of the method of scoring are given in Table 1 . 


hydroxyacetic acid; phenyl benzoate; sodium benzoate with hydroxyacetic 
acid; magnesium benzoate with and without hydroxyacetic acid; acetyl- 
salicylic acid; cinnamic acid with citric acid; borobenzoic acid with citric 
acid; boric acid with hydroxyacetic acid; glycerol with hydroxyacetic acid; 
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packing in sawdust; wrapping in cheesecloth treated with formaldehyde; 
pyruvic acid; Aseptex; Said; Aerosol-OS; dimethylolurea; sodium hydroxide; 
and a mixture of benzoic acid, citric acid, sodium chloride, and oat flour and 
hulls. 

A group of treatments of an intermediate degree of effectiveness included: 
benzoic acid with citric acid; benzyl and ethyl benzoates; ethyl ester of 
^-hydroxybenzoic acid wffth citric acid; propyl and benzyl esters of ^-hydroxy- 
benzoic acid; sodium salts of methyl, ethyl, and propyl esters of ^-hydroxy- 
benzoic acid; magnesium benzoate with citric acid; boric acid wdth and with¬ 
out citric acid; boric anhydride with citric acid; borax with and without 
citric acid; dipping for 15 min. in ethyl alcohol; oils of birch, birch tar, pine, 
and tar, essence of smoke; wiping with rags treated wdth glacial acetic acid; 
dipping for one minute in an aqueous solution of formaldehyde; sodium 
propionate with and without citric acid; urotropin; Moldex; and Nacconal. 

Several treatments were found to be quite unsuitable for bacon, viz.: 
benzoic acid; methyl, ethyl, and butyl esters of p -\\ydroxybenzoic acid; 
sodium benzoate with and without citric acid; phthalic or sulphanilic acid 
with citric acid; V \ solution of Dupont’s Xo. IN-5102 in petroleum ether; 
sodium stilphocarbolate; ( )5 r , ethyl alcohol with 2 r / 0 hydroxyacetic acid; 
cth\lene or propylene glycol ; anhydrous sodium sulphate or calcium chloride; 
wiping with rags treated with \ ( f ( , formaldehyde solution or with a saturated 
solution of benzoic acid containing 2 r / ( h\ droxvact tic acid; nickel pectinate; 
sodium pyrophosphate with and without hydroxyacetic acid; sulphamic acid 
with citric acid; hvdroxvacetic or citric acids dipping for 15 min. in hydro¬ 
chloric acid or in Xephirin; allantoin; oat hulls; dusting with a mixture of 
sodium bicarbonate with citric or hydroxyacetic acid and then packing in 
oat hulls; drs ing and scorching the surface of the meat with a gas torch. 

Kxainiuation of the data on slime and mould formation indicates that very 
few of the treatments were effective at the lowest concentration studied. At 
the highest concentration several treatments were quite effective in retarding 
both slime formation and mould growth, namely, magnesium benzoate with 
hydroxyacetic or citric acid; borobenzoic acid; acetylsalieylie acid; Aerosol; 
Aseptex; Salol; cinnamic ar id; dimethylolurea; and a mixture of benzoic acid, 
citric acid, salt, and oat Hour and hulls. Several of the materials were relat- 
ively effective against bacteria but not against moulds, viz.: sodium benzoate, 
phthalic acid or boric acid with citric acid; glycerol with hydroxyacetic acid; 
essence of smoke; and pyruvic acid. A few of the treatments retarded mould 
growth, but had little effect on bacteria, e.g. borax, ethylene or 
propylene glycol, and benzyl benzoate. % 

Discussion 

The “ideal” preservative for bacon would be one that is non-toxic, even if 
ingested repeatedly, and that would prevent the growth of bacteria and 
moulds and the development of rancidity. It should have no effect on the 
colour, flavour, odour, or texture of the meat. The method of application 
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should fit into normal plant practice, and the cost should be as reasonable as 
possible. None of the preservatives studied here can be considered to satisfy 
all of these criteria. Investigations on these and other treatments are being 
continued. 
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CANADIAN WILTSHIRE BACON 

XXVI. FURTHER OBSERVATIONS ON THE PRESERVATION OF QUALITY 
AT HIGH STORAGE TEMPERATURES 1 

By W. Harold White 2 , I\l. W. Thistle 3 *, and T. A. Steeves 4 

Abstract 

The* suitability of polwinvl alcohols, dinn-iln lol urea, comnicrcial wax 
dispersions, carbon dioxide, sodium Indroxide, and a combined smoking and 
partial desiccation treatment as preservatives for bacon stored at 15 6° C. 

(60° F.) was m\ est i^ated. Dimethvlol urea was a relativel\ effective preserva¬ 
tive and utouldicide for smoked bacon. <)t the methods studied for appKing 
this material, a vaseline paste was most suitable, but not entireh sitiMactors. 

Hack bacon, smoked for six hours at 40 (> J C. (105' F.), and subsequent!\ dried 
at thi* tempera!ure to moisture contents of about 55 to 60% or le^s, was in a 
satisfactory condition, e\c<»pt lor a heav\ mould growth, after 60 da\s* storage 
Sodium hvdroxide was relatively ineffective when applied as an aqueous solution. 
Polyvinvl alcohols, wax di^NTMons, and carbon dioxide wire unsuitable under 

the conditions studied. 

Introduction 

Intensive investigations have been made in these laboratories on methods 
for the prevention of spoilage of bacon during storage at high temperatures, 
of which the effectiveness of smoking (4, 8, 9), strong curing (6), and a number 
of chemical treatments (7) have been described previously. The present 
paper deals with further observations made on chemical preservatives. In 
addition, the effect of partial desiccation on the keeping quality of bacon is 
described. 

Polyvinyl Alcohols 

The properties ot the polyvinyl alcohols would appear to make these 
materials worthy of investigation as protective coverings for food products. 
Being water-soluble, they may be directly applied by immersion of the food 
in an aqueous solution of the alcohol, thus avoiding the use of volatile solvents 
normally required for most synthetic plastics, and the consequent possible 
tainting of the foodstuff. Moreover, it has been stated that polyvinyl 
alcohol films are resistant to both moulds and bacteria (1, p. 2). Their use 
in the preservation of shell eggs has been described (2). 

A preliminary experiment was made to ascertain the relative suitability of 
Types A and B polyvinyl alcohols (l), the concentration required to give a 
satisfactory film, and the effect of varying the immersion time of bacon in the 
polyvinyl alcohol. For this purpose, two thin slices of Wiltshire back bacon 

1 Manuscript received April 23, 1945. 

Contribution from the Division of Applied Biology, National Research Laboratories, 
Ottawa , Canada . Issued as Paper No, 143 of the Canadian Committee on Food Preservation and 
as N.R.C. No. 1328, 

2 Formerly Biochemist , Food Investigations; at present, Chemist , Imperial Oil Co. Ltd., 
Sarnia, Ont. 

:1 Biochemist , Food Investigations. 

4 Formerly Engineer, Food Investigations; at present , Plant Manager, Dominion Pack¬ 
aging Limited , Montreal , Que. 


Price 25 cents 
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were dipped for each of one and three minutes in the following solutions of 
polyvinyl alcohol*: Type A, low (No. 623) and medium viscosity (No. 488), 
2, 6, 10, 14, and 18%; Type B , medium viscosity (No. 340), 2, 6, 10, 14, and 
18%; and Type B , high viscosity (No. 391), 2, 6, and 10%. (All concentra¬ 
tions are expressed as gm. of polyvinyl alcohol per 100 ml. of water.) After 
dipping, the slices were permitted to drain and dry at laboratory temperature. 

Visual examination indicated that the Type B polyvinyl alcohols gave much 
superior films to those of Type A at all concentrations, and that the most 
desirable concentration of the Type B polyvinyl alcohols was 14% for the 
medium viscosity (No. 349) and 10% for the high viscosity (No. 391) polymers. 
There w r as no evident difference between samples dipped for one and three 
minutes. 

With this preliminary information available a study was made of the 
effectiveness of Type B polyvinyl alcohol as a preservative for Wiltshire 
bacon. Two backs, removed from the right and left sides of the same hog, 
w r ere each cut into nine pieces. Two pieces were allocated at random to 
each of the following treatments with medium viscosity (No. 349) polyvinyl 
alcohol: (1) 7% aqueous solution; (2) 10 r o aqueous solution; (3) 14%* 
aqueous solution; (4) 7% aqueous solution; hydrogen ion concentration 
adjusted acid to methyl red; (5) 14% aqueous solution; hydrogen ion con¬ 
centration adjusted acid to methyl red; (6) 7% aqueous solution containing 
0.2 parts dimethylol urea to one part of polyvinyl alcohol and hydrogen ion 
concentration adjusted acid to methyl red; (7) as for (6), but 10%, aqueous 
solution of polyvinyl alcohol; (8) as for (6), but 14% aqueous solution of 
polyvinyl alcohol; and (9) control. 

The small cuts of bacon were dipped in the appropriate solution at room 
temperature for one minute, drained, and dried in a rapid current of air for 
approximately one hour. This procedure was repeated, thus giving each 
sample a double dip. All samples were left for 20 hr. at room temperature to 
permit drying of the polyvinyl alcohol, wrapped in waxed paper and over¬ 
wrapped in brown, and stored at IS.6° C. (60° F.) for a period of one month. 

The experiment was repeated with the high viscosity (No. 391) polyvinyl 
alcohol as described above except that concentrations of 6,9, and 12%> w r ere used. 

Although it had been planned originally to make detailed chemical and 
bacteriological examinations of the samples at the end of the storage period, 
it w r as found that their condition did not merit more than visual inspection. 
All samples were putrid, slimy, and mouldy. However, the condition of the 
treated samples appeared to be slightly better than that of the controls. 
Medium viscosity polyvinyl alcohol appeared to give slightly more protection 
than the high viscosity. The addition of acid or dimethylol urea to the 
polyvinyl alcohol solution had no apparent effect. It may be concluded that 
the polyvinyl alcohol treatments employed here w r ere unsatisfactory for the 
preservation of bacon at high storage temperatures. 

* The selection of polyvinyl alcohols studied was based on recommendations of Canadian 
Industries Limited , Montreal . 
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Dimethylol Urea 

The results of previous investigations (4, 8) and of trial shipments to 
England (5) showed that smoking caused an accelerated growth of moulds on 
bacon but gave marked protection from other forms of spoilage. In a previous 
study on chemical preservatives (7), it was observed that dimethylol urea 
not only retarded putrefaction in unsmoked bacon stored at high temperatures, 
but prevented mould growth. Accordingly, further studies were made on 
the application of dimethylol urea to smoked bacon. 

Use of Dimethylol Urea on Smoked Bacon 

The effect of dimethylol urea on mould growth on smoked bacon was 
determined for a freshly cured Wiltshire back that had been smoked at an 
air temperature of 62.8° C. (145° F.) to an internal meat temperature of 
51.7° C. (125° F.), and subsequently divided into eight approximately equal 
portions. Two pieces were allocated at random to each of the following: 
treatment with 2, 5, and 10 gm. of dimethylol area dusted on the rib and meat 
surfaces and no treatment (control samples). 

After treatment each sample was wrapped in waxed, and overwrapped with 
brown, paper and stored at 15.6° C. (60° F.) for one month. An organoleptic 
examination of the samples was made at the end of the storage period. 

The results of the examination of the samples are given in Table I. The 
general condition of the meat treated with the greater amounts of dimethylol 

TABLE I 

Results of organoleptic examination of smoked bacon treated with dimethylol 

UREA AND STOKED AT 15.6° C. FOR ONE MONTH 


Wt. of 
dimethylol 
urea, gm. 

Sample 

No. 

Lean 

Fat 

Colour 

Odour 

Slime 

Mould 

Colour 

Odour 

2 

1 

Good 

Good 

None 

Heavy 

Good 

Good 


2 

Good 

Good 

None 

Heavy 

Good 

Good 

5 

3 

Good 

Excellent 

None 

None 

Good 

Good 


4 

Good 

Excellent 

None 

Heavy 

Good 

Good 

10 

5 

~~ i 

Good 

Excellent 

None 

None 

Good 

Good 


6 

Good 

Excellent 

None 

Slight 

Good 

Good 

Control 

7 

Good 

Fair 

None 

Heavy 

Good 

Good 


8 

Good 

Fair 

None 

Heavy 

Good 

Good 


urea was excellent. There was every indication that, when the surface was 
adequately covered, dimethylol urea prevented the growth of moulds on 
smoked bacon. The somewhat variable results obtained with the use of 5 
and 10 gm. of dimethylol urea are attributed to unequal distribution of the 
material on the surface. 
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Methods of Application of Dimethylol Urea to Smoked Bacon 

In the previous experiment it was shown that dimethylol urea retarded both 
bacterial and mould growth on bacon if the surface was adequately covered 
with the material. The object of the present experiment was to determine 
the most suitable of several possible methods for applying dimethylol urea 
to bacon. 

One freshly smoked Wiltshire back was divided into 10 approximately equal 
portions. Two pieces were allocated at random to each of five treatments: 
dimethylol urea as (1) a water paste; (2) a water dip; (3) a water spray; (4) 
a mineral oil dispersion; and (5) a vaseline paste. The various amounts of 
chemical added are not€*d in Table II. Dipped or sprayed samples were 
allowed to drain for 15 min. Pastes were applied manually. After treatment, 
the samples were wrapped in waxed paper and overwrapped in brown. Organo¬ 
leptic examination of the condition of the bacon was made after 30, 45, 60, 
and 78 days’ storage at 15.6° C. 

TABLE II 


QUANTI11ES OF DIMETHYLOL UREA APPLIED BY VARIOUS METHODS TO SMOKED BACON 


Treatment 

medium 

Sample 

No. 

Wt. of sample, 
gm. 

Wt. of added 
material, £in. 

1 >iniethvlol 
urea m added 
material, % 

1 Dimeth\lol 
! urea added, 

j m- 

Water paste 

1 

556 

101 

55 

\ » 


2 

440 

87 

55 

48 

Water dip 

3 

467 

59 

45 

27 


4 

458 

65 

45 

29 

Water spray 

5 

445 

26 

45 

12 


6 

469 

23 

45 

10 

Mineral oil 

7 

595 

171 

42 

72 


8 

465 

111 

42 

47 

Vaseline paste 

9 

501 

160 

35 

56 


10 

455 

166 

35 

58 


The results obtained for 30 and 78 days’ storage are given in Table III. 
While large amounts of dimethylol urea in a water paste prevented mould 
development for 78 days, abnormal desiccation of the meat was observed 
even after 30 days’ storage. The water dip and spray treatments were the 
least effective of those studied. The mineral oil paste was unsuitable because 
of excessive oiliness of the bacon and packaging materials. The samples 
receiving the vaseline paste treatment retained a fairly good external appear¬ 
ance throughout storage. No slime was evident on any of the samples. The 
internal condition of the meat treated with the vaseline paste was markedly 
superior to that of all other samples (Table IV). It would appear that the 
addition of dimethylol urea in a vaseline paste was preferable to the other 
methods of application studied in retaining the over-all quality of bacon. 
However, none of the treatments is considered to be entirely satisfactory. 
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TABLE III 

Results of organoleptic examination of smoked Wiltshire bacon stored at 15 6°C. 

AND TREATED WITH DIMETI1YLOL UREA BY VARIOUS METHODS 


Treatment 

medium 

Days in 
storage 

Sample 

No. 


Lean 



Fat 

| Comments 

Colour 

Odour j 

Slime 

Mould 

Colour 

Odour 

Water 

.AO 

j 

Good 

Good ! 

None 

None 

Good 

Good 

Fairly dry 

paste 


2 

SI. dark 

Si. t hem 

None 

None 

GimxI 

Good 

Fairly dry 

- 

: 

78 

I 

I >aj k, greyed 

SI. Diem j 

None 

N one 

Good 

Good 

Very dry 



2 

Dur k; grey ed 

SI t hem. i 

I ! 

None 

N one 

Good 

Good 

Wry dry 

Water ! 

.10 

3 

SI. dark 

SI c hem | 

None 

One colony 

Good i 

Good 

Dry 

dip 


4 

SI dark 

SI < hem 

None 

None 

Good 

(»ood 

Dry 


78 

3 

1 >aik. greyed j 

j Si < hem 

None 

Heavy 

Good 

Mouldy 

Very dry 



4 

__ „ i 

J >ark, greyed j 

! SJ chem ; 

None 

Heavy 

Good 

Mouldy 

! Wry dry 

Watt i 

10 

i 

1 s 1 

S! dark j 

SI i hem j 

None 

None 

(»OOfl 

Good 

Dry 

spr.iv 


I 6 ! 

Si d.u k j 

SI ehem J 

None j 

None 

Good 

Good 

| Dry 


7S 

1 5 i 

I )ar k, greyed 

j S( < hem i 

None j 

Heavy 

Ciood 

Mouldy 

| Very dry 



6 

Dark, greyed] 

j SI chem. | 

N one 

Heat v 

Good 

| Mouldy 

I Vciy drv 

Mineral 

30 | 

7 

1 Si dark 

| Good 

! None ; 

None 

| Good 

j Good 

| Oily 

oil 


8 

si dark 

i G»>od 

1 None 

None 

j Good 

. Good 

; oii\ 

! 

78 ! 

7 

Dark, greyed 1 

1 Si i hem 

| None 

N one 

; SI dark 

J Good 

1 Oily 


1 

i _ i 

8 ! 

I 

| Dark, greved 1 SI Diem 

| None ! 

i hew 

j SI daik 

i Good 

| Oily 

Vaseline 

i 30 

1 

! 9 i 

I Good 

! (a*id 

| None 

i Very slight 

j Good 

! Good 

: Moi«t 

paste 

! i 

j io j 

| Good 

j Good 

j None 

. None 

| Good 

J Good 

. Moist 


78 | 

o 1 

SI Brown* 

j SI «hern 

; None 

1 Slight 

I Good 

’ Good 

1 Slightly dry 



: to | 

j SI blown* 

| SI them. 

j None 
i 

: Slight 

j Good 

| Good 

j Slightly dry 


* Darkening of the meat ivdifatin £ .shght methaemoglohin formation. 


FABLE IV 

Kim Lis or okcnnoi.m’ik i wmination of cur m:ri \cf of smoked Wiltshire bacon 

AI'IEU IRE.AIMlNl WITH DIM1 IHYt.OL UREA, ANT) STOR U.R FOR 78 DAYS AT 15 6 (\ 


1 1 eminent 

Sample 

( s ut meat surface 


Remarks 

medium 

No 


■ —- 

--—— 


Colour 

Odour 

Moisture 


Water paste 

1 

Dull, unattractive 

( hem teal 

Vet v dry 

Mould infiltration 


2 

Dull. unattiarilve 

Chemical 

Very diy 

Mould infiltration 

Water dip 

3 

Dull, poor 

Chemical 

Veiy dry 

Mould infiltration 


4 

Dull, poor 

Chemical 

Wry dry 

Mould infiltration 

Water spray 

5 

Dull, poor 

(. hemical 

Very drv 

Interior very dry 


6 

Dull, poor 

Chemical 

Vety dry 

Inteilor vety diy 

M metal oil 

7 

G< M k! 

SI. chemical 

SI dry 

I Appearance, too oily and unattrac¬ 
tive 


! 8 

Good 

1 SI. chemical 

SI dry 

Appearance, too oily and unattrac¬ 
tive 

Vaseline paste 

9 

Excellent 

Vciy good 

Excellent 

Interior very' well preserved and 
attractive 


10 

Excellent 

Very good 

Excellent 

Appearance, very well preserved 
and attractive 
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Wax Dispersions and Dimethylol Urea as Preservatives for Bacon 

Two wax dispersions*, referred to as A and B , were investigated with 
respect to their preservative effect on bacon when used both alone and in 
conjunction with dimethylol urea. For this purpose an unsmoked, Wiltshire- 
cured back was divided into 10 approximately equal portions. Two pieces 
were allocated at random to each of five treatments: (1) dimethylol urea; 
(2) Wax Dispersion A ; (3) Wax Dispersion B ; (4) dimethylol urea followed 
by A; and (5) dimethylol urea followed by B . The dimethylol urea was 
applied by dipping the bacon in a 45% aqueous slurry, and the wax dispersions, 
with a spray gun. The samples were drained for 15 min., then wrapped in 
waxed paper, and overwrapped in brown. Organoleptic examination of the 
condition of the bacon was made after 15 and 31 days’ storage at 15.6° C. 

The results are given in Table V. Both wax dispersions failed to protect 
the meat from spoilage and mould growth. Moreover, the fat developed off- 
odours and became discoloured. In marked contrast, dimethylol urea gave 
excellent protection from both bacterial and mould growth. The addition of 
wax dispersions to dimethylol urea had no apparent supplemental effect. 

Carbon Dioxide 

It was considered that spoilage of bacon stored at high temperatures might 
be retarded if treated with a suitable chemical mixture to effect a slow evolu¬ 
tion of carbon dioxide gas. In an initial experiment a mixture of 25 gm. of 
citric acid and 33 gm. of sodium bicarbonate was dusted on the rib and meat 
surfaces of a piece of back bacon about 4 in. in length. The treated sample 
was stored in a desiccator at room temperature. It was observed that rather 
vigorous reaction occurred, and little or no preservative effect was obtained- 
An attempt was made to retard the reaction by covering the meat surface 
with about 10 gm. of wood sawdust prior to the addition of the acid- 
bicarbonate mixture. A measure of preservative action was obtained, but 
not sufficient to be of practical value. 

In a second experiment bacon was stored in latex rubber bags containing 
carbon dioxide. For this purpose a Wiltshire-cured back was divided into 
10 equal portions, each of about 675 gm. in weight. Two pieces were allocated 
at random to each of the following treatments with solid carbon dioxide: 
(1) 20 gm.; (2) 15 gm.; (3) 10 gm.; (4) 5 gm.; and (5) control. The appro¬ 
priate sample was placed in an expanded latex bag, the desired amount of 
solid carbon dioxide added, and the bag evacuated and sealed. The samples 
were inspected after 15 and 30 days’ storage at 15.6° C. 

The results for the organoleptic examination are given in Table VI. None 
of the concentrations of carbon dioxide employed prevented the spoilage of 
bacon. The presence of carbon dioxide not only had no apparent inhibitive 
effect on slime formation, but stimulated the growth of moulds. This latter 

* Du Pont Chemicals No. A-1199 and 4- 1200, respectively . These were kindly supplied by 
Canadian Industries Limited , Montreal. 
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Fat 

Odour 

Satisfactory 

Satisfactory 

Satisfactory 

Satisfactory 

Off 

11 

OO 

Satisfactory 

Satisfactory 

Satisfactory 

Satisfactory 

Satisfactory 

Satisfactory 

Satisfactory 

Satisfactory 

Colour 

Satisfactory 

Satisfactory 

Satisfactory 

Satisfactory 

Yellow 

Yellow 

Dark 

i in 

o o 
» X 

55 

Satisfactory 

Satisfactory 

Satisfactory 

Satisfactory^ 

Satisfactory 

Satisfactory 

Satisfactory 

Satisfactory 

j 

Mould 

None 

None 

None 

None 

Medium 

Medium 

Heavy 

Heavy 

One colony 

One colony 
Medium 

Slight 

None 

None 

None 

None 

None 

None 

None 

None 

Slime 

Very moist 
Very moist 
None 

None 

None 

Slight 

Medium 

Medium 

Very si. moist 
Very si. moist 
Slight 

Slight 

Moist 

Moist 

None 

None 

Moist 

Moist 

None 

None 

Odour 

SI. chem, 

SI. chem. 

SI. chem. 

SI. chcm. 

SL off 

Bad 

Bad 

Bad 

SI. off 

Very si. off 
Bad 

Bad 

SI. chem. 

SI. chem. 

SI. chem. 

SI. chem. 

SI. chem. 

SI. chem. 

SL chem. 

SL chem. 

Colour 


Good 

Too red 

Too bright; mottled 
Too bright; mottled 

Pink patches 

Pink patches 

Pinkish 

Pinkish 

SL light 

SI. dark 

SI. brown*; very si. 
mauve 

Med. brown*; si. 
mauve and dark 

Light mauve 

Light mauve 

SL brown*; si. grey 
Med. brown*; sl. 
grey 

9* 6 

J z 

n 

tO ^ 

\n s© ir> >© 

t-- o© r— 00 

On © On © 

•S& 

S.E 
<tj o 

D tS 

15 

31 

15 

31 

in —« 

to 

15 

31 

15 

31 

Treatment 

Dimethylol urea 

Wax Dispersion A 

Wax Dispersion B 

Dimethylol urea fol¬ 
lowed by Wax Dis¬ 
persion A 

Dimethylol urea fol¬ 
lowed by Wax Dis¬ 
persion B 
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*Darkening of the meat indicating slight methaemoglobin formation . 
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TABLE VI 

Results of organoleptic examination of Wiltshire bacon treated with 

CARBON DIOXIDE AND STORED IN LATEX BAGS AT 15 6° C. 


Wt.of 

CO a , 

gni. 

Days in 
storage 

Sample 

No. 

Lean 


Fat 

Colour 

Odour 

Slime 

Mould 

Odour 

Colour 

0 

15 

1 

SI. bright 

_ 

_ 

None 

_ 

SI. stained 



2 

SI. bright 

— 

— 

None 

— 

SI. stained 


30 

1 

Good 

SI. off 

Heavy 

None 

Good 

SI. stained 



2 

Good 

SI. off 

Heavy 

None 

! Good 

Good 

5 

15 

3 

SI. brown* 

— 

— 

Slight 

— 

Good 



4 

SI. brown* 

— 

— 

Slight 

— 

Good 


30 

3 

SI. brown* 

Off 

Heavy 

Slight 

! Good 

Good 



4 

SI. brown* 

SI. off 

Heavy 

Slight 

Good 

(iood 

10 

15 

5 

Bright 


— 

Medium 

| 

Good 



6 

i Bright 

1 _ 

— 

Slight 

-- 

Good 


30 

5 

Good 

SI. off 

Heavy 

Slight 

Good 

Good 



6 

Good 

SI. off 

Heavy 

Slight 

Good 

Good 

15 

15 

7 

Bright 

— 

— * 

Medium 

— 

Good 



8 

Bright 

— 

— 

Heav\ 

— 

Good 


30 

7 

SI. brown* 

SI. off 

Heavy 

Heavy 

Good 

Good 



8 

SI. brown* 

SI. off 

Heavy 

Slight 

Good 

Good 

20 

15 

9 

Bright 

— 

— ' 

Wry slight j 


Good 



10 

Bright 

— 

— 

Medium < 

— 

Good 


30 

9 

Good 

Bad 

1 leavv 

Medium j 

Good 

(rood 



10 

Good 

SI. off 

11ea\v 

Medium ' 

Good 1 

Good 


^Darkening of the meat indicating slight met haemoglobin formation. 


effect is presumably attributable to a lowering of the pH of the meat because 
of solution of carbon dioxide. The results of this and the preceding experi¬ 
ment indicate that carbon dioxide is not effective in preventing spoilage of 
bacon stored at high temperatures. 

Sodium Hydroxide 

In a previous experiment on the use of sodium hydroxide as a preservative 
for bacon (7) the compound was applied in the solid form. Because of its 
hygroscopic nature, however, considerable difficulty was encountered in 
applying and distributing the hydroxide uniformly over the meat surface. 
In order to eliminate these difficulties a study was made of the suitability of 
dipping bacon in aqueous solutions of sodium hydroxide. 

The material consisted of one freshly-cured Wiltshire back divided into 10 
approximately equal portions. Two pieces selected at random were dipped 
for 10 min. in sodium hydroxide solutions of the following concentrations: 
5, 10, 20, 30, and 40%. Each sample w^as drained for approximately one 
hour, then wrapped in waxed paper, and overwrapped with brown. Organo¬ 
leptic examination of the bacon w T as made after 15 and 30 days’ storage at 
15.6° C. 

The results are shown in Table VII. While retarding the growth of bacteria 
and moulds, sodium hydroxide failed to prevent spoilage of the bacon. This 
is in contrast to the rather favourable results previously obtained with sodium 
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TABLE VII 

Results of organoleptic examination of Wiltshire bacon dipped in 

SOLUTIONS Ob SODIUM HYDROXIDE AND STORED AT 15.6° C. 


Cone. 

NaOH 

I )a> s in 

Sam pie 

Lean 

Fai 

% ’ 

storage 

No. 

Colour 

Odour 

Slime 

Mould 

Colour 

Odour 

5 

15 

1 

SI. grey 

SI. off 

Moist 

Slight 

SI. yellow 




2 

SI. urt-y 

SI. off 

Moist 

Slight 

SI. yellow 



30 

1 

( joocl 

Bad 

1 leavy 

Medium 

SI. yellow 

SI. off 



2 

( JrO(xl 

Bad 

Heavy 

Medium 

SI. \ellow 

SI. off 

10 

15 

3 

SI. yrt'v 

SI. of! 

SI. moist 

None 

SI. yellow 

SI. off 



4 

SI. grey 

SI. off 

Wry moist 

None 

SI. \ellow 

SI. off 


30 

3 

Good 

Bad 

f Ieav\ 

None 

SI. vellow' 

SI. off 



4 

Park 

Bad 

Heavy 

None 

SI vellow 

SI. off 

20 

15 | 

5 

SI. dark 

SI. off 

Very moist 

None 

SI. vellow 

SI. off 



j 6 

SI. dark 

SI. off 

M oist 

None 

SI. M'HOW 

SI. off 


30 

5 

( food 

Oft 

Slight 

None 

SI, \ el low 

SI. off 



I 0 

I (iood 

Off 

Medium 

V. slight 

; SI \ el low 

SI. off 

30 

"'ts 

I 7 

j S) dark 

SI. off 

! Moist 

j None 

SI. \ el low 

SI. off 



1 8 

SI. dai k 

SI. off 

i Moist 

1 None 

SI. \ el low 

SI. off 


30 

! 7 

Good 

Bad 

1 Moist 

| V. slight 

SI. \ellow 

SI. off 



i.*_ 

! Good 

! Off 

1 Medium 

| None 

SI. \ el low' 

SI. off 

40 

1 15 

! f > 

! SI. dark 

SI. off 

j Moist 

j None 

j SI. yellow 

SI. off 


i 

l 

i 10 

' SI. dark 

SI off 

! Mom 

| None 

j SI. \ellow 

SI off 


i 

i q 

! SI. dark 

i Off 

| Moist 

| None 

j SI. yellow 

SI. off 


j 

i 

' 10 

! 

| SI daik 

i 

Bad 

i 

! Moist 

; None 

i 

1 SI. \ el low* 

SI. off 


hydroxide applied in the solid form (7). It would appear that sodium 
hydroxide* is more effective as a preservative for bacon when applied as a 
solid rather than as a solution. 

Desiccation 

The results of previous investigations have shown that smoking improves 
the keeping quality of bacon (4, 8, 9). It was considered that preservation 
might be further enhanced by partial desiccation of the bacon subsequent to 
smoking. 

Materials and Procedure 

The material consisted of 12 Wiltshire-cured backs taken from different 
hogs. After washing and brushing with water, the backs were hung in a 
small experimental smoke house, and the surface* dried for two hours at a 
temperature of 32.1° (\ (90° V.) and an air flow of approximately 500 cu. ft. 
per min. The air temtx*raturc was then raised to 40.6° C. (105° K.) and the 
backs given a relatively heavy smoke for six hours, after which drying alone 
was continued. 

One back, selected at random, was removed for study and weighed after the 
following periods (from the initiation of the experiment): 8, 23, and 38 hr.; 
4, 7, 8, 9, 12, 15, 17, 21, and 29 days. After removal from the house, the 
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front end of the back was trimmed and a slice removed for determination of 
the moisture content of the lean (6). The remainder of the back was wrapped 
in three layers of waxed paper, overwrapped with brown, and stored at 
15.6° C. Organoleptic examinations of the backs and peroxide oxygen 
determinations on the fat (3) were made after storage for 30 and 60 days, and 
deep-meat bacterial counts (6) after 30 days. 

Results 

Data on the loss in weight, moisture content, and deep-meat bacterial counts 
of the bacon, and the peroxide oxygen content of the fat are given in Table 
VIII. Desiccation of the backs occurred very slowly, since even after treat- 

TABLE VIII 

Effect of smoking and partial desiccation on the peroxide oxygen content 

AND DEEP-MEAT BACTERIAL GROWTH IN BACON STORED AT 15.6° C. 


Time 
of treat- 

Loss in 
weight of 
backs, % 

Moisture 
content of 
lean meat, 
% 

Peroxide oxygen content, 
ml. 0.002 N NaaSjsOj 

Deep-meat bacterial count 
after 30 days’ storage, 
logio no. per gm. 

ment 

30 days’ 
storage 

60 days’ 
storage 

Large 

colonies 

Pin-point 

colonies 

Hr. 

8 


67.7 

1.2 

■1 

8.77 


23 


68.7 

5 0 


6.19 

7.33 

38 

7.1 

64.7 

13.5 

■nn 

6.27 

0 

Days 

4 

10.1 

64.6 

1.8 


8.49 

0 

7 

19.6 

60.4 

5 9 

4.1 

4.38 

0 

8 

18 8 

55.9 

5.1 

5 3 

3.67 

0 

9 

22.8 

58.1 

6 6 

5.0 

5.55 

0 

12 

24.6 

56.2 

5 3 

2 5 

0 

0 

15 

30.5 

50 9 

7 7 

1 5 

0 

0 

17 

37.3 

49.8 

9.9 

11.3 

3.05 

0 

21 

42.4 

35.7' 

10.3 

12.9 

3.72 

0 

29 

53.6 

27.5 

22.2 

4.9 

2 72 

0 


ment for 29 days the meat still contained 27% moisture. It should also be 
noted that the values for loss in weight include not only moisture but fat 
rendered from the backs, especially at the longer drying periods. The 
peroxide oxygen values of the fat were usually low and somewhat variable, 
reflecting the antioxidant effect of smoking. Drying to moisture contents of 
55 to 60% and lower markedly decreased the deep-meat bacterial counts. 
The absence of pin-point colonies at the lower moisture levels is considered 
to be of significance. In previous experiments on the preservation of bacon 
by hard curing, the presence and development of this type of micro-organism 
in bacon appeared to be related to the development of stale and off-odours (6). 
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Resulls for the organoleptic examination of the backs after storage for 30 
and 60 days at 15.6° C. are given in Table IX. Spoilage in the lean meat 
and slime formation on the surface was prevented by drying to a moisture 

TABLE IX 

Organoleptic examination OJ. smoked and dried bacon AFTER storage at 15.6° C. 


Time 
of treat 

Storage 

period. 


1 e 

an 


Eat, 

odour 

Remarks 

merit 

days 

t olout 

Odour | 

1 Sltrne ; 

| Mould 


Hr. 



; 

t : 

1 

l 



8 

30 


SI off ! 

1 - ! 

11ea\y 

(»ood 

— 


60 

(n>od 

Bad 

H<a\y 

H»mv> 

- 

Meat mont and firm 


U) 

- . 

SI. off 

f - : 

Hcav\ 


-- 


60 


Bad 

| Heavy 

1 Heav\ 

— 

Meat firm 

38 

»o j 

— 

Si off i 

i -. 1 

Heavy 

G» iod 

— 


60 j 

Goud 

Ha<i 

Heavy 

i Heu\ v 

-- 

Meat firm 

Days 

1 : 







4 

i <o ! 

(>> tod 1 

j Good 

t rood 

[ Htaw 

Good 

— 


! 60 

Good 1 

1 Good 

Medium 

j Heav> 

Good 

Meat firm 

7 

I 30 

Good 1 

Excellent J 

| 

i Heavy 

- 

— 


1 60 ! 

| Good 

Good j 

! 

1 Heavy ] 

— I 

Meat Hightly separated from fat 

8 

I 30 j 

j SI grey 

Good 


Heavy 

- 1 

— 


i \ 

| SI KH*\ 

Good 

- 

| Heavy 

— 

Meat him 

<1 : 

| ™ 

SI 

Good ! 

! 

I Ileavv 

__ 

— 


60 j 

SI grov j 

Good ; 

— 

• Heavy 

Good 

Meat firm 

12 

! 30 ; 

Medium 

1 Good j 


Medium 

— 

— 


j 1 

JUO 

! i 





; 

| 60 

, (.rev 

i Good ! 

None 

Heavy 

Good 

Meat crat hed and readily separated 


1 


j ! 




from fat 

i s ! 


(ii iod 

Good i 

j 

[ Medium j 

j 

— 

: 

60 

Dark 

l*;ur 

1 ~~ 

\ Heavy 

Good 

Meat soft, cracked and pattially 




! 

1 

I 


separated from fat 

17 

10 

1 rOOd 

(»0<>d , 

1 

j Slight 

— 

— 


60 

- 

Good ; 

None 

! Slight | 

Good 

Meat cracked and separated from 








fat 

21 

30 

i Brown j 

< >OOlJ j 

! None ] 

None j 

1 

— 


60 

Blown 

(rood j 

i None 

None j 

Good j 

Meat very dry and cracked 

Vi 

30 

— 


| — ! 

l -- | 

— 

-- 


00 

I )ark 

| Good j 

1 1 

I None 

i 

1 N one 

GcmhI j 

Meat very hard, dry and cracked 


content of about 55 to 60% and lower. However, a heavy growth of moulds 
occurred on all backs with moisture contents greater than about 35%. The 
presence of so much mould was undoubtedly due in large part to the smoking 
treatment and could possibly be controlled by the application of a mouldicide, 
such as climethylol urea. It would appear that a combination of smoking 
and partial drying, as described here, was comparatively effective in preserving 
Wiltshire bacon. It is probable that the drying period could be reduced to a 
more practical value by a suitable selection of drying conditions. 
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CANADIAN WILTSHIRE BACON 

XXVII. EFFECT OF METHOD OF THAWING FROZEN 
PORK ON BACON QUALITY 1 

Bv VV. Harold White 2 , G. A. Grant*, and N. K. Gibbons 4 

Abstract 

Frozen Wiltshire sides were defrosted at temperatures of 4 4°, 12 6°, and 
21 0° C. (40°, 55*\ and 70° F.) in water; curing pickle; 5, 15, and 30% brines; 
and in air at high and low relative humidity. Differences due to defrosting 
procedure were determined by measurement of the thawing period, changes in 
weight, content of moisture and curing salts, surface bacterial growth, peroxide 
oxygen formation in the fat, and colour cjualitv and brightness of the lean meat. 
The effect of method of thawing on keeping qualit\ during storage at — 1 1° C. 
(30 J F.) was also studied. 

While significant differences were ob>er\ed between individual thawing 
treatment** in the \ anous criteria empkned, few consistent trend" could be 
distinguished between the three temperatures and the four types of media. 
However, in geneial it appeared that the more suitable procedures were those 
that effected thawing within a reasonable period of time. Unduly prolonged 
exposure to anv of the conditions was usttalh undesirable. 


Introduction 

Under Canadian conditions it is usually necessary in periods of low hog 
production to use appreciable quantities of frozen, stored pork for the manu¬ 
facture of Wiltshire bacon. Suitable conditions for frozen storage have been 
described previously (1, 2, 5). From two of these studies (1, 5b preliminary 
data wen* obtained on the relative suitability of thawing pork in air, water, 
curing pickle, and a saturated solution of sodium chloride. It was observed 
that thawing in pickle or brine gave pork a darker colour and more stable 
fat. The present paper describes a more extensive investigation on the 
effect of temperature, and the nature and concentration of tin* thawing: 
medium on surface bacterial growth, colour of the lean meat, and dev elopment 
of rancidity in the fat of pork after conversion to bacon. 

Material and Procedure 

The right and left sides of 23 hogs were cooled and butchered according to 
regular commercial practice. After being wrapped with waxed paper and 
inserted in heavy paper bags, the sides were placed in a sharp-freezer at 
— 26.1°(\ (— 15° F.) for 24 hr. and subsequently stored at —17.7°C\ 
(0° F.). Two sides, selected at random, were defrosted at temperatures of 

1 Manuscript received April 25, 1045. 

Contribution from the Division of Applied Biology, National Research Laboratories t 
Ottawa. Issued as Paper No. 144 of the Canadian Committee on Food Preservation and as 
N.R.C. No. 1329. 

2 Formerly Biochemist , Food Investigations ; now Research Chemist, Imperial Oil Co Ltd., 
Sarnia , Ont. 

* Laboratory Steward, Food Investigations . 

4 Bacteriologist , Food Investigations. 
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4.4°, 12.6°, and 21.0°C (40°, 55°, and 70° F.), respectively, in each of the 
following solutions: 5, 15, and 30% sodium chloride; rebuilt Wiltshire cover 
pickle; water. Two wrapped and two unwrapped sides also were defrosted at 
the same temperatures in air at an average relative humidity of 48% and, in 
addition, at 12.6°C. and an average relative humidity of 95%. Systematic 
differences between sides due to the length of the period of frozen storage 
prior to defrosting were eliminated by randomizing the order in which the 
thawing conditions were studied. 

Thawing in liquids was carried out in a small wooden tank containing 
about 60 gal. of the desired solution. By means of a centrifugal pump the 
liquid was continuously circulated from the bottom of one end of the tank 
to the top of the opposite end. It was maintained at a constant temperature 
by passage through a thermostatically conttolled heat exchanger. Thawing 
in air was accomplished by hanging the sides in a small, insulated room pro¬ 
vided with suitable controls for temperature and relative humidity. 

Temperature changes in each side during thawing were followed by thermo¬ 
couples inserted to a depth of about 2 in. in each of the following three posi¬ 
tions: in the gammon at a point 5 in. from the top edge of the side and 3.5 in. 
from the femur; in the back opposite the eighth rib and 2 in. from the top edge; 
and in the fore-end 5.5 in. anterior to the first rib and 5 in. from the top edge 
of the side. Temperature readings of the sides were made at 15 to 60 min. 
intervals, depending on the temperature of the thawing, until all three points 
had reached 1.6° C. (35° F.) or higher. 

After removing the sides from the thawing bath or chamber, they were 
weighed, drained for one day, and reweighed. The sides were pumped'with 
Wiltshire pump pickle by commercial operators, weigher], and cured at 
4.4° C. (40° F.) for four days in small tanks containing Wiltshire cover pickle. 
(The short curing period was employed because of the abnormally large pickle 
to meat ratio associated with the use of the small tank (6) ). After removal 
from cure, the sides were drained for one day, weighed, and cut up to obtain 
the long rib-in English style backs. 

A sample was removed from the rear of each back for determination of the 
chloride, nitrate, nitrite, and moisture content of the lean meat (4, 7); and 
from the front, for measurement of the colour (8, 9). Samples (3 sq. cm.) of 
surface tissue, removed from each of three approximately equidistant positions 
along the back, were taken for bacterial counts (3). The backs were then 
wrapped in waxed paper, overwrapped in brown, and stored at — 1.1°C. 
(30° F.j. Bacterial counts were repeated after 30 and 60 days* storage, and 
colour measurements of the meat and peroxide oxygen determinations on the 
fat after 30, 60, and 90 days. 

Results 

Defrosting Time 

At any one temperature the time required for defrosting was approximately 
of the same order of magnitude in all the liquid media studied, and consider¬ 
ably shorter than in air of low relative humidity (Table I). Wrapping the 
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TABLE I 

Effect of temperature and medium of thawing on the period required 

TO THAW FROZEN WILTSHIRE SIDES 


Thawing medium 

Temperature 
of thawing 
medium, °C. 

Time 1 , hr. 

Temperature 1 (° C.) of: 

Fore-end 

Back 

Gammon 

Brine 

5% 

4 

4 

I 24 3 

3 6 

6 3 

1.7 

12 

6 

12 3 

3 9 

12 5 . 

1 7 


21 

0 

6 9 

9 0 

18 6 

1 1 7 

15% 

4 

4 

27.2 

5 0 

5 8 

1.7 

12 

6 

14 8 

3.0 

13 1 

1 .7 


21 

0 

6 8 

4 9 

15 1 

1.7 

30% 

4 

4 

22 3 

1 9 

5 6 

1 7 

12 

6 

10 2 

4.6 

12.3 

1 7 


21 

0 

5.3 

2.2 

15.9 

1 7 

Wiltshire curing pickle 

i 

4 

4 

28 0 

2 6 

4 5 

1 7 

12 

6 

13 6 

5 5 i 

12.8 

1 7 

; 

21 


7 8 

11 1 | 

17 0 

1 7 

Water 

4 

i 

4 

21 1 

2 1 

3 7 

1.7 


12 

6 

8 2 

7.5 

11 3 

1.7 


21 

0 1 

9 3 

8 1 

19 6 

1.7 

Air, low R. If. 

4 

4 

111 7 

2 9 

4 2 

1 7 

Wrapped 

12 

6 

’51 4 

4 1 

7 2 

1 7 

21 

0* ; 

37 4 

12.2 

15 6 

1.7 

Unwrapped 

i 

4 

4 

52 1 

2 7 

2 8 

1.7 

12 

6 

29 7 

6 0 

9 7 

1.7 


21 

0 

24 2 

15 0 

11 8 

1.7 

Air, high R. II. 
Wrapped 

12 

.6 

47 5 

6 3 

5 4 

1 7 

Unwrapped 

12 

6 

13 7 

4 7 

9 7 

1 7 


1 Mean values for two sides. 

2 Values obtained on one side only. 


sides materially lengthened the defrosting period. An increase in the relative 
humidity had little effect on the period required for wrapped sides at the one 
temperature studied, but reduced the time for unwrapped sides to about that 
observed for pickle, brine, or water. 

With air defrosting at a low relative humidity and with water there was a 
marked difference between the times required at 4.4° and 12.6° C., and,a 
considerably smaller difference between 12.6° and 21.0°C. In the other 
media an increase in temperature of 8.2° C. effected a reduction of about 
one-half in the defrosting period. 

Changes in Weight 

Mean values for changes in weight of the sides during thawing, pumping, 
and curing are given in Table II. Sides held in any of the liquids or in air of 
high relative humidity increased in weight during thawing, while those treated 
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TABLE II 

Effect of temperature and medium of thawing on changes in weight of 
Wiltshire sides during thawing, pumping, and curing 



Temperature 
of thawing 
medium, ° C. 

Change in weight of sides 1 , % 

Thawing medium 

During thawing 

During 
pumping and 
curing 

During thawing, 
pumping, and 
curing 

Bt ine 





5% 

4 4 

3 8 

2 6 

5 6 

12 6 

3 4 

3 2 

6.3 


21 0 

2 6 

4 9 

6 7 

15% 

4 4 

3 5 

2 8 

6 3 

12 6 

2 6 

4 0 

6 4 

1 

21 0 

2 6 

4 4 

6 8 

30% 

4 4 

0 8 ! 

4 6 | 

5 7 

12 6 

0 6 

4 7 

5 5 


21 0 

0 9 

3 8 j 

4 3 

Wiltshire curing 

4 4 

0 5 

2 7 j 

3 4 

pickle 

12 6 

1 4 

4 8 

6 1 

21 0 

1 1 

3 2 

6 6 

Water 

4 4 

3 4 

6 3 

; 

9 2 


12 6 

3 0 

3 4 

6 4 


21 0 

2 4 

3 6 

6 2 

Air, low R. II. 

4 4 

! -12 

4 6 

3 7 

Wrapped 

12 6 

-0 8 

8 6 

7 9 

21 0 

-0 6 

5 4 

4 7 

Unwrapped 

4 4 

-3 4 

4 0 

2 3 

12 6 

-1 5 

7 3 

6 1 


21 0 

-t 9 

7 4 

5 5 

Air, high R. II. 
Wrapped 





12 6 

2.0 

3 8 

5 0 

Unwrapped 

12 6 

0 2 

5 4 

6.0 


1 Mean values for two sides . 


in air of low relative humidity decreased. Increases in weight were greatest 
and approximately of the same order of magnitude with the use of 5 and 15% 
brine; water; and, for wrapped sides, air of high relative humidity. For 
sides defrosted in air, wrapping decreased the losses in weight occurring at the 
low relative humidity and increased the gains in weight at the high humidity. 
While mean differences due to defrosting temperatures were for the most 
part small, the greatest changes in weight were usually associated with a 
defrosting temperature of 4.4° C. This behaviour is presumably a reflection 
of temperature on the length of the thawing period. 

As was to be expected, all sides increased in weight during pumping and 
curing. The increase was, in general, greatest for those conditions that 
caused minimum changes during thawing. 
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The over-all increases in weight as a result of thawing, pumping, and curing 
showed no systematic differences within or between the various groups of 
defrosting conditions. However, when averaged over all thawing media 
the increase in weight was greatest at 12.6° and least at 4.4° C. 

Content of Moisture and Curing Salts 

Mean values for the content of moisture, chloride, nitrate, and nitrite in 
the back bacon after cure are given in Table III. Variations in moisture 


TABLE III 

EFFECT Or TEMPERATURE AND MEDIUM OF THAWING ON Till* CONTENT OF MOISTURE 
ANI) CURING SALTS IN WILTSHIRE BACK BACON 


--- “ 

r 


— * 


* .. ~ — .. 


! 


Component 1 



I emprraturei 

-- 

—- 

— 


Thawing medium 

of thawing | 

| 

Sodium 

Six! i uni 

Sodium 


medium, ° C\' 

Of ] 

chloride, 

nitrate, 

nitrite, 


1 

CO 

% 

% 

p.p.m. 

Mi ine 

! 


1 1 



5% 

4 4 

68 2 

5 56 i 

0 13 

40 


12 6 

70 2 

5 52 i 

0 11 

33 


21 f) 

68 5 

4 04 

i 

0 13 

67 

15% 

4 4 

60 2 

5 07 

n 12 

53 


12 6 

60 5 

4 18 ; 

0 10 

34 


21 0 

66.0 

8 04 

0 22 

97 

30% 

4 4 

68 6 

5 38 I 

0 21 

53 


12 6 

71 0 

3 43 

0 07 

18 


21 0 

69, 0 

5 47 

0 08 

27 

Wiltshire curing pickle 

4 4 

69 1 

5 89 

0 16 

42 

I 

12 6 

69 2 

6 54 

0 16 

51 


21 0 

65 1 

7 01 

0 2! 

36 

Water 

4 4 

71 2 

4 43 

0 14 

68 


12 6 

72 0 

5 07 

0 11 

43 


21 0 

69 8 

6 01 

0 18 

33 

Air, low R . //, 

4 4 

68 8 

4 21 

0 18 

54 

Wrapped 

12 6 

67 0 

5 62 

0 14 

72 


21 0 

70 1 

5 95 

0 20 

47 

Unwrapped 

4 4 

69 9 

4 74 

0 16 

26 


12 6 

71 8 

3 38 

0 11 

53 


21 0 

71 8 

5 95 

0 09 

59 

Air, high R. II. 






Wrapped 

12 6 

70 6 

4 04 

0 10 

40 

1 > r n wrapped 

12 6 

76 0 

6 25 

0 14 

92 


1 Mean values of duplicate determinations for each of two sides. 


content show r ed no systematic trends between the temperatures or thawing 
media studied. However, the values, as averaged over all temperatures, 
were greatest for unwrapped sides thawed in water or in air of low relative 
humidity and least for those held in pickle or in air of high relative humidity. 
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The nature of the thawing medium had little effect on the content of curing 
salts, indicating that brine or curing pickle can be employed without giving an 
undesirably salty product. The highest concentrations of sodium chloride 
were usually associated with a temperature of 21.0° C. However, with this 
possible exception there was little to indicate the superiority of any particular 
defrosting condition. 

Surface Bacterial Growth 

Surface bacterial counts on the back bacon prior to storage were, on the 
average, lowest for those sides that had been defrosted in IS or 30% brine, in 
curing pickle, or, unwrapped, in air of low relative humidity and a temperature 
of 21.0° C. (Table IV). Presumably the effect of temperature is, in large 
part, a reflection of the length of time required for thawing and suggests that 

TABLE IV 

Effect of temperature and medium of thawing on surface bacterial growth on 
Wiltshire back bacon during subsequent storage at — l.PC. (30° F.) 



Temperature 
of thawing 
medium, ° C. 

Logio number of organisms per sq. cm. 1 

Thawing medium 

Storage period, da>s 


0 

30 

60 

Brine 





5% 

4.4 

6 39 

6 93 i 

8.50 

12.6 

4 96 

6.90 

8 55 


21 0 

6.36 

8 92 

8.33 

15% 

4.4 

4 53 

8 44 

9.09 


12.6 

4.28 

4.66 

6.79 


21.0 

5 42 

6 72 

8 48 

30% 

4.4 

4 32 

5 44 

7.60 


12.6 

4 28 

6.26 

8.75 


21 0 

4.62 

7.43 

9.12 

Wiltshire curing pickle 

4 4 

5 65 

6 68 

8.31 


12.6 

4.99 

9 45 

8 89 


21 0 

3.46 

6 41 

7.80 

Water 

4 4 

7.28 

8 76 

8 93 


12.6 

6.20 

8.90 

8.89 


21.0 

4.27 

3 98 

8.13 

Air, low R. II. 

4.4 

5 65 

8.79 

9 19 

Wrapped 

12 6 

5.56 

8 75 

9 08 


21 0 

5 23 

8.01 

9 04 

Unwrapped 

4.4 

4 16 

7.50 

9.02 


12 6 

5.29 

9.06 

9.20 

Air, high R. H. 

21 0 

4.59 

6 55 

7.98 

Wrapped 

12 6 

6.48 

9 10 

8.58 

Unwrapped 

12.6 

5.71 

7.73 

8.86 


1 Mean values for two sides. 
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this period should be kept to a minimum. Wrapped sides defrosted in air 
tended to have higher surface bacterial counts. 

Surface bacterial growth occurred during storage at — 1,1° C.; the rate of 
increase was greatest during the first 30 days storage, and was relatively 
greater the lower the initial count. Differences between sides defrosted by 
the various procedures were small after storage for 60 days and were of little 
statistical significance. 

Peroxide Oxygen Formation in the Fat 

The peroxide oxygen values of the back bacon fat were variable in 
behaviour with respect both to the defrosting condition and the subsequent 
storage period at — 1.1° C. (Table V). However, lower peroxide oxygen 
values were obtained by thawing the un\vrapi>ed sides in liquid media, at the 

TABLE V 

EKFBCT OF 1EMIGRATERE \ND MhIHL'M OF THAU INC ON I I KoMDI UXU.KN FORMATION IN THE 

fat of Wiltshire hack bacon nr ring subsi qi e\i morale at —1 1C. (30° F.) 



Temperature 

Thawing medium 

: 

of thawing 
medium, C C. 

Brine 


5% 

4 4 


12 6 


21 0 

15% 

4 4 

1 

12 6 i 


21 0 

30% 

4 4 i 


12 6 


21 0 

Wiltshire curing pickle 

4 4 


12 6 I 


21 0 

Water 

4 4 


12.6 


21 0 

Air, low R. H. 

4.4 

Wrapped 

12.6 


21 0 

Unwrapped 

4.4 


12.6 


21 0 

Air, high R. //. 


Wrapped 

12.6 

Unwrapped 

12.6 


oxide oxvgen contoit 1 , ml. 0 002 N NajSjOj 
Storage period, days 


30 j 

i 

60 

90 

6 0 

i 

i 

10 2 ; 

i 

19 9 

14 7 

14 6 1 

ii i 

21.0 

16 6 | 

24 0 

6 0 

12 2 

7 8 

20 1 

27 0 

10 1 

5 6 

13 8 

13 3 

.40 t 

33 2 

16 7 

22 0 

12 0 

10 4 

5 2 

10 0 

10 2 

7 0 

6 5 

8,8 

10 4 

10.3 

13 2 

40 9 

26 3 

25 5 

6 1 

4 7 

9.1 

21 7 

19 5 

13.1 

26 1 

22 8 

23 8 

30 7 

27 3 

16 2 

7 8 

5.7 

8.3 

4 0 

8 3 

8 6 

6,6 

tO 8 

8 2 

3 8 

7 1 

3.4 

8 2 

15.5 

9,7 

11 7 

4.0 

10.9 

16 9 

18.0 

14.3 


1 Mean values of duplicate determinations for each of two sides , 
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lower temperatures, and wrapped sides in air of low humidity, at the higher 
temperatures; these conditions would, therefore, seem to be more suitable. 

In a previous investigation (5), in which small cuts of pork were used, it 
was observed that defrosting in saturated brine or pickle at 4.5° C. usually 
yielded a product with slightly less peroxide oxygen than did thawing in air 
at 10.0° C\ or water at 38.0° C. The present results are in substantial 
agreement with these previous conclusions when consideration is given to the 
differences in experimental conditions employed. 

Colour Brightness and Quality 

Mean values for colour brightness are given in Table VI. Neither tempera¬ 
ture nor thawing medium had significant effect on colour brightness. A 
general and statistically significant increase in brightness occurred during 
storage at — l. 1° C. 


TABLE VI 

Effect of temperature and medium of th\wing on changes in colour brightness of 
Wiltshire hack bacon during subsequent storage ai —1.1° C. (30° F.) 




! 'Total scatter 1 , % 

Thawing medium 

Temperatute 
of thawing 

Storage 

period, da as 

medium, ° C. 

0 

00 

Brine 




5% 

4 4 

11 8 

13 0 


12 6 

10 3 

11 8 


21 0 

10 9 

12 2 

15% 

4 4 

11 7 

13 3 


12 6 

11 4 

11 5 


21 0 

12 0 

13 6 

30% 

4 4 

11 4 

11 8 


12 6 

14 5 

12 4 


21 0 

11 5 

12 0 

Wiltshire cuiing pickle 

4 4 

11 0 

12 3 


12 6 

11 2 

12 7 


21 0 

11 0 

11 9 

Water 

4 4 

10 5 

12 7 


12 6 

10 4 

12 2 


21 0 

12 4 

12 6 

Air, low R. 11. 




Wrapped 

4 4 

12 5 

13 4 


12 6 

12 0 

12 1 


21 0 

10 4 

12 4 

Unwrapped 

4,4 

10 4 

11 3 


12 6 

13 9 

13 0 


21 0 

10 7 

12 6 

Air, high R. H. 




Wrapped 

Unwrapped 

12 6 

12 8 

12 0 

12 6 

12 7 

13.4 


1 Mean values of duplicate determinations for each of two sides . 
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While data were obtained for nine colour bands (9), statistical analyses 
indicated that the method of defrosting had little significant effect on colour 
quality. Accordingly, the data have been grouped for more ready comparison 
of over-all changes in the blue, green, and red spectral regions (Table VII;. 
During the storage at — 1.1° (\, the light scattered in the blue region de¬ 
creased; green scatter increased; while red scatter decreased after 30 days 
and subsequently increased. 


TABLE VII 

EFFECT OF TEMl’FRATt’RI- AND MI-DIt’M OF THAWING UN COLOUR QUAI.JTV Ot WILTSHIRE 
HACK BACON DURING SUBSEQUENT STORAGE AT —1 1 U C.\ (.*0° F.) 


Thawing medium 

Tempera¬ 
ture of 
thaw in^ 

Blue, 2850 5250 A 

Mean scatter', % 

Green, 5250 5840 A 

Bed, 5840-6440 A 


medium, 

°C 








0 da>b 

90 da vs 

0 da> s 

90 <la\ -> 

0 da\ s 

* 

90 da> s 

Iti ine 

5% 

4 4 

48 8 

28 6 

25 5 

28 7 

25 7 

32 7 


12 6 

45 7 

43 1 

27 7 

28 1 

26 6 

29 0 


21 0 

46 2 

4^ 2 

26 4 

29 1 

27 6 

28 1 

15% 

4 4 

47 7 

39 0 

25 8 

28 6 

26 6 

32 4 


12 (> 

47 6 

46 8 

27 4 

26 7 

25 1 

27 1 


21 0 

48 4 

40 9 

26 3 

28 1 

25 5 

31 1 

30% 

4 4 

44 2 

45 2 

26 8 

28 1 

28 9 

26 8 

12 6 

41 1 

44 0 

29 1 

28 8 

30 0 

27 3 


21 0 

46 5 

42 0 

25 7 

29 2 

27 9 

28 9 

Wiltshire curing 

4 4 

47 8 

41 9 

26 0 

27 5 

26 2 

30,7 

pickle 

12 6 

47 6 

41 0 

26 3 

30 3 

26 5 

28 8 

21 () ! 

45 6 

47 0 

27 3 

27 0 

27 2 

26 2 

Water 

4 4 

47 1 : 

41 6 

27 0 1 

28 6 

25 9 

29 9 

: 

12 6 

47 7 

! 41 3 

j 25 2 j 

I 29 2 

27 7 

29.7 


21 0 

48 4 j 

46 4 ! 

i 26 9 j 

1 27 1 

24 7 

26 6 

Air, low R. H. 

4 4 

44 2 

| 44 4 ; 

i i 

1 2 l l i 

! 28 9 

28 2 

26 9 

Wrapped 

12 6 

45 9 j 

42 7 

27 7 i 

; 28 7 

26 6 1 

28 7 

21 0 

45 9 ; 

: 40 3 

I ] 

! 26 7 j 

28 1 

27 3 j 

31 6 

Fn wrapped 

: 

4 4 

48 1 

42 5 

25 6 

28 4 

! 26 5 

29 7 

12 6 

46 8 

39 3 

26 8 ! 

30 7 

! 26 6 

32.9 


21 0 

46 3 

! 40 3 

26 2 | 

i 27 3 

27 6 

32 5 

Air, JhiRh R . //. 
Wrapped 

12,6 

! 

46 7 | 

t 

t 42 2 

26 7 

| 28 6 

I 26 6 

28 0 

Fn wrapped 

12 6 

48 0 I 

1 

! 42 7 

26 7 

1 28,6 

1 

1 25 5 j 

l _: 

\ 28 4 

i 


1 Mean values of duplicate determinations for each of two sides. 


Conclusions 

Under the conditions employed in this study no one thawing medium 
appeared to be markedly superior to the others. In air, wrapping prolonged, 
but a high relative humidity accelerated, the defrosting. Thawing in all the 
liquid media occurred at approximately the same rate. Increases in weight 
during thawing were greater in S than 30% brine or in curing pickle. The 
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smallest defrosting gains or losses were associated with a temperature of 
21.0° C. After cure there was little difference in weights between sides 
defrosted by the various procedures. However, there was some indication 
that, on the average, a temperature of 12.6° C. and water or brine of 5 or 
15% concentration favoured maximal increases in weight. While the various 
defrosting media had no marked effect on the content of moisture and curing 
salts, a higher thawing temperature tended to give a somewhat saltier product. 

The surface bacterial counts tended to be somewhat lower when the sides 
were defrosted at 21.0° C. in water, curing pickle, or the more concentrated 
brines. The highest mean count was obtained on sides defrosted in water at 
4.4° C. In air either wrapping or a high relative humidity enhanced surface 
bacterial growth. Defrosting conditions likewise had little specific effect on 
peroxide oxygen formation in the fat. In general a tow temperature was more 
suitable for the liquid media, and a high temperature for air at low relative 
humidity with wrapped sides. The defrosting methods studied appeared to 
have no systematic influence on either colour, quality, or brightness. 

While the somewhat indefinite character of the results precludes the possi¬ 
bility of definite conclusions, there is some indication that liquid media or 
air at high humidity may possibly be superior to dry air and that a defrosting 
temperature of 12.6° C. merits commercial trial. 
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The Elimination of Flavor Reversion in Linseed 
Shortening by Heat Polymerization and 
Solvent Segregation of the Oil ‘ 

0. S. PRIVETT, R. B. PRINGLE and W. D. McFARLANE 
Department of Chemistry, Faculty of Agriculture of McGill University, Macdonald College 
Quebec, Canada 


T HE problem of flavor reversion in linseed short¬ 
enings has recently been reviewed by Lemon (4) 
and by Armstrong and McFarlane (1) who also 
tried to produce a more acceptable shortening by 
modifying the customary steps in processing and by 
special treatment* including the use of antioxidants 
Improved products were obtained, hut flavor rever¬ 
sion was never entirely eliminated The special treat¬ 
ments employed by the latter workers included at¬ 
tempts to bring about the isomerization of the 
linolemc acid, which is believed to be the constituent 
in linseed oil responsible for flavor reversion. For 
example, the oil was heated at 230° 0. for 12 hours 
in an atmosphere of hydrogen, but the quality of the 
shortening obtained was not improved 
We have repeated this experiment at higher tem¬ 
peratures and with carbon dioxide bubbling through 
the oil during the heating period, thereby eliminating 
volatile products with an obnoxious odor. The short 
ening prepared from this oil does not exhibit flavor 
reversion Believing that the high polymer fraction 
of this oil would be less nutritious or even injurious 
to health, we have subjected the polymerized oil to 
fractionation with immiscible solvents such as ace 
tone The acetone soluble fraction makes a most ac 
fceptable shortening. However, the quality of the 
shortening obtained depends -on the conditions of 
polymerization as also does the yield of the acetone 
soluble oil. 

The heat polymerization, solvent segregation, and 
hydrogenation of alkali-refined linseed oil were care¬ 
fully studied, as described below, to establish the op¬ 
timum conditions for the production of the highest 
yield of shortening of the best quality. 

Methods 

[.—Heat Polymerization 

The heating medium is a salt, mixture, composed of 
55 parts potassium nitrate and 45 parts sodium ni¬ 
trate, which melts at 227° C, It is contained in an 
enamel sauce-pan (8" wide x 5* deep), which is set 
in a shallow sand bath on a 1;000-watt, insulated hot¬ 
plate. The molten salt is stirred with an electric stir¬ 
rer. and, temperature is controlled to withiu :t2° C\ 
by a bimetallic thermoregulator connected to a 250- 
watt immersion heater. About 275 g. of the oil are 
weighed into a 500 ml Erlenmeyer flask fitted with 
glass tubing connections to permit tie passage of car¬ 
bon dioxide through the sample. Carbon dioxide is 
bubbled through at a rate sufficient to agitate the oil. 
When the bath is at the required temperature, the 
flask is immersed in the bath to that when the oil has 
reached the bath temperature the surface will he ap¬ 
proximately at the same level as the surface of the 

SMJSfcJT* “ *■*" **• 


heating medium. This precaution is necessary to avoid 
the charring of volatile products on the surface of 
the flask, which occurs when the flask is too deeply 
immersed. 

It requires about 30 minutes heating for the oil to 
reach the bath temperature. Samples, amounting to a 
few drops of the oil, are taken at 15-minute intervals 
and cooled rapidly to avoid oxidation. The refractive 
index of each sample is determined at *25' (’ using 
an Abbe refractometer willi the prism temperature 
regulated by water from a Hoppler Ultra Thermostat. 
At the end of the heating period the flask is raised 
from the bath, and the passage of carbon dioxide is 
continued until the oil has cooled to room temper¬ 
ature. 

i/.~ Solvent Segregation 

Acetone was chosen as the solvent After experi¬ 
menting with various methods of fraction at mu, we 
adopted the following procedure: The polymerized 
oil is poured into 1.500-1,700 ml. (six udumes) of 
acetone in a round-bottomed flask and the oil com¬ 
pletely dissolved by bringing to boiling temperature 
on a steam bath The solution is allowed to cool rid 
stand overnight, at room temperatures. The super¬ 
natant is decanted from the insoluble oil. the acetone 
distilled off, and the last traces removed under re¬ 
duced pressure. Extracting the polymerized oil with 
acetone at room temperatures in a sepuraton funnel 
was less satisfactory because of the formation of a 
cloudy emulsion of oil in the extract 

HI.—Jlydunje nation and Diodoiuatwn 

The shaker-type apparatus and the catalyst (re¬ 
duced nickel ou silica-gel base>, and the general eon 
ditions of hydrogenation and steam doodorization art* 
the same as employed by Armstrong and MeFarlane 
(1). To facilitate the removal of small samples dur¬ 
ing the course of hydrogenation the reaction chamber 
is fitted with a piece of 4 m m copper luhmg inserted 
through the stopper and with a \n)vo on the outlet. 
The course of hydrogenation is indicated hv the hy- 
drogen consumption and from the refract is e indices 
(60' C.) of samples of the filtered oil The catalyst 
contains 28% nickel. At a level of 4',; cataljsi mid a 
temperature of 170® 0. the hydrogenation time is gen¬ 
erally about 45 minutes. The catalyst is removed by 
suction filtration on paper in a Buchner funnel. 

We have recently used an all-glass apparatus for 
steam deodomation at 180® C. and 5 mm. pressure. 
The process is completed within three hours. Some¬ 
times it is necessary to refilter the oil to renupe the 
last traces of the catalyst. 

IV. — Quality of Shortening 

Each sample of linseed shortening is tested by bak- 
ing pie artist and judging on the basis of flavor and 



general quality aa compared to samples prepared from 
commercial shortenings. The grading is done by a 
panel,, usually 10 experienced judgw. 

Experimental 

Small samples of 250-275 g of commercial alkali- 
refined linseed ml were subjected to the heat polymeri¬ 
sation process at various temjHjralures from 200-WKF 
C. for periods up to MO hours The results presented 
in Figure 1 show that in the earlier stages of iso* 



FiO. 1. Polymowation of alkali rHmed Imaocd oil at various 
temperature*. 

thermal polymerization a linear relationship exists 
between the refractive index and the time of heated 
whereas in the later stages the reactions proceed in 
a stepwise manner. This is especially apparent at the 
lower temperatures when the reaction rate is Blower. 

The temperature at which the polymerization proc- 
«m is carried out is especially important in obtaining 
the desired oil for the preparation of shortening. If 
the polymerization is carried out at temperatures 
above 280° U or at temperatures so low that the 
period of heating is unduly prolonged, the shorten¬ 
ings obtained are of poor quality. Some improvement 
is obtained by using the acetone soluble fraction of 
these polymerized oils, but they still do not make 
good quality shortenings. Our experience indicates 
that the best oil ts obtained by heating at 270-275°C. 
for 12-15 hours. At this stage (Fig. 1) the whole 
oil has a refractive indtx of 1,4858-1.4861 and yields 
60-65 % of acetone soluble oil with a refractive index 
af 1.4830-1.4834. 

The continuous passage of carbon dioxide through 
the oil is an essential condition in the process as vola¬ 


tile decomposition products including free acids arc 
eliminated in this manner The product is character¬ 
ized b\ a low acid value (O..V1% us oleic acid) and n 
vcr\ pale \ollow color The color of the product is u 
criterion of the efticioney with which the deemnposi 
turn products have been removed Tin* volatile prod 
nets comprise about .V/> of the original oil The results 
obtained with nitrogen have not been as good as with 
carbon dioxide If the oil is simpK healed under 
carbon dioxide, the acid value of the product may bo 
as high as l-Vi f as oleic acid), and obviously it will 
contain all the decomposition products. The shorten¬ 
ings obtained from such oils are of very poor quality. 

A small portion, about 4'/', of the polymerized oil 
is soluble- in 115% methanol at room temperatures. 
This oil has a fishy odor and a deep brown color. It 
has a relttti\ely low refractive index (1,4778 at 2f>° 
r ) and a low acid value of about 0.7%, as oleic acid, 
insofar as the quality of the shortening is concerned, 
no apparent advantage accrues from separating this 
fraction prior to acetone segregation. 

Mo special process is required for the hydrogena¬ 
tion, all of the commercial nickel catalysts which we 
have tried gave satisfactory results. The course of 
hydrogenation at various temperatures, as indicated 
b\ refractive indices, is illustrated in Figure 2. These 



Fio. i! Hydrogenation at various temperature* of the acetone 
soluble fraction of i>olymeri*ed linseed oil. 

results were obtained by the procedure described 
above and using our own catalyst, i.e. reduced nickel 
on silica-gel base. The best shortenings were obtained 


TABLE I. 

So mm try of Experimental Data oa the Proeaaalaf of Linseed Oil. 


(Alkali rrflnad Hftsend oil, rofrectbe index l 4795. polymartxatioo at 272 275*0 ter 14 bonra; hydrogenation at 170*0 to different refractive tndioee.) 




Polymerised oil* 

Shortenings 

Judgment of pastry 

Run No 

Whole oil 
It index 

Acntono noluble 

Acetone insoluble 

R.index 

(00*0.1 


Can- 

aieteney 

Plaror 

Grade compared 
to control* 4 

Yield 1 

R index 

<2VC ) 

Yield 1 

R Index 
<25*C.) 

Color* 

Tovar- 

aion 

i 

1.4459 

HO 

1.4430 

02 

1 4490 

1.4021 

Slight yellow 
Vary eflgbi 
yellow 

Pure white 
Pure white 

Toe soft 

Nona* 

Not aa good 

2. 

1 44*0 

H2 

1 4474 

ai 

1.4492 

1 4019 

Salt 

Nona* 

No discernible difference 

a!"!".!.” 

1.4*59 

I 4454 

0.7 

42 

t.44.12 

r.4*n 

.13 

12 

1 4589 

1 4490 

1 4012 

1 4004 

flood 

flood 

Nona* 

Non# 

No diaeernihlo difference 
Bolter than controls 

. 

1 4459 

02 

1 4430 

33 

1.4844 

1.4004 

Pure white 

."W 

None* 

No dlacernibte difference 


*P*ro«nlaf« of original oil. 

Wot daaolarlsed with edaarbsnt days nor creamed, 


*TO* oecieion oi ana panoi waa unanimous. __ , , , , . , . . , 

«TV* commercial sample* of shortening inaludad a* atandard of retereae*. The pastry wa* jndged aimuiteheoudy far Sawr, oder and tetter* 
bp * penal of 10 Judges outdo tp of graduate dieticians, kauMwivas, and eook*. 















by hydrogenating to a refractive index of 1.4615- 
1.4805 (60°C.). 

The data obtained in five typical runs is summar¬ 
ised in Table I. Preliminary trials indicate that the 
digestibility of these linseed shortenings, as tested 
with rats, compares favorably with commercial short¬ 
enings. However, further experiments are planned to 
assess more accurately the relative nutritive values, 

The high polymer, acetone insoluble fraction com¬ 
prises about 30-35% of the polymerized oil (Table I) 
and has a refractive index of about 1.4890 at 2f>° C. 
This should make an excellent paint and varnish oil 
since it represents the most highly unsaturated frac¬ 
tion in linseed oil. 

Genera! Discussion 

The aim of this investigation has been to establish 
the optimum conditions of polymerization and solvent 
segregation of linseed oil for the production of a 
‘ 4 non-reverting” edible shortening and an improved 
drying oil The presence of linolenic acid in the edible 
fraction is most undesirable whereas it is obviously 
advantageous to have a high content in the drying 
oil fraction, Therefore the conditions of polymeriza¬ 
tion should be such as will permit the highest degree 
of selectivity in the solvent segregation. 

TAHOE II 


of linseed oil are polymerised at different tempera* 
tares but to the same refractive index, the acetone 
soluble fraction of the sample polymerised at tlim 
lower temperature has a lower refractive index. For 
example, at 272-275° C. when the refractive index of 
the whole oil is 1,4859, 60-65% is soluble in acetone 
and the refractive index of this fraction is 1.483ft; 
whereas at 295-300° C. and at the same refractive in¬ 
dex for the whole oil, 95% is soluble in acetone and 
the refractive index of this fraction is 1.4850. Hie 
latter results are included in Table II whieh also 
shows that the refractive index of the acetone soluble 
fraction reaches a maximum thus indicating that 
there is a fixed limit of polymer aggregate which is 
soluble in acetone. 

It seems a reasonable assumption that under the 
conditions of polymerization employed in this process 
the major change in the linseed oil is in the linolenic 
acid component which is more readily polymerised 
than, linoieic or oleic acid. It is not known to what 
extent the acetone soluble oil has undergone chemical 
change. However, it is probable that the linolenie 
acid in this fraction is at least, changed to a conju¬ 
gated isomer. This would account for the refractive 
index of the acetone soluble oil being slightly higher 
than that of the original linseed oil This point ie 
being investigated by conducting detailed analysis of 
the acetone soluble fraction. 


Poljrmematlon of IAneped Oil at 2115" .100*0 and HoUput 
Segregation With Acetone 


Tima of 
heating 

Ref- active 
Index of 
whole oil 

Yield of 
acetone 
notable oil 

Refractive 
index of 
acetone 
notable oil 

hoar# 


% 


1 

1 4824 

100 



3ft | 

100 


4 

ftO 1 

05 

1 4*5» 

6 

72 

78 

1 4 8 SO 

H 

HO 

60 

1 48.50 

to 

88 

49 

1 4850 


The nature, of the curves in Figure 1 indicate that 
the reactions involved in heat polymerization take 
place in a definite sequence which is most apparent 
in the. results obtained at the lower temperatures. The 
theoretical implications of these results may be more 
apparent when data are available on the chemical 
composition of the oil at the various stages of 
polymerization. However, it is well established that 
conjugation precedes polymerization and that conju¬ 
gate trienoic acids have a higher refractive index than 
their polymers (2,3,5). The initial rise in the re¬ 
fractive index suggests conjugation and the fiat por¬ 
tions of the curves may represent a state of equilib¬ 
rium where intramolecular rearrangement is taking 
plaee prior to polymer formation. One advantage of 
heating at the lower temperatures is that polymerized 
oils of uniform composition are most readily obtained 
since the “steady state” may persist for as long aa 
two to three hours. 

These results also suggest that the polymerization 
is more selective at the lower temperatures. This is 
supported by the observation that when two samples 


Sum ma ry 

The optimum conditions have been established for 
the high temperature polymerization and solvent seg¬ 
regation of linseed oil to produce a “non-reverting” 
edible shortening and an improved drying oil. Hie 
best oil is obtained by heating at 270-275° C. for 12-15 
hours while carbon dioxide is continuously passed 
through the oil. Under these conditions the polymer¬ 
ized oil has a refractive index of 1.4858 to 1.4861 at 
25° C. and yields 60-65% of acetone soluble oil with 
a refractive index of 1,4830 to 1,4834 at 25° C. and 
an acid value of less than 1%, calculated as oleic acid. 
Pie crusts containing shortenings made from the 
acetone soluble fraction of the oil have been judged to 
be of good quality. The best shortenings were ob¬ 
tained by hydrogenating to a refractive index of 
1.4615-1.4605 ( 60° C.). 
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A NOTE ON THE PRODUCTION OF VITAMIN C BY 
SPROUTING SEEDS 1 

L. P. V. Johnson 9 , G. A. Young,* and J. B. Marshall 9 
National Research Laboratories , Ottawa 

The antiscorbutic value of germinated seeds has been known since 
the time of Captain Cook, and was investigated in Norway prior to the 
last war (5). After the Mesopotamian campaign of 1915-16 British 
workers directed attention to the possibility of utilizing this property 
as a source of accessory dietary factors for troops separated from supplies 
of fresh food and for the relief of famine stricken areas (1). Advances 
since 1918 in the knowledge of the chemistry of vitamins have made it 
possible to investigate more comprehensively methods for the production 
and preparation of an antiscorbutic material from sprouted seeds. In 
this note the results are given of a survey to determine the suitability, 
for this purpose, of seeds readily available in Canada, as well as some others 
less commonly known. 

Legumes have been considered more prolific producers of ascorbic acid 
than cereals (5) and there is evidence of physiological differences between 
crop varieties as well. Bonner and Bonner (3) showed that pea varieties 
could be grouped according to their response to the presence of ascorbic 
acid in the media in which excised embryos were cultured. This response 
was related inversely to the concentration of ascorbic acid initially present 
in the embryos. The presence of ascorbic acid in actively growing tissues, 
i.e. hypocotyl, and later in chlorophyll bearing tissues has been demon¬ 
strated by Reid (4). 

MATERIALS 

The material examined included varieties of the following crops: 
common and garden peas, Pisum sativum; common bean, Phaseolus vulgaris; 
green gram bean 4 , P. aureus; lima bean, P lunatics; English broad bean, 
Vicia fabia; soy bean, Glycine soja; spring wheat, Triticum sativum; hull¬ 
less oats, Avena nuda; corn, Zea mays , v . saccharata ; okra, Hibiscus esculentus. 
A complete list including variety names is given in Table 1. The seed 
used in each case was of good quality, having been graded previously for 
seed purposes. This initial quality is of importance as sound viable seed 
gives some assurance of optimum performance in the sprouting tests. 
Broken and disease infected seeds tend to decompose readily and this 
may render the odour of an entire batch of seed offensive. 

METHODS 

Preliminary tests of the above material were made by germinating the 
seeds in petri dishes at 22.2° C. (72° F.) after soaking for 24 hours in tap 

1 Contribution from the Division of Applied Biology, National Reseaich I aboratones Issued as Paper 
No. 1247. 

Work carried out for the Associate Committee on Army Medical Research, National Research Council 
Ottawa, and the Research Division, D G M S., National Defence Headquarters. Ottawa 

2 Biologist 

8 Laboratory Steward 

4 This species is closely related to the mung or black gram bean, Phasenius mungo (.2). 
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Table 1.—Varieties used in preliminary tests of ascorbic acid production 


Common pea f Pisum sativum 
Field varieties 
Arthur 
Chancellor 
Dashaway 

Early Blue (Ottawa No. 21) 
Earlv Britain 
Golden Vine (l)* 

Mackay (Ottawa No. 25) (1) 
New Canadian Beauty 
Potter 

Prussian Blue (1) 

Garden varieties 
Dwarf Gray Sugar 
Little Marvel 
Prince of Wales (1) 

Thomas Laxton 

Soy bean , Glycine soja 
Blackeye (1) (2) 

Mandarin 

Okra , Hibiscus esculentus 
White Velvet (3) 


Common bean t Phaseolus vulgaris 
Common white (1) 

Marrow fat (1) 

Red Kidney (1) 

Lima Bean , P. lunatus 

Rurpee Bush Lima (1) 
Henderson Bush Lima (1) 

Green Gram bean , P. aureus 
Chinese Salad 

English Broad bean , Vida fabta 
Broad Windsor 

Spring wheat , Tnticum sativum 
Marquis 
Regent (2) 

Thatcher (2) 

Ilull-less oats , Arena nuda 
Laurel 

Corn (maize), Zea mays v saccharala 
Golden Bantam 


0 Reasons for elimination from further tests: 

(1) Soured during germination 

(2) Low vitamin C production 

(3) Poor germination. 


water. Ascorbic acid determinations were made at daily intervals, com¬ 
mencing when the sprouts first appeared and continuing until the assay 
values began to decline. A number of varieties were eliminated on this 
basis. 

The material thus selected was tested at three temperatures, 15.6°, 
22.2°, and 28.9° C. (60°, 72°, and 84° F.) and by two methods of germ¬ 
ination. In one, the seeds were soaked in trays for 24 hours, drained, 
spread to a depth of J inch and flushed with water at the temperature 
required. The other method was similar to that recommended for use 
by the Australian Forces (6); seed was placed in loose cheese cloth bags, 
soaked 24 hours and thereafter dipped 4 times daily in water held at the 
germination temperatures. 

Vitamin C assays were made on samples of the entire sprouted material. 
No attempt was made to separate the sprouts from the seeds and seed 
coats. Reduced ascorbic acid was determined by the dye titration method, 
2% metaphosphoric acid being used to extract the material in a Waring 
Blendor. Moisture determinations were made on the material as well, 
in order to allow for the diluting effect of the tissue water. The results 
are expressed as mg. ascorbic acid per 100 gm. of sprouted material. 

RESULTS 

In the preliminary tests 14 of the 31 varieties listed in Table 1 were 
eliminated for various reasons. A number of the pea and bean varieties 
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showed a pronounced tendency to become sour and offensive when germin¬ 
ated in this manner. Two of the wheat varieties were dropped because 
of low vitamin C production, and tests of okra were discontinued because 
of poor germination of the seed used. 

For convenience and expediency the bag method of germination was 
used for most of the tests, and the data presented are based on this method. 
The two methods did not differ appreciably. Considerable care was 
required with the trays that were used, to avoid souring as a result of 
impeded drainage and lack of aeration. Trays with perforated bottoms 
would have been much more satisfactory. 

Data showing the effects of temperature on vitamin C production 
and the condition of the sprouted material are given in Table 2. Rapid 
souring or spoilage of all the material except the Chinese Salad bean resulted 
at 28.9° C. Of the other temperatures the lower (15.6° C.) was more 
favourable for the legumes and the higher (22 2° C.) for the cereals. 

1 a RLE 2.—Effect of temberaturi on the vitamin C production and growth of 

SEEDS OI* SELECTED VARIETIES GERMINATED IN BAGS 


Crop 

Variety 

'I emp 
°C 

No days 
for 

•Growth 

Condition 

of 

Mg 100 gm. 
of material 

Per- 
i entage 



production 


material 

Wet 

Dry 

ure 

Bean 

Chinese Salad 

15 0 i 


Good 

Fresh 

23 

89 

74 


English Bioad 


7 | 

Ver> good | 

Slightly sour 

33 

122 

73 


Windsor 
Mandann Soy 


4 

Fair 

Fresh 

4 

13 

68 

Corn 

Golden Bantam 


7 

Good 

Sou i 

7 

20 

63 

Oats 

Lam el 


6 

Very good 

Fresh 

8 

30 

75 

Pea 

Arthur 


S 

Very good 

Fresh 

17 

<>1 

67 

Wheat 

Marquis 


5 

Wry good 

Fresh 

4 

16 

75 

Bean 

Chinese Salad 

22 2 

2 

Voiv good 

F resh 

21 1 

65 

68 


English Broad 


4 

Good 

Sour 

23 

73 

69 


Windsor 
Mandarin Soy 


3 

Poor 

Sour 

2 

3 

32 

Corn 

Golden Bantam 


4 

Very good 

Fresh 

10 

30 

65 

Oats 

Laut el 


6 

Very good 

Slightly sour 

11 

19 

43 

Pea 

Arthur 


3 

i Fan 

Fresh 

3 

7 

64 

Wheat 

Marquis 


4 

I Very good 


5 

13 

65 

Bean 

Clutifhc Salad 

28 9 

2 

I 

Fair 

Fresh 

18 

64 

73 


English Broad 


2 

Poor 

Sour 

— 

: — 

— 


Windsor 
Mandarin Soy 


2 

Poor 

Sour 

_ 

_ 

__ 

Corn 

Golden Bantam 


# 2 

Poor 

Sour 



— 

Oats 

Laurel 


2 

Poor 

Sour 

1 

1 

43 

Pea 

Arthur 


2 

Poor 

Sour 


— 

— 

Wheat 

Marquis 


2 

Fair 

Slightly sour 

1 

2 

47 


* Growth poor, less than 50% germination; lair, less than 75% germination, good, less than 95% germin¬ 
ation; very good, 95 to 100% germination. 


A comparison of 12 varieties of peas sprouted in bags at 15.6° C. is 
given in Table 3. Early Blue (Ottawa No. 21), O.A.C. No. 181 and Arthur 
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Table 3.—Vitamin C production and growth in field and garden peas, sprouted 

in bags at 15.6° C. 


Variety 

No. days for 
maximum 
production 

Growth 

Mg./lOO gm. 
of material 
wet basis 

Arthur 

5 

Good 

17 

Chancellor 

4 

Poor 

8 

Dwarf Grey Sugar 

4 

Fair 

11 

Dashaway 

4 

Fair 

12 

Early Blue, Ottawa No. 21 

5 

Good 

20 

Early Britain 

4 

Fair 

11 

Little Marvel 

4 

Fair 

14 

New Canadian Beauty 

4 

Poor 

10 

O.A.C. No. 181 

5 

Good 

18 

Potter 

4 

Good 

13 

Thomas Laxton 

4 

Good 

10 

White Wonder 

4 

Fair 

9 


took 5 days to reach their maximum vitamin C production (17 to 20 mg. 
per 100 g.) f while the other varieties began to decline at 4 days, after having 
reached a maximum of 8 to 14 mg. per 100 g. 

In Figure 1 the daily increases in the ascorbic acid content of 100 gm. 
of sprouting material are shown for selected seeds, germinated in bags 
at 15.6° C. The Chinese Salad bean reached a maximum in 3 days while 
the Broad Windsor bean took 7 days and the Early Blue pea 5 days. 
Mandarin soy bean and Laurel oats did not approach the level of the 
others but were included for comparison. 

CONCLUSIONS 

Of the seeds tested in the present investigation, the Chinese Salad 
bean appeared to have the greatest range of adaptability combined with 
rapid production of vitamin C. However it is not available in sufficient 
quantities to warrant its recommendation for use on a large scale. The 
field pea varieties, Early Blue (Ottawa No. 21), O.A.C. No. 181, and Arthur 
produced appreciable amounts of antiscorbutic in 5 days and are readily 
available. The English Windsor broad bean is in less favourable supply 
but showed considerable merit with respect to vitamin C production, 
particularly at the lowest temperature. 

The method of germination to be employed will be determined by 
circumstances and should be investigated in greater detail. Experience 
gained from the present experiments indicated the desirability of tem¬ 
peratures between 15 and 22° C. (60° and 72° F.) and of importance of 
drainage and aeration for the germinating material. 
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AGE OF SPROUTS-DAY5 

CHINESE SALAD BEAN □ 

ENGLISH BROAD WINDSOR BEAN O 

EARLY BLUE, OTTAWA NCl 21 PEA ■ 

MANDARIN SOY BEAN A 

LAUREL CATS • 

Figure 1.—Vitamin C production of selec ted seeds at 15 6°C. (60°F.) 
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Cereal and legume sprouts have been used as food for many centuries 
in the Orient, and records also exist which show that the early explorers 
cured or prevented scurvy by eating sprouted peas and beans when fresh 
vegetables were not available. Soybean sprouts have recently received 
much publicity in the United States as the result of investigations by 
Professor C. M. McCay of Cornell University. 

Dry seeds, in general, are devoid of ascorbic acid, but the seedlings 
contain a considerable amount. Burkholder (1) reports an appreciable 
increase in riboflavin and other members of the vitamin B-complex during 
the growth of corn, wheat, oats and barley seedlings. Sprouts have a 
flavour and nutritive value which approximates that of fresh vegetables 
and in addition, possess several advantages in that the seeds can be 
sprouted, ready for use in less than 10 days and their cultivation is not 
limited by season, climate, sunlight or soil. The only requirements are a 
fairly constant room temperature of about 70° F. and a good water supply. 

It might be possible to supply a significant part of the daily require¬ 
ments for ascorbic acid and vitamin B-complex by the use of sprouts in 
the diet and hence contribute to the solution of nutritional problems arising 
out of the difficulty in transporting fresh vegetables to troops in isolated 
areas and to the population of countries released from enemy occupation. 
Fresh vegetables are perishable and bulky and require rapid transportation 
and adequate storage facilities, whereas dry seeds may be shipped to the 
desired location and sprouted at their destination. 

The primary aims of the investigations recorded below were (a) to 
devise simple and inexpensive methods for producing sprouts in bulk, 
even under adverse conditions; (b) determine the best time to harvest for 
highest vitamin content commensurate with palatability; and (c) prepare 
appetizing dishes containing sprouts. 


MATERIALS AND METHODS 

Sprouting 

Good sprouts can only be obtained from good seed; broken seeds 
must be eliminated as they will constitute a centre for infection. Disin¬ 
fectants, such as bleaching powder, at the low concentration of 1 tablespoon 
to 4 gallons of water, will destroy surface bacteria without harming the 
seed but will not prevent all bacterial growth; equally effective results 
were obtained with an abundance of fresh water. The sprouting was 

1 Macdonald College Journal Series No. 198. 

* Graduate Research Assistants. Department of Chemistry, Faculty of Agriculture. 

• Professor of Chemistry. 
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carried out in a basement room with two small windows, a well-drained 
cement floor, and a good water supply. There was no provision for control 
of the room temperature which fluctuated from 66 to 73° F. 

The seeds were soaked for 24 hours and held at a high humidity and 
a temperature of about 22° (\ The most suitable container was found to 
be a 6-gallon lard tub with small holes in the bottom for drainage. The 
tub was half-filled with soaked seeds and covered with a lid to exclude 
light and to maintain a high humidity inside. The tub was filled twice 
daily with water and the seeds stirred by hand to break up the sprouting 
mass. The water drained through the holes in the bottom, leaving the 
sprouts moistened, washed and cooled. For smaller quantities, wide¬ 
mouthed fruit jars were used. The soaked seeds were placed in the jar 
and a piece of cheese-cloth was tied over the opening. The jar was filled 
with w r ater twice daily, inverted to drain and allowed to remain in this 
position until the next watering. 

These methods were not suitable for the cultivation of green shoots. 
In this case the soaked seeds were spread thinly on flat wire-screen trays, 
14" X 22", supported at each corner by wooden legs, 7" high. These 
trays (Figure 1) are light and easy to handle and can be stacked to facilitate 



Figure t. Tray method of cultivating green shoots. 

wateringand utilize space. A layer of w ood shavings on the screen increased 
the moisture retention and facilitated the cleaning of the trays after the 
shoots had been cut. 
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A portable container suitable for sprouting all types of seeds was made 
from a piece of coarse jute 40" X 36" (Figure 2). The bottom of this bag 
measured 15" X 19" and the sides were 6" high. Four sticks, less than 1" 
in diameter, were pushed through the open hems around the bottom, giving 
the bag considerable rigidity. Each corner was provided with a sling by 



Figure 2. Portable* container for sprouting all types of seeds 

which the bag could be suspended by two poles or hooked to some con¬ 
venient device. The bag was rendered rot proof by first immersing it in 
a 2% copper sulphate solution, then in 5% sodium carbonate solution 
and finally rinsing well with water. Rot proofing had no detrimental 
effect on the sprouting. 
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The seeds used were selected on the basis of (a) availability in Canada, 
(b) ease of sprouting, (c) nutritive value of the sprouts and (d) palatability 
of the cooked product. 

Cooking 

The authors considered as valuable any sprouts which were palatable 
and would serve to break the monotony of a diet depleted in fresh vege¬ 
tables. However, such a diet is also likely to be low in vitamin C so the 
authors preferred to utilize sprouts of a high ascorbic acid content. Meals 
which included sprouts were prepared and served in the Macdonald College 
dining room. The final judgments of the palatability of the cooked food 
were obtained from C.W.A.C. personnel and College students, through the 
medium of a questionnaire. 

The simplest cooking methods were employed. In boiling, the water 
was always brought to the boiling point, the sprouted seeds added, the 
container covered tightly and its contents brought back to boiling tem¬ 
perature as rapidly as possible. A minimum amount of water was used, 
but in cooking sprouted broad-beans they had to be almost covered with 
water to provide uniform cooking throughout. To preserve vitamin C 
emphasis w r as placed on preparing dishes which did not entail loss in the 
cooking water, e.g., soup, stew\ baked dishes and fried dishes. The cooking 
water w as saved for use in soup stocks, gravies or sauces. 

Chemical Analysis 
A. Ascorbic Acid 

The determination of reduced ascorbic acid was carried out as follows: 

Two 10-g. samples were ground with acid-washed sand and 25 ml. of normal- 
sulfuric acid containing 2% metaphosphoric acid. The extracts were centrifuged 
and washed three times with 20-ml. portions of the acid mixture. The combined 
extracts were made up to 100 ml. and aliquots were titrated against a standard 
solution of 2-6 dichlorophenol indophenol, as outlined by Burrell and Ebright (2). 
To analyze bean sprouts duplicate 25-g. samples were weighed out and transferred 
to a Waring Blendor with 100 ml. of the acid and reduced to a pulp within 8 
minutes. The extracts were then treated as described above but the centrifugate 
and washings were made up to 200 ml. This method permitted the use of larger 
and more representative .samples as each seedling weighed about 5 g. 

When turbid or coloured extracts were encountered, making it difficult to 
detect the end point, 10 ml. of chloroform were w r ell mixed with an aliquot of the 
extract and the titration completed, according to McHenry and Graham (3). 
On centrifuging, two layers were formed and the end point could be determined 
in the chloroform layer. 

Total ascorbic acid determinations (reduced plus dehydroascorbic 
acid) were made on some of the samples, especially cooked products, em¬ 
ploying H 2 S reduction. The common procedure is to bubble H 2 S through 
the extract for 15 min. and remove the H 2 S with a stream of carbon dioxide 
or nitrogen. At least 2 hours are required to remove the H 2 S, and frequently 
traces remain which reduce the indophenol dye and give results which are 
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too high. To completely remove the H 2 S in a shorter time Fellenberg (4) 
heated the extract and Harris and Olliver (5) put the extract under reduced 
pressure. The authors found the following procedure, using the apparatus 
illustrated in Figure 3 to be most satisfactory. 



A 50-ml. aliquot of the extract, adjusted to pH 3.0, was transferred to a 
125-mi. Erlenmeyer flask (D) fitted with a two-hole stopper, an aeration tube 
with head close to the stopper, and a glass tube extending to the bottom of the 
flask. The flask was inverted in a water bath (E) at 55° C., and the H 2 S entered 
through the aeration tube and escaped at the top by the long glass tube. This 
device ensured complete saturation of the solution with H 2 S and prevented loss 
due to foaming. The reduction of dehydroascorbic acid was complete in 15 min. 
and the extract was then adjusted to pH 2.0 with 50% H 2 SC> 4 . The flask was 
replaced in the water bath and connected to a large bottle (A). C0 2 was admit¬ 

ted into A which was filled with water and the gas displaced the water into the 
elevated bottle (B). A pinch-cock (C) controlled the gas flow to D and the 
whole system was put under a reduced pressure of 100 mm. Hg. by applying 
suction to flask (F). In this apparatus the extract w*as freed from H 2 S in 15 
minutes at 55° C. 

It is well known that the indophenol method is afTected by the presence 
of other reducing substances in the extracts. Roe’s colorimetric method 
(6, 7) employing 2,4 dinitrophenylhydrazine is said to be more specific 
and also determines dehydroascorbic acid. These methods were compared 
with the results shown in Table 1. In general the results agreed very well 
and did not indicate, so far as these samples were concerned, that any 
advantage would accrue from using the more complicated colorimetric 
procedure in place of the simple titration method. 
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Table 1.—Ascorbic acid determinations by indophenol titration and by the 

COLORIMETRIC 2,4 DINITROPHENYLHYDRAZINE METHOD 



Ascorbic acid—mg. per 100 g. 


Reduced | 

Total (reduced-f-dehydro.) 


lit rat ion 

Colorimetric 

Titration 

Colorimet ric 

Broad Beans— sprouted 4 days 

24 6 

22 9 


29 2 

Vetch—sprouted 3 days 

12.1 

12 8 

— 

— 

Vetch (cooked 20 min.) 

3 5 

4 2 

— 

13 3 

Teas--sprouted 10 days 

20 5 

19 1 

21 9 

24 5 

Dehydrated Cereal Grass 
Standard Ascorbic Acid Solution 

41 2 

43 5 

— 

45 7 

(50 mg. per 100 cc.) 

50 00 

49 8 

50 0 

50.3 


B. Riboflavin 

The riboflavin content of the sprouts was determined by the following 
method which combined certain features of the Chapman and McFarlane 
(8) and the Najjar (9) fluorimetric methods. 

A 10-g. sample was weighed into a 250-ml. centrifuge bottle, 50 to 75 nil. of 
a 0.2% pepsin solution in 0.33% 11 Cl were added and the mixture incubated 
overnight at 37° C. and in the dark. After adjusting to pH 4.5, using bromrresol- 
green as an external indicator, 0.1 g. of takadiastase was added and the incubation 
continued for 3 to 4 hours. The material was centrifuged, the supernatant 
transferred to a 100-ml. volumetric flask, the residue was twice washed with 
distilled water and the combined extracts made up to 100 ml. with distilled 
water. 

5-ml. aliquots were shaken in a separatory funnel with 1 ml. glacial acetic 
acid and 2 ml. pyridine; 10 drops 4% potassium permanganate were added and 
after 1 minute 10 drops of 3% hydrogen peroxide. Finally, 5 g. anhydrous 
sodium sulphate and 10 ml. butyl alcohol were added, the mixture shaken thor¬ 
oughly for 2 min. and centrifuged. The fluorescence of the pyridine-butyl 
alcohol phase was measured in a Coleman photofluori meter. The fluorescence 
due to substances other than riboflavin was corrected for with a “blank” prepared 
by exposing the pyridine-butyl alcohol solution to intense ultra-violet radiations, 
for one hour, thus destroying riboflavin only. The fluorimeter was standardized 
by carrying out a determination with 5 ml. of a riboflavin solution containing 
one microgram of pure riboflavin. 


EXPERIMENTAL 

Cereals 

Cereal seeds are the most desirable from the standpoint of supply 
and low cost, but oats and barley have their seeds embedded in a coarse 
hull and are therefore not suitable for sprouting. Hulless oats and barley 
are now available, but the seed is still expensive and only small quantities 
are on the market. However, these were studied, along with rye and it 
was found that, after 3 days of sprouting, the optimum ascorbic acid content 
was 5-7 mg. per 100 gms. We investigated 5 common wheat varieties: 
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Red Bog, Thatcher, Apex, Regent and Marquis. When sprouted for 
4days, the ascorbic acid content remained low (1.5-2.5 mg. per 100 gms.) 
and reached a maximum of 5.5 mg. per 100 gms. at 10 days (Figure 4). 



Figure 4. Showing the increase in ascorbic acid content of 41 Regent M wheat, 
during sprouting. 

Cereal sprouts must be considered a poor source of ascorbic acid as 
20-30% was lost on cooking for 10 minutes. Cereal sprouts alone were 
tasteless and had to be blended with oatmeal and served as porridge. 
It was found that after 3 days sprouting the roots were fibrous and unsuit¬ 
able for human consumption, so that the sprouts could not be used at the 
stage of optimum vitamin C content. An attempt was made to remove 
the fibrous roots but the only practical method was to dry the sprouts, 
so that the roots became brittle and broke off on subsequent screening; 
this treatment destroyed the fresh food character of the sprouts. 

Legumes 

Legume seeds do not develop fibrous roots during the early stage of 
sprouting, and the entire sprout can be eaten up to the stage of the appear¬ 
ance of green leaves. At more advanced stages, only the green shoots 
are edible. Sprouted Mung beans have been used primarily for dietary 
purposes but the beans cannot be grown in Canada. Soybean sprouts 
have attained some popularity, particular emphasis being laid on the protein 
and ascorbic acid content. The ascorbic acid content of the soybean 
varieties we have studied was low, amounting to 10-15 mg. per 100 g. 
after 5 days sprouting. About 30% of the ascorbic acid was concentrated 
in the tender shoots and was readily leached into the cooking water. The 
loss after 20 min. cooking was about 50%, thus reducing the ascorbic acid 
retention to such a low value,that their value was questionable. Since a 



April, 1945] andreae et al.—sprouts as vegetable substitutes 511 

great deal of information was already available on sprouting soybeans, 
we concentrated our efforts on other seeds. 

1. Peas 

The C. S. I. R. Nutrition Laboratory, University of Adelaide, Australia, 
recommended the use of Blue Boiler peas, sprouted for 4 days. They 
claimed a vitamin C content of 38 mg. per 100 g., of which one-third was 
lost on cooking. This variety is not available in Canada. It was found 
that, with the variety Ottawa 181, the ascorbic acid content increased 
to 15-17 mg. per 100 g., after 5 days sprouting. Because of the hardness 
of the seeds, it was necessary to cook the sprouts for 1 hour to render them 
soft enough to be palatable, with the result that 80% of the vitamin was 
destroyed. 

To reduce this loss, field peas were sprouted for 10 days, during which 
time the seeds sent up shoots 8" long, so that the shoots could be clipped 
off close to the seeds and served as a green salad. This salad was agreeable 
to the taste and contained a significant amount of vitamin C. No advan¬ 
tage was found in prolonging growth beyond 10 days, as the shoots became 
fibrous and the ascorbic acid content declined. The distribution of ascorbic 
acid between the shoots, cotyledons and roots of pea seedlings at different 
stages of growth is shown in Figure 5. These sprouts were grown in a 
constant temperature chamber at 28° C. and 50% relative humidity. The 
sprouts grew rather poorly because of the low' humidity. For comparison, 
the ascorbic acid content of seedlings from the same seed grown at 90% 
relative humidity, is also given in Figure 5. 



Figure 5. Distribution of ascorbic acid in pea seedlings. 
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The effect of light on sprouting was next studied, the most apparent 
response being the attractive green colour and retarded growth; the ascorbic 
acid content per 100 g. of seedlings was unaffected and an apparent increase 
in the ascorbic acid content due to light was offset by the lower yield. 
Ascorbic acid synthesis increased only when the light intensity reached a 
level which permitted photosynthesis. The effect of light can be seen 
from the data in Table 2, which also shows that above 25° C. there is a 
decrease in the yield and ascorbic acid content of the green shoots. 


Table 2.— The effect of temperature and light on vitamin C synthesis in 11-day 

PEA SHOOTS 


Treatment 

Yield of shoots 
ferns.) 

Ascorbic acid 

(mg./lOO gms.) 

(Mg./400 gms. 
dry seed) 

25° C. in light 

442 

27 0 

112 

27° C. in light 

371 

25 9 

96 

30° C. in light 

286 

25 9 

74 

21° C. in dark 

515 

22.9 

118 

26° C. in dark 

431 

22 5 

97 

30° C. in dark 

305 

22 2 

68 


The suitability of sprouting bags (Figure 3) for growing green shoots 
was investigated. Equal amounts of seed were spread on shallow trays 
and sprouting bags, and it was found that the yield w r as greater in the latter 
case, but the ascorbic acid content of the sprouts was almost identical 
(Table 3). Rot-proofing the bag prevented the roots from penetrating 
the material thus facilitating the subsequent cleaning of the bag, although 
the yield in the presence of the copper carbonate was much low r er. 


Table 3.— The effect of different sprouting devices on Vitamin C synthesis by 

FIELD PEA SPROUTS 


Sprouting 

time 

(days) 


Yield of 

Ascorbic acid content 

Treatment 

shoots 

(gnu) 

(mg. per 

100 gm.) 

(niR. oer 
tray) 

11 

Shallow tray 

590 

26 6 

157 

11 

Bag, untreated 

730 

24.5 

179 

11 

Bag, CuCO* treated 

496 

25.2 

125 


The results in Table 4 indicate the effect of the thickness of seeding 
the trays. The yield of shoots increased with increasing amounts of soaked 
seeds per tray. The thicker the stand the taller the shoots and thus the 
greater the yield of shoots per 100 g. of soaked seeds. The ascorbic acid 
content of the shoots increased with the density of the stand but declined 
when the stand became too thick. The amount of ascorbic acid synthesized 
per tray was highest where the greatest amount of soaked seed was used, 
but calculated on a basis of 100 g. of seed, the greatest efficiency was 
obtained when 1000-1100 g. of peas were spread on one tray. 
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Table 4.—The effect of thickness of seeding on the yield and ascorbic acid 
content of eleven day pea sprouts 


Weight of 
soaked seeds 
per tray 
(gm.) 

Yield of shoots 

Ascorbic acid content 

(g. per tray) 

(g. per 100 
gm. soaked 
seed) 

(mg. per 
100 gm.) 

(mg. per 
tray) 

(mg. per 
100 gm. 
soaked seed) 

814 

401 

49 3 

25 7 

105 

12.9 

1014 

597 

49 0 

29.2 

174 

17 1 

1144 

606 

53 0 

30.2 

183 

15.9 

1414 

783 

55.0 

25 5 

199 

14 0 


The riboflavin content of pea sprouts was determined with the results 
summarized in Table 5. It is evident that these sprouts would not con¬ 
tribute significant amounts of riboflavin to the daily diet. 


Table 5.—Riboflavin content of field peas 
BEFORE AND AFTER SPROUTING 



Riboflavin 

Sample 

(micrograms 


per 100 gm.) 

Dry seed 

93 

5 day sprouts 

131 

11 day sprouts 

89 


Seeds and the sprouts were also treated with growth hormones, includ¬ 
ing the commercial preparations “Parmone”, “Stop Drop”, and “Auxilin 1”. 
No beneficial effect resulted from their use at high or low concentrations. 

After 10 days sprouting, the pea shoots are crisp and green and ready 
to serve as salads. These are prepared by clipping the shoots close to the 
seeds, cutting them into pieces 2- 3" long and “tossing” with French dressing. 
Attractive and nutritious additions include chopped vegetables, such as 
tomatoes, radish, carrots, lettuce, cabbage, or sprouted soybeans, which 
have been boiled 20 minutes and chilled. 

The residual seeds would not sprout again although they still contained 
an appreciable amount of storage nutrients and ascorbic acid. This part 
of the pea sprout represents a complete loss because of the fibrous con¬ 
sistency of the roots. In 10 days sprouting, 400 g. of dry seed produced 
about 400 g. of green shoots which contained about 120 mg. of ascorbic 
acid. Therefore, 100 g. of dry seed produced about 30 mg. of ascorbic 
acid in the form of edible shoots. An average serving as salad, was 40 g. 
which provided 12 mg. of ascorbic acid. 

2. Navy Beans 

The germination of Navy Beans was retarded by soaking; they had 
to be sprouted between moist towels or on wet sawdust. The seedlings, 





514 


SCIENTIFIC AGRICULTURE 


[Vol. 25 


sprouted for 5 or 6 days, contained 11-15 mg. ascorbic acid and 125 micro¬ 
grams of riboflavin per 100 g. At 12 days a green shoot formed which 
contained 23-26 mg. ascorbic acid per 100 g. Unlike pea sprouts, the 
cotyledon of the bean sprouts grew up with the stem to a height of about 
4 inches and remained tough and starchy and could not be used in a salad 
The cooked sprouts contained only 3-4 mg. of ascorbic acid per 100 g. 
and therefore their use is not recommended. 

3 . Windsor Broad Beans 

The Windsor broad bean ( viciafaba ), sprouted for 4 days, was recom¬ 
mended by Johnson and Young (10) for its high vitamin C content. We 
found that the beans could be sprouted in tubs, trays or bags. Tubs were 
preferred as the cleanest sprouts were obtained in high yield and with high 
vitamin C content (Table 6). 


Table 6.— The effect of different sprouting devices on the vitamin C content of 

Windsor broad bean sprouts 


Container 

Weight of edible 
sprouts* 

Ascorbic acid content 

(mg. per 100 gm.) 

(mg. per lot) 


gm. 



Tub 

2702 

25.5 

690 

Open bag 

2639 

28.2 

740 

Tray 

2511 

22.8 

573 


* Produced in 4 days from 2800 g soaked seed. 


The best results were obtained by soaking the seed for 24 hours and 
watering twice daily (Table 7). 


Table 7.—The effect of watering and soaking on the 4-day 
Sprouting of Windsor broad bean 


Soaking 

time 

(hr&.) 

Daily 

watering 

Weight of edible 
sprouts from 800 gm. 
soaked seeds 

Number of 
defective 
seeds 



gm. 


12 

Once 

785 

22 

12 

Twice 

871 

19 

24 

Once 

929 

13 

24 

Twice 

977 

6 


A number of vitamin C determinations were made on several batches 
of beans sprouted for varying periods of time. The results, presented in 
Table 8 show that the vitamin C content increased rapidly during the third 
and fourth day of sprouting. The variability in the results obtained was 
attributed to changes in temperature during sprouting. Experiments 
carried out in a constant temperature chamber indicated that the optimum 
temperature for highest ascorbic acid production was 25° C. 
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Table 8.—Showing the variation in the vitamin C content 
of Sprouted Windsor broad beans 


1 

Duration of sprouting 
(days) 

Ascorbic acid—mg. per 100 g.* 

2 

7.1 

3 

23 1; 14 6; 23 6; 20 4; 17 5 

4 

25 6; 15 8; 22.0; 16 9 

5 

28 3; 22 5; 21 2 

7 

31 2 


• Each value represents the analysis of a different batch of sprouted beans. 


The size of the sprouts was related to their ascorbic acid content and the 
most suitable stage was found to be when the shoots had broken through 
the seed coat and attained a length of about 1 inch. Extending the 
sprouting time did not seem beneficial as micro-organisms spread rapidly 
and caused spoilage and discoloration of the sprouts. Some bacteria 
caused proteolytic decomposition which produced a disagreeable odour, 
while others acted on the carbohydrates of the seed, affecting mainly the 
appearance and, to a lesser extent, the flavour of the sprouted beans. 
The danger of contamination by pathogenic bacteria does not seem likely. 

Riboflavin determinations indicated that Windsor Broad beans, after 
2 days sprouting, contained approximately 1 microgram per gram of fresh 
material. 

The cooked sprouts were utilized in many appetizing dishes. The 
tough seed coats impaired the acceptability of the beans as a vegetable, 
but they could be removed by blanching which is a tedious procedure but 
apparently the only practical one. This was done by dropping the sprouted 
seeds into boiling water and allowing them to stand for 5 minutes, draining 
and adding cold water. The seeds were allowed to stand for 3 minutes, 
when the water was again drained off. When cool, the seed coats had 
loosened and were easily slipped off. The loss of ascorbic acid in blanching 
amounted to about 10%. Beans with a disagreeable odour were discarded 
while those with brown spots were considered edible. 

Broad beans were served as vegetable, casserol, stew, or as thick soup. 
In testing for palatability broad beans were served with tomato sauce to a 
group of C.W.A.C. personnel. Of 33 answers to a questionnaire twenty- 
eight considered the beans a tasty addition to the diet, while five disliked 
them. Twenty-five minutes cooking rendered the beans soft to the point 
of being mushy but a few remained whole and firm. This gave rise to the 
comment from a few people that the beans were under-cooked. This 
opinion was based entirely on texture as only a few minutes boiling is 
necessary to remove the raw flavour from the beans. 

When served as a vegetable with green pepper sauce they were generally 
very well liked. It was suggested that the beans were too dry and broken 
up. This was overcome by serving with a more generous portion of sauce 
and by stirring as little as possible during cooking. Comments on the 
stew were generally favourable. 
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Vitamin C analyses on the prepared beans showed a loss of 30-50% 
of the ascorbic acid originally present in the sprouts (Table 9). Further 
reduction in the final product was due to dilution by ingredients not con¬ 
taining vitamin C. One helping of thick soup contained about 14 mg. of 
ascorbic acid. 


Table 9.— The Vitamin C content of vegetable dishes of sprouted 
Windsor broad beans, as served from an army kitchen 


Vegetable dish 

Ascorbic acid 

—mg./100 gm. 

Before cooking 

After cooking 

Mixed with tomato 

20 5 

12 1 

Boiled as vegetable 

25 5 

11 3 

Thick soup 

20 2 

7 6 


4 . Vetch 

Vetch seed (Vida sativa) belongs to the same plant family as Windsor 
broad beans ( Vida faba ). The sprouts were equally high in vitamin C, 
containing about 25 mg. per 100 gm. after 4 days sprouting (Table 10). The 
seed coat of vetch was not as tough as that of Windsor broad beans, and 
they could be rendered edible by 20 minutes cooking. The taste of vetch 
sprouts was not as pleasant as that of Windsor broad beans so they were 
blended with meat or tomato. One serving of sprouted vetch blended with 
meat contained 5 mg. ascorbic acid, and when blended with tomato, about 
14 mg. 


Table 10.— The ascorbic acid content of vetch sprouts 


Sprouting time 
(days) 

Ascorbic acid 
(mg. per 100 gm.) 

Sprouting time 
(days) 

Ascorbic acid 
(mg. per 100 gm.) 

2 

7 3 

4 

28 2 

3 

20.5 

5 

37 4 

4 

23 4 

6 

27 5 


J. Soybeans 

For the reasons already mentioned the work done on sprouting soy¬ 
beans was very limited. * ‘Mandarin ” soybeans (Glycine Soya ) were 
soaked for 8 hours at 22° C. and transferred to the sprouting-tubs. A thin, 
metal lid was placed on top to exclude light and to maintain a high humidity 
inside. The sprouts were watered frequently, the water being at about 
22° C., and stirred by hand to ensure uniform, germination. After each 
watering the tubs drained slowly and completely thus drawing in fresh air. 
At the end of the sprouting period (4-5 days) the tubs were emptied into a 
large water tank where the seed-coats floated-off leaving the sprouted 
seeds ready for use. The data obtained in these experiments is presented 
in Table 11. It will be observed that the vitamin C content increased 
rapidly but failed to reach a high level, and the increase in riboflavin was 
very slight. The soybeans doubled their weight in sprouting. 
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Table 11.—Analyses of sprouted soybeans at various stages of development 


Sprouting 

time 

(days) 

Sample 

Cooking 

time 

(mins.) 

Weight 
of 250 ml. 
sprouts 
(gm.) 

Weight 
of 100 
seeds 
(era.) 

Ascorbic 

acid 

(mg. per 
100 gm.) 

Riboflavin 
(m g- per 
100 gm.) 


Dry seed 

— 

188.5 

17.64 

— 

— 

1 

Raw 

_ 

165 5 

38.74 

1.5 

76 


Cooked 

60 

— 

— 

1.1 

60 

2 

Raw 

_ 

175.5 

40.95 

3.2 

_ 


Cooked 

55 

— 

— 

1.8 

— 

3 

Raw 

_ 

146.5 

43.29 

6.0 

_ 


Cooked 

60 

— 

— 

2.2 

— 

4 

Raw 

_ 

125.5 

51.17 

10.4 

89 


Cooked 

40 

— 

— 

1.5 

40 

5 

Raw 

_ 

105.0 

66 16 

11.4 

_ 


Cooked 

20 

: 

— 

- ! 

1.7 

— 


It was interesting to note (Table 11) that the cooking time decreased 
with prolonged sprouting. This was a great advantage as it saved time 
and fuel. As a result of the shorter cooking time a higher vitamin C 
retention was hoped for, but this was not found to be the case. Unfor¬ 
tunately the cotyledon required considerable cooking, consequently the 
rootlets were overcooked. Thirty per cent of the ascorbic acid in the 
sprout was concentrated in the tender rootlet and this was readily leached 
into the cooking water. 

Sprouted soybeans were served as a vegetable. The 4-day sprouts 
were about 2 inches long and the beans were clean and in good condition 
for serving. Before cooking, the beans were washed thoroughly with large 
quantities of water and as many of the skins as possible were floated off. 
The beans were first weighed then dropped into sufficient boiling salted 
water to cover. They were brought to a rolling boil and allowed to cool 
in this manner for 40 minutes. As a result of boiling, many of the seed 
coats came to the top and were skimmed off. At the end of the cooking 
time the beans were drained in a colander (this drainage water should be 
used in gravy, white sauce or soup stock) and mixed immediately with a 
tomato sauce. 

Of 33 answers to a questionnaire, 13 liked the soybeans as served 
while 20 disliked them. The general opinion of the latter was that they 
were not thoroughly cooked. Our experience was that the beans were 
cooked from the standpoint of flavour but remained tough from the stand¬ 
point of texture. In a further experiment the sprouted beans were boiled 
for 20 minutes, chilled and served as a salad with chopped carrots, lettuce 
and mayonnaise. The general opinion was that the salad required too 
much chewing and the flavour was not well liked. Some, however, appreci¬ 
ated the chewiness, so it seemed that a taste for such a salad might be 
acquired. 
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DISCUSSION 

The work herein described shows that there are definite limitations in 
the substitution of sprouts for fresh vegetables. We consider only three 
types of seed to be of practical importance, viz., field peas, Windsor broad 
beans, and vetch. Cereal sprouts can only be used in the early stages, 
i.e. up to 3 days of sprouting. They may then be blended with oatmeal 
and served as a porridge. Their best feature is their cheapness and 
abundance, but their nutritional value, so far as ascorbic acid is concerned, 
is too low to be recommendable. 

The atti active appearance and agreeable flavour of pea shoots as a 
salad met with general approval. Their ascorbic acid content is also high 
and cooking losses are obviated. The cultivation of pea sprouts, however, 
takes twice as long as any of the other sprouts. They are the only seed 
which have to be germinated in thin layers which requires more space and 
more handling. A tasty and nutritious vegetable soup can be prepared 
from Windsor broad beans. The ascorbic acid content of the sprouts, 
originally high, may undergo a considerable loss before serving when cooked 
too long or not served immediately. The seeds are scarce and expensive. 
Vetch seeds can be sprouted in a manner similar to that used for Windsor 
broad beans, but they are not particularly appetizing when served alone. 
They are palatable when mixed with meat or tomatoes. 

The Committee on Food and Nutrition of the American National 
Research Council (11) has laid down the level for the daily riboflavin require¬ 
ment at 2.2 to 3.3 mg. for a man weighing 75 kilograms, depending on the 
degree of physical activity. Considering this as a liberal intake and 
assuming that 1.8 mg. is sufficient for optimum health, none of the sprouted 
seeds would contribute a significant amount of riboflavin to the daily diet. 
The Committee also recommends 75 mg. ascorbic acid daily for the same 
type of man regardless of his activity. Others (12) believe 30 mg. ascorbic 
acid is an adequate daily allowance. Recent studies indicate the lower 
level as being protective against scurvy. With this requirement in mind 
Windsor broad beans after 5 days* sprouting, common vetch after 4 to 5 
days* sprouting and field pea sprouts after 9 to 10 days' sprouting can be 
recommended as good sources of vitamin C in the diet. One serving of 
these vegetables will supply one-half the daily requirement of vitamin C. 
Sprouted soybeans and cereals in the ready-to-serve dish do not contribute 
appreciable amounts of vitamin C; however, soybeans are valuable for 
their protein of high biological value and cereals for their vitamin B-com- 
plex, so they may be considered a valuable addition to the diet. 

Considerable fluctuation was encountered in the vitamin C content 
of pea sprouts and broad bean sprouts. This was due to variations in 
the stage of development of the shoot and to changes in external factors 
during the sprouting period. Reid (13), working with cow pea seedlings, 
came to the conclusion that the ascorbic acid in the seedlings was partly 
synthesized from storage carbohydrates and partly through photosynthesis 
in the young plants. She believed that a simultaneous synthesis and 
utilization of ascorbic acid took place in the plant and stated that the 
rate of ascorbic acid breakdown depended on the metabolic rate of the 
plant. High temperatures increase the metabolic rate, thus explaining the 
highest vitamin C content in seedlings grown in light at low temperatures. 
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In our experiment with pea sprouts grown for 11 days, more ascorbic acid 
per tray was synthesized at 21° C. than at 30° C., while the light of two 
100-watt lamps or ultra-violet light had no effect. The failure to increase 
ascorbic acid synthesis by light was possibly due to insufficient intensity 
to permit photosynthesis. Ultra-violet light does not stimulate photo¬ 
synthesis and thus was ineffective in producing vitamin C. Beeskow (14) 
analyzed Mung beans after 4 days’ sprouting and found less ascorbic acid 
in rapidly growing sprouts than in those which grew more slowly. No 
similar observation could be made in this work. On the contrary, two lots 
of beans were brought to the same stage of development in 3 and in 5 days 
respectively. In both cases the vitamin C content reached 20 to 25 mg. 
per 100 g. 

Cooking methods had a pronounced effect on the vitamin C content 
of the finished products. Best results were obtained when the sprouts 
were dropped into a volume of boiling water just sufficient to cover the 
sprouts and heated rapidly to bring the water immediately back to the boil. 
The sprouts were cooked in as short a time as possible and served immed- 
diately and without draining of the cooking water. Nevertheless, 35 to 50% 
of the ascorbic acid was lost in quantity cookery for army purposes. A 
further reduction of the vitamin C in the vegetable dish as served was due 
to dilution with ingredients not containing vitamin C. 

SUMMARY 

Methods have been developed for sprouting cereal and legume seeds 
in bulk, and to utilize the sprouted seeds in the diet in the form of palatable 
dishes. 

Wooden tubs were most useful for sprouting Windsor broad beans, 
vetch, soybeans and cereals, while shallow screen-bottomed trays were 
best for peas. An open bag was designed for use in mobile camps and it 
was found convenient for sprouting all types of seed. Acceptable dishes 
were prepared from Windsor broad beans, peas, vetch, soybeans and cereals. 
The beans were best served as a vegetable, thick soup or in stew; the peas 
in salad; the vetch in meat or tomato mixtures; soybeans in vegetable 
dishes or in salads; and cereals in porridge or with rice. 

It was estimated that one serving (approximately 6 ounces as vegetable, 
2 ounces as salad) of Windsor broad beans, vetch and pea sprouts would 
supply half the daily requirement of vitamin C. The amount of riboflavin 
is considered to be insignificant. 
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APPENDIX 

Recipes 

Sprouted Broad Beans—As a Vegetable 

Remove the seed coats from 22 pounds of sprouted Broad beans. 
Add enough boiling water to almost immerse (ca. 10 quarts), cover tightly 
with a close fitting lid, bring back to the boil as rapidly as possible and 
boil 20 minutes. Drain, saving the drainage water for soup stock or sauce, 
add butter, salt and pepper and serve immediately as a vegetable. 

Beans cooked in this manner may be served with many variations of 
white sauce, e.g., green pepper sauce, cheese sauce, tomato sauce, curry 
sauce or many other well seasoned sauces. 

Broad Bean Casserole 

20 pounds shelled sprouted broad beans (22 pounds unshelled) 

4 quarts canned tomatoes 
2 pounds fat pork 
8 tablespoons salt 
8 onions chopped 
4-6 peppers chopped 

Mix all ingredients except the beans, heat thoroughly and pour over 
the shelled beans. Bake in a moderate oven (350° F.) one hour, or until 
the beans are soft. 

OR 

Simmer gently over low heat three-quarters of an hour or until beans 
are soft, adding water if necessary. 

Broad Beans in Stew 

In preparing stew for 100 people, 10 to 12 pounds of shelled beans may 
be substituted for one of the usual vegetables. These are added one-half 
to three-quarters of an hour before the stew is removed from the heat. 
Dehydrated vegetables may be used successfully in stew if fresh vegetables 
are not available. 
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Figure 6. An appetizing and nutritious lunch including sprouted broad bean 
soup, pea sprout salad and sprouted broad bean casserole. 


Broad Bean Soup 

20 pounds shelled sprouted broad beans (22 pounds unshelled) 
6 onions chopped 

2 teaspoons celery salt , , 

2 tablespoons chile powder (more may be added if desired) 

4 quarts tomatoes 
salt 
pepper 
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Remove the seed coats from the beans, add chopped onion and enough 
boiling water (ca. 10 quarts boiling water to 20 pounds of beans) to almost 
cover. Boil rapidly one-half hour. Add tomato and seasoning and heat 
through, stirring to break up the beans. If soup is not thick enough, 
thicken with flour and butter or flour and water. 


Chile Con Came with Sprouted Broad Beans 

10 pounds shelled broad beans 
6f pounds chopped onions 
21 pounds beef suet or other fat 
20 pounds coarsely ground beef 
5J quarts stewed tomatoes 
16 bay leaves 
4 quarts water 
l£ cups browned flour 
13| tablespoons chile powder 
salt 

Put fat in pan. Fry onions and beans 10 minutes,. Add other 
ingredients and cook about one hour. Thicken with browned flour. 
Season to taste. 


Fried or Sauteed Sprouted Broad Beans 

Fry about 20 pounds shelled beans and eight chopped onions in a 
small amount of fat about 5 minutes. Add a small amount of water and 
let cook 10 to 15 minutes longer. Serve as a vegetable. 


Pea Sprouts—Salad 

The 10-day shoots were cut as close to the seeds as possible; cut into 
convenient lengths (2-3 inches); tossed with French dressing and served. 
The recipe for the salad dressing was: 

21 tsp. salt 
2 tsp. mustard 
2 tsp. paprika 

1 tsp. pepper 

2 cups vinegar or lemon juice 
4 cups olive oil 

The bottom of a wide-mouthed pitcher was rubbed with onion. All 
ingredients were put into the pitcher and beaten until creamy with a Dover 
egg beater and served at once. This recipe provided enough dressing for 
100 salads or more. 

Attractive and nutritious additions to this salad were provided by 
the addition of chopped vegetables such as tomato, radish, carrot, lettuce, 
cabbage or sprouted soybeans which have been boiled 20 minutes and 
chilled. 

The shoots were also cooked in a minimum amount of water, just 
enough to prevent burning, and served with butter, salt and pepper as a 
vegetable like spinach, but this is not recommended as cooking does not 
improve their quality and destroys a large percentage of the vitamin C. 
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Sprouted Wheat Porridge 

1} cups rolled oats 
4J cups water 
4 cups sprouted wheat 
i tablespoon salt 

Cook the rolled oats in the salted water 30-45 minutes; at the same 
time cook the sprouted wheat 10 minutes in water enough to cover, drain 
and add to the cooked porridge. This provides enough porridge for 13 
people. 

In preparing a vegetable from sprouted wheat, fry chopped onion and 
wheat in a small amount of fat 5-10 minutes. (Overcooking will cause the 
wheat to become very hard.) Add to this, cooked rice and heat thoroughly 
in the frying pan. This may be used if the supply of rice is short. When 
used in soup, drop the sprouted wheat into the soup 15 to 20 minutes before 
removing from the heat. The wheat has a sweet flavour and requires very 
little cooking. It may be substituted for rice but requires more chewing 
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EFFECT OF CERTAIN METHODS OF HANDLING UPON THE 
BACTERIAL CONTENT OF DIRTY EGGS' 

t\ K. Johns- and II. I.. ISki<akd‘ 

Sueme Service , Dominion Department of A "rn ultnre, Otlaica 

JKeieived lot publication October 9, J9{5j 

During the humnKT of 1944, and attain to a lessor extent during 1945, 
an occasional egg broken in plants breaking eggs for the Special Products 
Board foi subsequent drying was found to contain enoinious numbers of 
bacteria while show ing no evidence* of abnormality in appearance or odour. 
The organisms isolated were common soil and water type?> which presumably 
had gained entrain e to the egg subsequent to its being laid (<X). 

While* the studies of Haines (5) indicate that a good quality, fresh, 
unwashed egg is exti aordinarily lesistant to bacterial penetiation, the 
consensus of opinion is that dirtv eggs, especially il washed piior to storage, 
are much more likeh to become infected (5, 9, 10). Since the* washing 

of dirtv eggs on the larm oliered a possible explanation for tlie* high count 
eggs tin* authois has encounlered, arrangements wart* made with the 
Poultiv Division, (Yntral Kxperimental harm, to supply naturally dirty 
eggs the same day t he\ were gathered These were then subjected to tlu* 
treatments outlined below, in the hope that some* light would be* thiown 
upon the question. 

EXPERIMENTAL 

Tliiee limes <i week, comment ing IMay 16, 1945, one do/en “dirties’' 
were* brought to the laboiatorv Dining the iiist half of 1 hese studies, 
alternate dozens weie plated in tho* 57° ( \ incubator for 1 hour to warm up 
before iutlher treatment (to facilitate bacterial penetration of the shell), 
while tlu* lemainder were not warmed up. From each 1 1 eggs, 6 were left 
unwashed as controls, the other 6 weie washed with a wet cloth, no 
detergent being used. The (‘loth was dipped in an enamel mensuie contain¬ 
ing 1500 ml. of water at around 20° (\ (68° F ) belore wiping ih<* dirt, 
almost i*ntii(*lv fecal mallei, fiom the shc*lls. Kach succeeding egg was 
washed in the* same* watc*r, which became* progresses cly dirtier. Without 
any attempt at drying, the washed eggs were returned to their cartons and, 
along with the* controls, stored at 14° (\ (58 n F ) with a relative humidity 
of around 50',. 4 hree wc*eks latet thc*v wen* removed; tin* control eggs 

were washed in the same* wav (to minimize contamination of contents 
during tlicit removal from the* shells), and allowed to dry. Kach egg was 
then immersed in a 1 500 solution ol Roc cal at around 40° (\ (104° F.) for 
a minute or two prior to being opened. 

Using sterile foiceps, an area of shell large* enough to allow lI k* egress 
of the contents was removed from the blunt end of tlu* egg. The contents 
were then transferred to a sterile 4 o/. screw' cap jar, examined for fluores¬ 
cence under an KH4 mercury arc lamp equipped w ith a Doming No. 587 
filter (8), and checked for odour and appearance. The> were then rendered 
as homogeneous as possible* 4 by means of a mechanical agitator equipped 

1 C out i ihution No 207 (bairna! Seii»*s> Imm the Division nr Bat tei n-logy and Keseauh. Issued 

us paper No I4S ol l he Canadian Coimmttee on hood i'reset \ atum 

2 Assoc rate Bat tot lologtst 

8 TXtity Specialist , , , 

4 Unpublished data indicate the difficulty oi obtaining a umlonn dispcrt-ion of b.n tena in eggs bv f lie 
methods pieviously employed— beating with a spoon or shaking in a jar 
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with two sharp blades tilted at about a 30° angle. Plates were poured on 
appropriate dilutions with tryptone glucose extract milk agar (7) for total 
count and incubated at 30° C. for 3 days; 1 ml. portions were also plated 
on violet red bile agar and incubated for 20 to 24 hours at 37° C. Where 
the bacterial content was high, cultures of the predominant type were 
isolated for identification and further study. 

By the time the first 4 dozen had been analysed, it became evident 
that very few eggs contained more than an occasional organism. (The 
highest count noted was 17 per ml.). Since the contamination on the 
shells of the eggs was almost entirely of a fecal nature, while the organisms 
isolated from high count eggs have been chiefly soil and water types, it was 
felt desirable to increase the opportunities for contamination with these 
types. For this purpose, surface soil w£is collected from in front of one of 
the colony houses in use in 1944, this was moistened sufficiently to make a 
paste, and each egg dipped into it so that approximately 25% of the shell 
w r as soiled. The entire dozen eggs were then placed in the 37° C. incubator 
for one hour, when the washing of one-half the lot was carried out as 
described. 

RESULTS AND DISCUSSION 

The distribution of bacteria counts and other relevant data from the 
variously handled lots of eggs are shown in Table 1. 

The most surprising feature is the low percentage of eggs showing any 
appreciable number of bacteria. Bryant and Sharp (1), examining the 
wdiites and yolks of naturally dirtied eggs which had been washed, then 
held at room temperature for 30 days, found all the way up to 100% con¬ 
taining over 100 organisms per mb; yolks of unw r ashed controls were 
infected in 83% of the cases. (Unfortunately, these workers failed to 
indicate the magnitude of the counts obtained on infected eggs, so that 
comparisons on this point cannot be made.) This is the more surprising 
because our treatments of the eggs, including w r arrning before washing, are 
believed to be more favourable to bacterial penetration than were the 
methods they employed. 

In our studies, supplementary soiling of the shells with mud resulted 
in a significant increase in the number of eggs carrying more than 250 
bacteria per ml., as well as in the average count per egg. However, the 
latter figures are greatly influenced bv a single egg wfliich gave a count of 
62,000,000 per ml. 

Washing in itself had much less effect upon the number of infected 
eggs than had been anticipated. The number ol washed eggs wfith counts 
in excess of 250 per ml. w r as identical with that of the unwashed controls 
(7 in each). However, 4 of the 7 washed eggs gave counts of 2,100,000 
per ml. or higher (maximum 62,000,000), while only 1 of the controls 
showed a count (4,900,000) in excess of 40,000 per ml. (Table 2). The 
number of bacteria which would be contributed to melange by the washed 
eggs is therefore significantly higher than for the controls, as indicated by 
the average counts; 643,778 for 130 washed, and 38,638 for 129 control 
eggs. 

Warming prior to washing also influenced the number of infected eggs 
less than was expected. In the case of the control eggs which did not 
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receive a supplementary soiling with mud, the warmed eggs aclually showed 
up better than the unwarmed. However, average counts per ml. were 
significantly higher for the entire lot of wmirned eggs, being 441,013 for the 
latter (200 eg*;s) and only 4,577 for the 59 unwarmed eggs 

Since eggs with large pores in the shell might be expected to become 
infected more readily (1, 2), the presence of such pores, as indicated by the 
escape of air bubbles when the cold egg was immersed in warm Koccal 
solution, was noted when observed. While few eggs with high counts 
failed to show large pores, a surprising number with large port's remained 
virtually free from bacteria. 

Rxamination under ultra-violet light again proved to be of limited 
value in the detection of high count eggs. As will be seen fiom Table 2, 
only 2 eggs showed fluorescence. Roth of these gave counts in excess of 
2,000,000 per ml. As in our previous studies (8), then* was no close corre¬ 
lation between iluorescenee in the egg and the presence* of organisms of 
the genus Pseudomonas. Fluorescence was not noted in ain of the remain¬ 
ing 257 t ggs examined. 

A word ol explan it ion F necessarv concerning Fgg No. 407 in which 
organisms of the genus listhvr'ufun were predominant, although no eoliform 
organisms showed up on the violet red bile agar at the initial examination. 
1 hi* tryptone glucose agar plates poured from 1 ml. of this egg showed over 
300 mould colonies, one of the moulds isolated was tested out in another 
connection for its antibiotic potency, and was found to exert a definite 
inhibitory action on E. roll. This may explain the inability of the eoliform 
organisms to develop sufficiently on the* violet red bile medium to be recog- 
nized after 20 to 24 hours incubation. 

In v iew of th(* fact that all eggs as received were found to be smeared 
with fecal matter, it was surprising to find eoliform organisms present in 
only two other eggs. One of these had been warmed and washed before 
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storage; it gave a count of 60 coliforms per ml. along with a total count of 
3,700,000 per ml. The other, not washed until after storage, gave a count 
of 2 per ml. with a total count of 6 per ml. 

In view of the apparently greater resistance to infection shown by the 
eggs in these studies, it was fell that some other factor might be involved. 
Since the eggs studied all came from the ( entral Experimental Farm llock 
where the hens receive a ration which is regarded as nutritionally adequate, 
it seemed possible that this might be a factor inasmuch as many farm Hocks 
may not receive as adequate a ration. This point may warrant further 
investigation. 

SUMMARY 

A surprisingly small percentage of 259 new-laid dirty eggs contained 
appreciable numbers of bacteria after being stored at 14° (\ (58° F.) for 
3 weeks. 

Washing with a wet cloth before storage* did not increase the number 
of infected eggs, but the* axerage count of such eggs was appreciably higher 
than that of eggs washed shortly before analysis. 

Warming the egg prior to washing also inlluenced the number of 
infected eggs less than was expected, although the average* count w r as again 
higher than for the unwanned eggs. 

Supplementary soiling w ith mild of eggs naturally soiled with fecal 
matter increased tin* number of infected eggs as well as the axerage count. 
Colifonn organi-ms xxere rarely encountered 
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The effect of freezing- and subsequent storage upon the bacterial 
content of egg melange has been studied by various workers. Stiles and 
Bates (16) reported a definite increase in count during the early part of 
the storage period; melange from strictly fresh eggs increased in count up 
to 3 months, then declined. Swenson and James (17) showed a drop in 
count from 150,000 to 60,000 per gram following freezing in diy ice and 
storage for 8 months at —20° C. (— 4° F.). Nielsen and Garnatz (13) 
reported sharp reductions in counts of whole eggs containing 14% added 
salt after 41 days storage at —18° C. ( — 0 4° F.); yolks with 10% added 
sugar, on the othei hand, showed an increase in the 20° t\ count after 
36 days, with a subsequent decline on further storage. Holt man (3) 
reported a l ) ( ) c /f reduction in total numbers of bacteria and in most instances 
absence of eoliform types after 7 to 9 months storage at —5° to 0° (\ (23° to 
32° F.) Schneiter, Bartram and Lepper (15) generally found a decrease in 
count on resampling after 60 hours in the freezer, but in one pack the count 
increased fiom 10,000 to 62,000 per gram Lepper, Bat tram and Hillig 
(11) also found an occasional sample with a higher count after freezing, 
although the count generally declined. 

From the above review, it is difficult to decide just what effect freezing 
may be expected to have upon the bacterial content of whole eggs. The 
studies reported in this paper were initiated in the hope of providing a more 
definite answer. 

EXPERIMENTAL 

In the first series, sets of 4 samples of melange from freshly filled 
oblong metal moulds, lined with wax paper, were taken at intervals at a 
local breaking plant. The moulds were placed in a shaip freezer at approxi¬ 
mately — 19° C. ( — 2° F.); 2 days later the frozen blocks (6" X 7" X 24") 
w T ere bored with a sterilized 1" auger at the center, near the end, and mid¬ 
way between the first two. A composite sample from the three borings 
was taken for analysis. Additional samples were taken from the same 
block after 1, 3 and 6 months storage at approximately — 15°C. (5° F.). 
All samples w r ere brought to the laboratory and analyzed with a minimum 
of delay. Except where specified, the methods used in official control of 
Canadian whole egg powder (6) were employed. 

In the second series, 20 samples of melange were taken from freshly 
filled moulds of the same type and size at an Eastern Ontaiio breaking 
room, and analyzed at once in the plant laboratory. After 44 hours in a 
shai p freezer at —21° (\ ( — 5° F.), the frozen blocks 1 were bored as described 
for the first series, and the samples analyzed without delay. 

1 Conti ihution No 1 06 (Journal Senes) trom the Division of Bart etiology and Dairy Research. Srieiu e 
Service, Dominion Department ot Agriculture, Ottawa, Ontario. Issued as paper No. 149 of the Canadian 
Committee on Food Pre.servation. 

2 Associate Bacteriologist. 

* Dairy Specialist. 

4 The n Mange represented by Sample No 14 was spilt while being transferred to the sharp freezer, hence 
no sample ol the tro/en melange could be obtained. 
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Since it is well known that many of the organisms in egg melange fail 
to grow well at 37° C. (7, 13, 15), plates were incubated at 30° C. for 3 days. 
To obtain some indication of the comparative counts, additional sets of 
plates from the fresh melange, and from the frozen melange 48 hours later, 
were incubated at 37° C. for 2 days. 

Smeais for direct microscopic counts were prepared from the 1:10 
dilution of melange, 0.01 ml. being spread over a circular area of 1 cm. 2 . 
Those from Series I were stained for 15 to 30 seconds with Gray's (2) stain 
diluted with 2 parts of water, those from Series II with North's stain (8). 

Goliform organisms were estimated using brilliant green bile broth (6), 
and positive tubes showing black and metallic colonies were considered as 
containing Escherichia coli . 

To obtain some idea of the effect of freezing on the llora of the melange, 
from 70 to 84 colonies were picked from entire plates or segments of plates 
pouied for each of the 4 fresh samples in Lot G (June 7) Series I. This 
was repeated when re-sampling after storage for 6 months. Cultures were 
purified and, on the basis of macroscopic and microscopic appearance, 
supplemented by physiological characteristics, placed in their respective 
genera. 

RESULTS 

Lor Series I plate counts for individual samples are shown in 'Table 1, 
and direct microscopic counts in Table 2. The general effect can more 
readily be grasped from Figure 1, where the* average* values for all samples 
in Lots B to V aie shown graphically. 



Figure 1 . —Effect of freezing and subsequent storage on bacterial content of egg 
melange. (Average of 20 samples). 
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The results of coliform and E . coli determinations for Lot C are shown 
in Table 3. For Lot A, the dilutions employed were too high, and for the 
remainder too low, to permit satisfactory calculation of the most probable 
numbers present, hence data for these lots have been omitted. 

The results of the studies on flora of fresh and frozen melange are 
summarized in Table 4. 

For Series II, plate and microscopic counts on fresh and frozen melange 
are shown in Table 5, together with the percentage survival for each in¬ 
dividual sample. 

DISCUSSION 

The results from Series I show an average reduction in the 30° C. 
plate count of nearly two-1 birds as a result of freezing. On subsequent 
storage for periods up to 6 months, further changes were slight. The 
reduction on individual samples in this series ranged from 13 to 87%, with 
an average of 64.2%. In Series II (Table 5) the average reduction was 
of the same magnitude (61.66%) but there was less variation between 
individual samples, values for which ranged from 41 .5 to 7 3.3% reduction. 
These results are in contrast to those of Holtman (3), who found a 99% 
reduction in total count after 7 to 9 months storage in a frozen condition 
( — 5° to 0° C. (23° to 32° l 4 '.) ). This greater reduction may be due to the 
higher storage temperature; Jensen (5) repotted “destruction of bacteria 

in frozen-egg magma.is most rapid when the products are stored 

at -6 7 to -3.9° C\ (20° to 25° F.).” 

That a similar reduction in count takes place when melange* of lower 
initial bacterial content is frozen is indicated by data recently furnished 
by Mr. F. W. Noton, resident inspector for the Special Pioducts Board at 
Winnipeg. Cartons containing 7 oz. of freshly prepared melange were 
held in a freezer at —15° to — 6° F. ( — 26° to — 21°C.) from June 12 to 
June 27, 1945, when a chip of frozen melange was removed from each 
carton, defrosted and analyzed. The remaining contents were then 
defrosted at room temperature (74° F.), taking 5 hours to defrost com¬ 
pletely. After thorough stirring with a sterilized spoon, a second analysis 
was conducted. Bacteria counts wen* estimated by means of the Burri 
slant technique (9), slants being incubated at room temperature for 3 days. 
The results (Table 6) indicate a ieduction in count comparable to that 
obtained with high count melange by the plate count method (Table 1). 
The data in the final column, representing analyses of the entire contents 
of the cartons on defrosting, suggest that some growth took place during 
defrosting of the remaining contents. 

As anticipated, the counts at 37° for 2 days were much lower than 
those at 30° for 3 days. The average initial 37° count was 25.4% of the 
30° count, while* that after 48 hours freezing was 21.9% of the 30° count 
at that time. 

As might be expected from the irregular distribution of bacteria in 
melange (7) the microscopic counts (Table 2) showed considerably more 
variability than did the plate counts (Table 1). Surprisingly, the micro¬ 
scopic counts were, with rare exceptions, considerably lower than the 30° 
plate counts, although generally higher than the 37° counts (Figure 1). 
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Lower microscopic counts than 30° plate counts were also encountered in 
Series II (Table 5), although the percentage surviving freezing was much 
higher than that indicated by the plate count. While a few of the samples 
reported on by Lepper, Bartram and Hillig (11) showed lower microscopic 
counts, in most instances the plate counts after 72 hours at 32° C. were 
lower both before and after freezing. Our results with fresh and frozen 
melange are in sharp contrast to those obtained with whole egg powder 
(6, 8, 11) using North’s stain and incubation of plates at 37° (\ for 48 
hours. (With powder, plate counts at 30° in 1043 were comparable to 
those at 37°, although significantly higher 30° counts were obtained in 
some recent studies (7) ). These results suggest either that certain bacteria 
in melange fail to stain, or else that some are lost from the smear during 
defatting, fixing, staining and washing. The irregular distribution of 
bacteria in melange, previously mentioned, scarcely affords an adequate 
explanation of the generally lower level of microscopic counts. 

Freezing appeared to reduce the coliform content of melange in much 
the same way as it did the total count (Table 3) The K. roll content, on 
the* other hand, appeared to be more* variable and did not show much drop 
until after 3 months. The* reduction in eoliforms is, however, much less 
marked than that reported by Holtman (3). 

The .studies on the effect of freezing upon the* bacterial flora yielded 
rather inconclusive results ('Fable* 4). Some surprisingly Iaige differences 
were noted between the various samples in a given lot. Theie is some 
indication that freezing may reduce the proportion of Pscudoniomis specie**, 
a definite drop being noted for each of the four samples analysed. This is 
in agreement with the findings of Lochhead and Jones (12) I hat organisms 
in frozen-pack vegetables developing at 4° C. (39.1° F.) were* least losislant 
to freezing. In our studies the number of cultures was too small to warrant 
the drawing of very definite conc lusions. 

It was thought that freezing might result in uneven distribution of the 
organisms within the frozen block. If ire crystals foim first at the 
periphery, the egg solids and accompanying bacteria might be* e\pc*( ted 
to become* concentrated toward the center (1, 14). To check on this 
possibility, borings were made in the center, near the end of the block, 
and midway between the first two borings. Separate portions were 
obtained for each boring from the top 2 inches, 2 to 4 inches, and 4 to 6 
inches deep. Two blocks, one* from Lot 1> and one from Lot K, weie 
sampled in this manner after 6 months’ storage. In addition to plate 
counts at 30° (\, total solids were determined, ('outran* to expec tations, 
the highest counts and total solids were found in the top 2 inches, while 
counts and solids from the center core were lower than those from the end 
of the block ('Fable 7). Somewhat similar counts were obtained by Holt- 
man (4). 

It will be observed that in both series the level of counts is far above 
that ordinarily encountered in melange prepared from good quality eggs. 
Lepper, Bartram and Hillig (11) state, “In no instance did dried eggs show 
a microscopic count exceeding 10 millions per gram or frozen eggs 5 millions 
per gram when they were prepared from sound raw material. In all cases 
where these counts were exceeded, decomposed or rotten eggs had been 
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incorporated in the product or the eggs had been subjected to conditions 
after breaking-out which permitted them to sour.” In our studies we 
have good reason to believe that neither of the above-mentioned conditions 
was responsible for the high level of counts. Only graded eggs, preponder¬ 
antly Grade A, were used. They had been in storage for from several 
weeks to 3 months; all were examined for odour and appearance on break¬ 
ing and any of doubtful quality rejected. Plant sanitation was generally 
satisfactory in both plants, regular check-ups being made by the resident 
inspectors and plant laboratories, supplemented by occasional sanitation 
surveys conducted by the senior author. In no instance were conditions 
or practices encountered which could conceivably result in counts of the 
magnitude recorded. Studies reported in another paper (10) suggest that 
high counts on eggs throughout Canada during the summer of 1044 were 
attributable to a small percentage of apparently normal eggs which con¬ 
tained very large numbers of bacteria. The.se bacteria were able to 
penetrate the intact shell of new-laid eggs and to grow to enormous numbers 
without causing sufficient change in either odour or appearance to warrant 
their rejection by the breakers. 


SUMMARY 

The freezing process brought about a sharp reduction in the numbers 
of bacteria present in whole egg melange. In two series of tests, involving 
44 samples, the average reduction in count was nearly two-thirds. Subse¬ 
quent storage at 5° F. ( —15° C.) for 6 months resulted in little further 
change in count, although Escherichia coli appeared to die off after 3 
months. 

Plate counts at 37° C. for 2 days were less than a quarter of tho.se at 
30° C. for 3 days. Direct microscopic counts were almost always lower 
than plate counts at 30° C. No explanation for this anomaly has been 
found. 

Freezing arid subsequent storage for 6 months appeared to reduce the 
proportion of Pseudomonas , but other genera showed variable results. 

There was no indication that the freezing process led to a concentration 
of bacteria and egg solids in the center of the frozen block. 
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Tabu: 1. Effect of i-rpezing and subsequent storage on plain 

COUNTS OF EGG MELANGF. SERIES 1 
(Counts in thousands per milliliter) 


Sample 

No. 

Prepared 

for 

Before freezing 

After 48 hours 

After 

1 month 

After 

3 months 

After 

6 months 

freezing 

A* 

B* 

A 

B 

A 

A 

A 

A It 

May 8 

40 

7 7 

74 

12 ! 




2 

360 

58 

180 

23 

— 

— 

— 

3 


750 

— 

320 j 

— 

— 

— 

— 

4 


340 


160 ! 

— 

— 

- - | 


B 1 

June 5 

19,000 

2,900 

4,000 | 

790 

3,100 

1 ,000 

3,000 

2 

16,000 

3,300 

7,300 

1 ,000 

6,000 

4,400 

4,800 

3 


16,000 

3,500 

6,600 

900 

5,900 

2,100 

4,400 

4 


15,000 

2,500 

7,900 

1 ,300 

5,500 

2,100 

5,700 

c: i 

June 7 

7,000 

2,100 

2,300 

530 

1 ,600 

2,000 

2,300 

2 

6,900 

2,000 

1,900 

390 

1,800 

2,500 

2,600 

3 


10,0(H> 

2,500 

2,500 

670 

3,300 

2,900 

2,200 

4 


12,000 

3,800 

2,600 

500 

2,900 

3.200 

2,900 

D 1 

Julv 3 

5,000 

960 

1,100 

310 

820 

290 

620 

2 

6,900 

890 

1,100 

290 

840 

290 

730 

3 


4,000 

960 

1,100 

430 

610 

290 

880 

4 


3,400 

650 

1,100 

420 

780 

520 

690 

E 1 

July 10 

10,000 

4,100 

4,000 

740 

3,000 

3,600 

| 4,500 

2 

10,000 

2,200 

4,900 

670 

4,700 

6,900 

6,400 

3 


5,300 

1,100 

690 

150 

990 

930 

1,500 

4 


16,000 

8,000 

4,200 

710 

2,400 

4,500 

6,400 

F 1 

Aug. 2 

9,900 

_ 

8,600 

_ 

7,900 

8,400 

8,200 

2 

9,700 

— 

6,600 

— 

6,600 

6,300 

6,500 

3 


13,000 

— 

6,600 

— 

5,300 

3,200 

4,400 

4 


8,100 

— 

1,400 

— 

3,500 

2,100 

1,600 


* A * Incubation at 30° C. foi 3 days; B « at 37° C. for 2 days. 

f This mould was erroneously piaced in a warmer room than the other 3. and except for a crust on the 
surface was stili liquid when sampled after 48 hours. 
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Table 2.—Effect of freezing and subsequent storage on direct microscopic 

COUNTS OF EGG MELANGE. SERIES I 


(Counts in thousands per milliliter) 


Sample No. 

Prepared for 
freezing 

Before 

freezing 

After 

48 hours 

After 

1 month 

After 

3 months 

After 

6 months 

A 1 

May 8 

<70 

<70 




2 

<70 

<70 



— 

3 


150 

<70 

— 

-- 


4 


150 

<70 

— 

— 

— 

B 1 

June 5 

7,300 

510 

880 

340 

2,300 

2 

6,300 

1 ,500 

1,500 

660 

2,600 

3 


6,000 

1,700 

1,800 

660 

1,800 

4 


5,900 

1,200 

810 

880 

2,000 

C 1 

June 7 

730 

510 

880 

590 

1,400 

2 

1 ,700 

1,100 

590 

660 

590 

3 


1 ,600 

1 ,200 

810 

590 

370 

4 


2,200 

810 

590 

940 

1,500 

I) 1 

July 3 

1 ,800 

1 ,800 

340 

370 

150 

2 

1,800 

1,500 

340 

290 

370 

3 


1,500 

880 

290 

370 

660 

4 


3,700 

2,500 

340 

730 

810 

E 1 

July 10 

2,100 

3,100 

1,100 

5,900 

3,400 

2 

1,500 

3,800 

2,100 

6,100 

8,900 

3 


940 

730 

590 

2,100 

1 ,800 

4 


3,200 

2,000 

1,200 

3,700 

3,300 

F 1 

Aug. 2 

5,100 

3,700 

5,000 

4,500 

2,800 

2 

5,700 

3,200 

5,800 

4,600 

5,800 

3 


5,200 

2,200 

2.800 

1 ,600 

2,100 

4 


5,800 

1,200 

2,400 

1 ,800 

1 ,500 


Table 3- Km kt or freezing and subsequent siorage on the coliform 


AND E. colt CONTENT OF EGG MELANGE. (SERIES I) 


(Counts as most probable numbers per tOO ml.) 



Before hee/ing I 

[ At let 48 horns 

AflO! 1 

month 

Aftei 3 months 

Aftei f> months 

Sample No 











Coliform 

li colt 

Coliform 

E rolt 

Coliform 

E rnlt 

C ohform 

IL colt 

('ohform 

E. colt 


C 1 

020 

79 

240 

45 

350 

20 

350 

no 

240 

0 

2 

240 

45 

240 

45 

350 

41 

240 

79 

350 

18 

3 

1600 

69 

350 

79 

240 

45 

350 

79 

350 

0 

, 4 

920 

45 

350 

79 

350 

20 

240 

0 

240 

0 
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January, 19461 Johns and r£rard— bacterial content of egg melange 


Table 4.—Types of organisms isolated from fresh and 
FROZEN MELANGE. LOT C, SERIES I 




Fresh melange 



Melange frozen 6 months 


Genus 

: 

C 1 

r 2 

(' 1 

C 4 

Average 
tor lot 

C 1 

C 2 

C 3 

C 4 

Average 
for lot 


% 

Of 

/o 

c* 

JO 

% 

7 ; 

C' 

() 

o' 

O' 

/(' 

r </ 1 

o' 

V 

Proteus 

28 2 

31 5 

33 8 

19 0 

27 9 

12 7 

4t 0 

45 8 

41 8 

35 1 

Flavobacteiium 

22 5 

n 7 

16 3 

50 0 

*1 5 

17 3 

32 0 

3S 6 

31 0 

29 5 

Pseudomonas 

39 5 

23 3 

16 2 

15 S 

21 1 

20 0 

16 7 

8 6 

12 7 

14 6 

Aehromobacter 

5 6 

23 3 

2 S 

10 7 

10 4 

29 4 | 

7 7 

7 1 

12 7 

H 2 

Bjetonum 

2 8 

5 5 

10 0 

2 4 

5 2 

7 0 

1 1 

- 

--- 

2 0 

Serratia 

1 4 

2 7 

— 


1 0 

13 4 

1 3 

2 9 

— 

4 3 

Bacillus 

— 

— 


2 4 

0 6 

1 4 

— 

- 


0 3 

Surcina 

— 


1 3 


0 3 

— 


— 


— 

No of cultures 

71 

71 

80 

81 

— 

75 

78 

70 

79 

- 


Txblk 5. --Effect of freezing on counts of egg melangf. 
Serifs II. (Acu 23-25, 1944) 

(Counts in thousands per milliliter) 



Before freezing 

After 44 hi 

rs. freezing 

Survival 

Sample* No 






Plate 

I) M. 

Plate 

D.M. 

Plate 

D M. 







% 

% 

t 

8,400 

3,700 

2,300 

_ 

27 4 

— 

2 

7,700 

8,600 

3,900 

11,000 

50 6 

128 0 

3 

11,000 

6.400 

3,800 

6,500 

34 5 

101 3 

4 

9,500 

5,700 

5,100 

5,900 

53 7 

103 8 

5 

10,000 

4,800 

3,100 

2.400 

31 0 

49 0 

6 

13,000 

7,300 

7,600 

6,300 

58 5 : 

86 3 

7 

11,000 

5,400 

3,200 

5,200 

29 1 1 

66 4 

8 

16.000 

8,500 

4.900 

4,800 

30 6 

56 4 

9 

9,900 

7,400 

2,700 

2 ,000 

27 3 

27.0 

10 

8,700 

5.600 

2,500 

2,300 

28 7 

41 1 

11 

12,000 

5,600 

3,200 

3,200 

20 7 

57 2 

12 

12,000 

5,100 

4,200 

2,300 

35 0 

45 1 

13 

20,000 

5,600 

6,100 

5,600 

30 5 

100 0 

14 

19,000 

4,800 

— 

- 

— 


15 

13,000 

6,400 

6,200 

2,800 

47 7 

43 7 

16 

17,000 

11,000 

7,400 

8.400 

43 5 

76 4 

17 

20,000 

9,500 

10,000 

7,300 

50 0 

76 9 

18 

16,000 

7,800 

8,500 

5.700 

53 1 

73 1 

19 

21,000 

9,300 

8,700 

7,800 

41 4 

83 9 

20 

25,000 

9,500 

7,300 

7,300 

29 2 

76 9 

Average 





38 34 

73 47 
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Table 6.—Effect of freezing and subsequent storage on 

BAC TERIAL CONTENT OF MELANGE. BURR! SLANT TECHNIQUE. 

Data furnished by E. W. Noton 
(Counts in thousands per milliliter) 




After 15 days frozen 

Carton No. 

At start 

Chip 

Entire contents 



defrosted 

defrosted 

1 

100 

42 

80 


110 

- 

76 

2 

310 

140 

230 


320 

— 

260 

3 

330 

200 

230 


340 


260 

4 

280 

130 

200 


200 


160 

5 

10 

12 

14 


8 

~ 

12 


Table 7.—Distribution of bacteria and solids in blocks of frozen melange 


(Bacteria counts in thousands per milliliter) 



End of block 

Intermediate 

Center of block 


Count 

Solids 

Count 

Count 

Solids 

D 3 


% 



% 

Top 2" 

1,400) 


1,200 

670 

31 48 

2" —4" 

1,100! 

30 32 

1,800 

760 

28 42 

4"-6" 

1,300) 

i 

600 

630 

27 74 

K 3 

Top 2" 

2,100'! 


1,100 

1,100 

20 71 

2" — A" 

1,200 ' 

28 75 

810 

020 

27 88 

4"-6" 

840] 


840 

880 

27 14 
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DRIED WHOLE EGG POWDER 

XVIII. THE KEEPING QUALITY OF ACIDULATED, GAS-PACKED 
POWDERS OF LOW MOISTURE CONTENT 1 

By Jesse A. Pearce 2 , Margaret Reid 2 , and W. H. Cook 3 

Abstract 

Acidification of liquid egg prior to drying did not improve subsequent storage 
life, although pH measurements showed that powder from untreated egg became 
acid more rapidly during storage. Reduction in the moisture content (total 
volatiles) from 4.7 to 3 0% doubled, and reduction from 4.7 to 1.7% tripled, 
the storage life of dried whole egg powder as assessed by fluorescence tests 
The maximum storage life predicted for the low moisture powder by this test 
was only 36 wk. at 27° C. and 5 wk. at 38° C. Palatability tests suggested 
that the product was somewhat less perishable, as a powder of 1 7% moisture 
was considered fit for use as an egg dish after 64 wk. at 27° C. Gas-packing 
low' moisture powders in an atmosphere of carbon dioxide appeared to be 
slightly more ellective as a means of retaining palatability than packing in an 
atmosphere of air or nitrogen, but was particularly effective in preventing loss 
of solubility (assessed by potassium chloride values) during storage. 

Introduction 

During an investigation of the effect of added substances on the keeping 
quality of egg powder, it was observed that fluorescence development in 
powders containing either citric or lactic acid was more rapid than in control 
powder (3). Contrary indications had boon observed elsewhere (4). 

Accelerated tests, done in these laboratories, showed that the rate of 
deterioration of egg powder increased with increase in moisture content; 
therefore, it was recommended that, to maintain quality during storage and 
transport, dried egg should have a moisture content of not more* than 5% 
and probably 2% or Jess (7). It was further noted that reduction to 1,4% 
had marked preservative* action, although some deterioration occurred when 
powders were held at 3 7° and 48° C. (6). 

A study e>f the effect on keeping quality of packing in nitrogen, carbon 
dioxide, in vacuo , and in the form e>f compressed tablets showed that only 
carbon dioxide had a beneficial effect (8). Continued investigation of the 
effect of carbon dioxide* showed that this method of parking afforded some 
protection against heat deterioration, particularly on the solubility of the 
pow r der (6). 

At the request of the Advisory Committee to the United States Army 
Quartermaster Corps, experiments were undertaken in co-operation with 
American research organizations to verify the advisability of combining 
those features believed to result in powders of better keeping quality, e.g., 

1 Manuscript received May 2, 1945. 

Contribution from the Division of Applied Biology, National Research Laboratories, 
Ottawa, Canada. Issued as Paper No. 150 of the Canadian Committee on Food Preservation 
and as N.R.C. No. 1361. 

* Biochemist, Food Investigations. 

5 Director , Division of A pplied Biology. 
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acidifying liquid egg prior to drying, drying egg to low moisture content, and 
packing in carbon dioxide or nitrogen or both. The present paper deals 
with the storage behaviour of such specially treated powders, both at a 
relatively high temperature, 38° C. (100° F.), and a temperature likely to be 
met during ordinary handling of dried egg powders, 27° C. (80° I 7 .). 

Methods 

The quality tests applied were: the evaluation of palatability by a taste 
panel of six persons scoring on a basis of 10 to 0, 10 being the equivalent of 
excellent fresh egg (1); a fluorescence measurement of an extract of defatted 
egg powder in 10% sodium chloride solution (2) and a measurement of solu¬ 
bility in a 10% potassium chloride solution (5). Measurements of pH were 
made on samples as reconstituted for cooking. Moisture content was deter¬ 
mined as total volatiles by a modification of the standard A.O.A.C. vacuum 
oven procedure. The technique of this modification has been previously 
described (5). 

Materials ' 

The egg powders used in this investigation were prepared in a Canadian egg 
drying plant from frozen egg. One portion was dried by current methods, 
resulting in a product having a moisture and volatile content of 4.7%>; another 
portion was dried to have the lowest moisture and volatiles feasible in a single 
stage commercial operation (3.0%,); some of this powder was subjected to a 
second, combined cooling and vacuum drying process, which further reduced 
the moisture and volatile content to 1 .7%,,. A further sample of liquid egg 
was acidified to a pH of 6 7 befoie subjection to drying and subsequent 
redrying to produce a low volatile 1 powder (1 7% ; ). These powders were 
stored in tin plate containers, the 1 headspace gas being air. 

Samples of the acidified and untreated products were also packed in tin 
plate in atmospheres of carbon dioxide and nitrogen. The carbon dioxide? 
content of the headspace gas was approximately 100, 75, 50, 25, and 0%; the 
remainder of the gas was nitrogen except for a trace of oxygen. 

Powders stored at 38° (\ (100° F.) were sampled after 1, 2, 4, 8, and 16 
weeks’ storage, while powders stored at 27° C. (80° K.) w r ere sampled after 
4, 8, 16, 32, and 64 wk. 

Results 

The effect of moisture content is shown in Fig. 1, while effects of acidifying 
liquid egg and of using atmospheres of carbon dioxide and nitrogen, either 
alone or mixed, are given in Tables 1 and II and Fig. 2. Only the mean 
values for each variable, averaged over all other conditions, are shown in 
Tables I and II, since this was a convenient method of summarizing the data. 
The inert atmosphere in the headspace of the tins is recorded on an "‘as- 
packed” basis. Measurement after the one, two, and four weeks at 38° C. 
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and after four and eight weeks at 27° C. showed that the pressure inside the 
container had been reduced by about \ atm. and that the carbon dioxide 
content of the headspace gas was 90, 45, 5, 2, and 0%, the remainder of the 
gas being nitrogen and about 0.5% oxygen. Sorpt ion of carbon dioxide by the 
powder was believed responsible for this phenomenon and is under investigation. 


MOISTURE EFFECTS 

27°c(80 °r) 38 °c(j00°f) 



TIME IN WEEKS 

F ig. 1. The effect of moisture levels on the keeping quality of dried whole egg powder stored 
at 27 ° C. (80° F ) and 37° C. (100° F.). Light lines show limits of desirability as an egg 
dish. 4.7% moisture , o; 3.0% moisture , •; 1.7% moisture , X. 
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TABLK I 

T ABU'S OF MEANS AND ANALYSES OF VARIANCE OF TESTS ON EGG POWDER OF 1.7% MOISTURE 
CONTENT PREPARED FROM LIQUID EGG WITH AND WITHOUT ADDED 
ACID AND STORED IN ATMOSPHERES OF CARBON DIOXIDE 
AND NITROGEN AT 38° C. (100° F.) 


Tables of means 


Variable under study 

Palatability 

Fluorescence 

value 

Potassium 

chloride 

value 

pH 

Powder 

From acidified liquid egg 

5 6 

38 6 

i 

55 5 

7.3 

From untreated liquid egg 

5 6 

36 5 

53 9 

8 0 

Approximate gas composition 1 



57.6 


100% carbon dioxide 

5 7 

35 2 

7 6 

75% carbon dioxide 

5 8 

35 5 

56 4 

7.6 

50% carbon dioxide 

5 6 

38 0 

53 8 

7 7 

25% carbon dioxide 

5 7 

39 0 

53.2 

7.7 

0% carbon dioxide 

5 3 

40 3 

52 4 

7 7 

Storage lime 





Initial 

7 7 

17 1 

63 1 

7 9 

1 week 

6 8 

21.1 

64 8 

7 8 

2 weeks 

6 2 

27 3 

61 4 

7 8 

4 weeks 

4 7 

33 2 

50 7 

7.6 

8 weeks 

4 5 

50 1 

47 8 

7 4 

16 weeks 

3 6 

76 9 

40 4 

7.6 


A nalyses of variance 


Variance attributable to: 

! 

Degrees 

of 

freedom 


Mean i 

square 


Palat¬ 

ability 

Fluores¬ 

cence 

value 

Potassium 

chloride 

value 

pll 

Powder (plain vs. acid) 

1 

0 00 

66 * * 

35 * 

7 9 ** 

Gas composition 

4 

0 40 

58 ** 

61 * + 

0 026 

Storage time 

5 

24 2 ** 

5035 ** 

968 ** 

0 452* 

Powder X gas composition 

4 

0.06 

5 6* 

11 

0.022 

Powder X storage time 

5 

0 21 

67 ** 

17 * 

0 060* 

Storage time X gas composition 

20 

0 35* 

| ii 4 + * 

7 3 

0.026 

Residual 

20 

0.15 

2 0 

4 8 

0 020 


1 Remainder of gas', nitrogen. 

* Exceeds the 5% level of statistical significance. 
** Exceeds the 1% level of statistical significance. 


Acid Powder 

Acidifying liquid egg prior to drying appeared to afford little protection to 
the powder (Tables I and II). The only measurement showing significant 
differences between powders at both storage temperatures was, of course, pH. 
At 38° C., in addition to difference in initial pH, the powder prepared from 
untreated egg tended to become acid more rapidly than powder prepared from 
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TABLE II 

Tables of means and anal\ses of variance of tests on ego powder of 1 7% moisture 

CONTENT PREPARED FROM LIQUID EGG Willi AND WITHOUT ADDED ACID AND STORED 
IN ATMOSPHERES OF CARBON DIOXIDE AND NITROGEN AT 27° C. (80° F.) 


Tables of means 


Variable under study 


Powder 

From acidified liquid egg 
From untreated liquid egg 

Approximate gas composition 1 
100% carbon dioxide 
75% carbon dioxide 
50% carbon dioxide 
25% carbon dioxide 
0% carbon dioxide 

Storage time 
Initial 
4 weeks 
8 weeks 
16 weeks 
32 weeks 
64 weeks 


Palatability 

Fluorescci 

value 

6 2 

27.6 

6 3 

28.4 

6.3 

27.2 

6 4 

26 4 

5.0 

27.7 

6 3 

27 8 

6 0 

30 9 

7.7 

17 1 

5 4 

22 2 

5 6 

23.2 

5.7 

29 5 

6 5 

29 4 

6 3 

46 6 


Potassium 

chloride 

value 

pH 

57 0 

7 4 

56.8 

8 2 

59.3 

7.8 

58.2 

7.8 

56 6 

7.8 

55 6 

7 8 

54.8 

7 8 

63.1 

7 9 

60.5 

7.8 

62 4 

7 6 

55 8 

7 8 

51 7 

8 1 

47.9 

7 6 


Analyses of variance 



Degrees 


Mean 

square 







Variance attributable to: 

of 

Palat- 

abilif> 

Fluores- 

Potassium 



freedom 

t'ence 

x'alue 

<. hloride 
value 

PH 

Powder (plain vs. acid) 

1 

0 00 i 

i 

ii ! 

1 01 

8 4** 

Gas composition 

4 

0 45 

36 ** 

41 ** 

0 26 ** 

Storage time 

5 

7 4** 

1057 ** 

385 ** 

0 385** 

Powder X gas composition 

4 

0 81 

6 7 

8 8 

0 016 

Powder X storage time 

5 

0 36 

1 0 

8 4 

0 014 

Storage time X gas composition 

20 

0 24 

5 4 

7 5 

0 016* 

Residual 

20 

0 32 

3 7 

5.3 

0 006 


1 Remainder of gas , nitrogen. 

* Exceeds 5% level of statistical significance. 

** Exceeds /% of statistical significance. 

acidified liquid egg. While it is difficult to explain this phenomenon, it is 
believed of little practical importance since acidification ot liquid egg prioi 
to drying had no other significant effect. 

Effect of Moisture Content 

There is evidence from Fig. 1 that reduction in moisture content resulted 
in a slower rate of decrease in palatability during storage. Powder with a 
moisture content of 1.7% was about one palatability unit better than that 


44 


CANADIAN JOURNAL OF RESEARCH. VOL. 24, SEC. F. 


GAS-PACKING EFFECTS 


27°C (80®F) 38°C (l00 o F) 



TIME IN WEEKS 

F ig. 2. The effect of gas-packing on the keeping quality of dried whole egg powder* (moisture 
and volatiles 17%) stored at 27° C. (80° F.) and 37'C. (100° F.). Light lines show 
limits oj desirability as an egg dish An, o; nitrogen, •; carbon dioxide, X. 

with 4 7% moisture after storage for 10 vvk. at 38° C. and about half a 
palatability unit better after 04 \vk. at 27° (\ Powders stored at 27° C. for 
eight weeks had exceptionally low palatability and pH values; nevertheless, 
the 1.7% moisture powder was still considered suitable as an egg dish after 
64 weeks’ storage in an atmosphere of air at 27° C. 
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It had been noted that fluorescence values of 40 are about the equivalent 
of a palatability score of 6, the limit of desirability of the powder as an eg** 
dish (1). losing this criterion, it was observed that the reduction in moisture 
to 3% doubled, while further reduction to 1 .7%, tripled the storage life at 
38° C\ (Fig. 1). However, even this extended life was only five weeks. 
At 27° C\, powders having 4.7% moisture had a storage life of only about, 
six w T eeks, w'hile pow r ders of 3.0 and 1 7%, moisture withstood storage of 32 
and 36 wk., respectively. 

Measurements of potassium chloride value and pH, both related to palat¬ 
ability (5), also indicated an increase in storage life as volatile content was 
reduced. 

Packing in Carbon Dioxide and Nitrogen 

The effects of gas-packing egg powder of 1 .7 % volatile content in atmos¬ 
pheres of air, carbon dioxide, and nitrogen an* shown in Fig. 2. The* values 
depicted here contrast data from Fig. 1 with data from Tables I and II. Only 
the data for air, nitrogen, and carbon dioxide packing are shown since these 
showed most clearly the diffeiences between methods of packing. Again 
palatability scores were variable, but there was some indication of increased 
storage life as a result of gas-packing, carbon dioxide being more effective 
than nitrogen, which was in turn more effective than air. Fluorescence and 
pH measurements also indicated that carbon dioxide was more effective than 
nitrogen in increasing storage life 'Flu* carbon dioxide packed material 
showed a marked drop in pH after 64 wk. at 27° (\, thus explaining the signi¬ 
ficant differential effect noted in Table II. This may be the result of some 
reaction between carbon dioxide and egg powder If) produce more highly 
acidic products. 

Generally, slight improvement in palatability resulted from increasing the 
carbon dioxide content in the headspace gas (Tables I and II). Both fluores¬ 
cence and potassium chloride values indicated that improvement resulted 
from increased carbon dioxide content. This improvement became* more 
noticeable as storage progressed. 

The most pronounced effect was evident in the improved solubility of the 
pow T ders packed in an atmosphere of carbon dioxide: after eight weeks 1 storage 
at 38° C., powder in an atmosphere of carbon dioxide had a potassium chloride 
value of 55, while powders packed in air or nitrogen had a value of about 38. 
After 64 wk. at 27° C. the carbon dioxide packed material still had a solubility 
greater than 50. 
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DRIED MILK POWDER 

IV. THE EFFECT OF STORAGE TEMPERATURE, MOISTURE CONTENT, AND 
PLANT SOURCE ON THE KEEPING QUALITY OF MILK 
POWDERS OF DIFFERENT FAT LEVELS 1 

By W. A. Bryce 2 and J. A. Pearce 2 

Abstract 

Milk powders with fat contents of 1, 26, 28, and 30% from two plants were 
tempered to moisture contents of 2, 3, and 5% and stored for periods up to 16 
weeks at temperatures of from 40° to 140° F. Appreciable deterioration, 
assessed by palatability, occurred in the whole milk powders stored at tempera¬ 
tures of 60° F. and higher, and there was considerable difference in the stability 
of powders from the two plants. For both plants, the keeping quality of 
powders of 26 and 28% of butter fat was equal. At 80° F. and lower, the 
powder containing 30% of butter fat was more stable than the 26 and 28% 
powders from the same plant, but at higher temperatures the 30% powder 
deteriorated more rapidly. At 80° F. the average decrease in palatability of 
whole milk powders with 2% moisture was two palatability units. The palat¬ 
ability of the skim-milk powder increased greatly at all temperatures during 
the early part of the storage period, but later decreased at temperatures of from 
100° to 140° F. Skim-milk powder of 2% moisture stored at 80° F. had a 
palatability scon* 2 5 units higher than the initial score. In general, a moisture 
content of 3% was preferable to moisture contents of 2 and 5% for both whole 
and skim-milk powders. The differences in stability of powders from different 
plants were enhanced by increased moisture contents and higher storage tem¬ 
peratures. 


Introduction 

Experience gained during the war years has emphasized that improved 
methods of handling and storing must be developed if dehydrated foods are 
to assume their proper place in the post-war period. The importance of 
dried milk in the national diet has focused considerable attention on studies 
of production methods and keeping quality of this material. 

Studies on the effect of temperature on the development of storage flavours 
in dried milk have yielded conclusions that have been somewhat conflicting. 
In one investigation (1) little difference was observed between powders stored 
at 40° F. and at 68° F., but a marked difference at 100° F. was reported. 
Powders from partially skimmed milk did not develop tallowiness when 
stored for 18 months at 32° F., but at 68° F. this off-flavour was noticeable in 
from five to six months. The rate of deterioration of whole milk powders has 
been found to increase rapidly at temperatures above 32° F. (4). It has also 
been reported (9) that the palatability decreased more rapidly at 117° F. 
than at 100° F. A storage temperature of 100° F. has been found to be 
better than either 80° or 120° F. (7). 

1 Manuscript received August 17 , 1945. 
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The effect of moisture on the keeping quality of both spray and drum- 
dried powders has been studied by a number of investigators (1, 2, 4, 9) who 
have found that moisture contents below 2% accelerated the development of 
tallowiness in spray-dried powders, and that at moisture contents above 5%, 
deterioration occurred rapidly in powders of all types. Little difference was 
observed in the effect of moisture contents between 2.3 and 3.4% on the 
development of tallow} 7 flavours in powders of 30% butter fat, but with 
powders of 28% fat, a moisture content of 3.5% was preferable to either 2 
or 5%. In general it has been found that the optimum moisture content 
required to reduce the development of storage flavours to a minimum is 
between 2 and 3%. It has been recognized that the keeping quality of dried 
milk is a function of both storage temperature and moisture content, increased 
moisture contents accelerating the effect of high storage temperatures. 

It is evident that some disagreement exists in the published data on the 
keeping quality of milk powders. This paper discusses an investigation 
designed to evaluate the effects of moisture content and storage temperature 
on keeping quality, and at the same time to consider the effects introduced 
by different processors, and by the use of powders of different fat levels. 

Materials and Methods 

The powders used were commercial spray-dried products made by two 
Canadian companies from milk produced in the spring of the year. Powders 
of 1, 26, and 28% of fat were supplied by one plant, and of 1, 26, 28, and 30% 
of fat by another. 

Each type of milk powder was divided into three portions, one of which 
was tempered to a moisture content of 2% by vacuum desiccation over 
phosphorus pentoxide, and was stored in tin plate (air as headspace gas) at 
temperatures of 40°, 60°, 80°, 100°, 120°, and 140° F. (4.4°, 15 6°, 26.8°, 
37.8°, 49°, and 60° C.). The moisture contents of other portions were 
adjusted to 3 and 5%, respectively, by exposure to an atmosphere of high 
humidity, and were stored in a manner similar to those at 2% moisture, but 
at temperatures of 80°, 100°, and 120° I r . only. 

Palatability was the only quality test used that was satisfactory (7). The 
powders were tested for quality both initially and after storage for 2, 4, 8, 
and 16 weeks by an organoleptic method previously reported (7). The 
reconstituted milk was scored by a panel of 14 tasters and given a rating of 
from 10 to zero, 10 being the equivalent of best quality fresh whole or skim- 
milk. 

Results 

Effect of Temperature 

The palatability results were analysed by statistical methods. The 
significant effects of different temperatures on each of the whole milk powders 
of 2% moisture are shown graphically in Fig. 1, and a summary showing 
averages for all products stored at the different temperatures is presented in 
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TIME, WEEKS 

Fit;. 1. The effect of sforage temperature on the palatahility of whole milk powders of 
different fat levels from Plants l and 2. All samples at 2% moisture. 


Fig. 2. Although there was an appreciable difference between powders from 
the two plants, the powders of 26 and 28% butter fat from either of the 
plants behaved in a comparable manner at each storage temperature. 

At the higher temperatures of 80° to 140° F., the material from Plant 1 
was given a consistently higher palatability score than that of comparable 
fat content from Plant 2, showing that the product from Plant 2 was less 
stable than that from Plant 1. At the lower temperatures, the behaviour 
of all powders was the same. At 80° and 100° F., the 30% butter fat powder 
was given a higher palatability rating than the 26 and 28% powders from the 
same plant. At 120° and 140° F. the 30% powder was scored lower than the 
26 and 28% powders. 

Storage for 16 weeks at temperatures o! 60° F. and lower had little effect 
on the palatability of all whole milk powders investigated, although a slight 
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downward trend was observed at 60° F. Typical storage flavours developed 
in powders at temperatures of 80° F. and higher, the rate of deterioration 
increasing with temperature. The data in Fig. 1 do not agree with observa¬ 
tions previously reported (6, 7, 10) that milk powder maintained a higher 
palatability when stored at 100° F. than at either 80° or 120° F. 



0 8 16 


TIME, WEEKS 

Fit,. 2. The effect of storage temperature on the palatability oj whole milk powders (averages 
of all samples) at 2% moisture. 

The existence of an induction peiiod in the deterioration of milk fat has been 
reported (5), but the present data gave no indication of such a phenomenon 
when palatability was used as a quality test. It can be seen from Fig. 1 
that the rate of deterioration of all whole milk powders at all temperatures 
approximated a straight line relation, although the decrease in the rate of 
deterioration previously observed (7, 10) was noticeable. If an induction 
period existed, it must have come within the first two weeks of storage. 

A comparison of tht deterioration in skim-milk powder from the two plants 
is shown graphically in Fig. 3, and a summary of the temperature effects is 
presented in Fig. 4. Considerable difference was observed in both the initial 
palatability and the changes occurring during storage. The data for 40° 
and 60° F. have been combined as there was no real difference between the 
values for the powders at these two temperatures. 

In contrast to the results obtained from the study of whole milk powders, 
it was found that the skim-milk powder from Plant 2 was much superior in 
keeping quality to that from Plant 1. However, throughout the experiment, 
the over-all behaviour of the two skim-milk powders was almost parallel at 
all temperatures. Under all conditions both products exhibited an initial 



BRYCE AND PEARCE: DRIED MICK POWDER . IV. 


65 


increase in palatability over the first four weeks of storage. At tempera¬ 
tures of 140°, 120°, and 100° F. the trend was downward after this initial 
increase was past, but below 100° F. there was no appreciable change during 
the next 12 weeks. The average palatability of both powders rose to a 
higher value as the temperature decreased (Fig. 4). 



Fig. 3. The effect of .storage temperature on the palatability of skim-milk powders from 
Plants 1 and 2. All samples at 2% moisture. 


Effect of Moisture 

The significant effects of moisture content on the keeping quality of dried 
whole milk powders are shown in Fig. 5. As in Fig. 1, the data for powders 
of 26 and 28% butter fat are combined, as the behaviour of these powders 
was identical. The different behaviour of the 30% butter fat powder was 
observed at all moisture levels. At 80° F. the 30% powder was given a 
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slightly higher palatability rating than 1 lie 26 and 28% fat powders from the 
same plant. For all moisture levels, at higher temperatures, the difference 
in origin of the powders introduced greater variations than did the difference 
in fat content. The variation in stability of the powder with plant source 
was enhanced by increased moisture contents and by higher storage tempera¬ 
tures. A comparison of powders of equal fat levels at 100° and 120° K. 
showed that the keeping quality of powder from Plant 1 was superior to that 
of the powder from Plant 2 at all moisture levels. 

The effect of moisture on the keeping quality of the powders was marked. 
At 120° F. the palat ability of the powders of 2 and 3% moisture decreased at 
comparable rates, but those at 5% moisture deteriorated very rapidly. Con¬ 
siderable browming of these latter powders was observed after only two weeks 
of storage, and the palatability had decreased to such an extent that no 
further tasting w r as done. At 100° F. the powders with 3% moisture w r ere 
markedly superior to those with moisture contents of 2 and 5%. At 80° F. 
the quality of the 3%, moisture powders was appreciably better than that of 
the 2 and 5%, powders although the differences were not as great as they 
were at 100° and 120° F. Only at 80° F did the quality of the powders of 
5* i moisture remain higher than that of the powders of 2% moisture. 

The combined effect of moisture content and storage temperature on keep¬ 
ing quality of whole milk pow r der can readily be seen from the graphs in 
Fig. 5, which show averages lor all powders at each moisture level. At 
temperatures of 80° and 100° F., tin* superiority of the 3% moisture powder 
was e\ident. This was also evident during the first eight weeks of storage at 
120°, but by the end of the sixteenth week the palatability of the 3% moisture 
powder had dropped below that of the 2% powder. Both the rate of 
deterioration shown by the slope of the curve and the actual palatability level 
of the powder were dependent on moisture content and storage temperature. 

'Flu* data for the study of moisture effects on the keeping quality of skim- 
milk powders are shown graphically in Fig 6. The superiority of the powder 
from Plant 2 o\er that from Plant 1 was observed for all moisture levels. 
The palatability change in the two products was about the same, the principal 
difference between them being in the initial quality. 

As shown by the graphs of average palat abilities at each moisture level, 
the powders at a moisture content of 3% were again found to be superior to 
those at 2 and 5%, although the difference between the 2 and 3% powders 
was not marked. Storage life of the powder containing 5% moisture was 
considerably shortened at 120° and 100° F. but at 80° F. this powder was 
scored as high as were the 2 and 3% powders. 

The marked initial increase in palatability exhibited by the skim-milk 
powder with a 2% moisture content was also observed for the 3 and 5% 
powders. At 80° F., this increase continued in powders of 2 and 5% moisture 
throughout the storage period. The level to which the palatability of the 
5% powders rose was found to decrease with increasing temperatures. 



68 


CANADIAN JOURNAL OF RESEARCH. VOL . 24, SEC . F. 



Fig. 6. The effect of moisture content and storage temperature on the palatability of skim - 
milk powders from Plants 1 and 2. 

Discussion 


This work has shown that considerable difference existed between plants in 
the effect of temperature on the keeping quality of whole milk powders. 
Deterioration was measurable at temperatures of 60° F., the rate of deteriora¬ 
tion increasing with temperature and approximating a straight line relation. 
For skim-milk powders the marked difference in initial palatability between 
plants was uniformly maintained throughout the storage period. For both 
plants at all temperatures the palatability of skim-milk powders increased 
during the early part of the storage period. 

Both whole and skim-milk powders at a moisture content of 3% maintained 
a higher palatability under storage than did these powders at moisture con¬ 
tents of 2 or 5%. Increased moisture contents were found to enhance the 
difference existing in the stability of powders from different plants. 

The increase in palatability with storage of skim-milk powders has not 
been satisfactorily explained. It may be the result of the recombination in 
the powders of materials formed during early processing that was responsible 
for the low initial palatability. Protein degradation products such as various 
amines and dipeptides may recombine to form polypeptides whose flavours 
are not objectionable. At 80° F. this recombination may be sufficient to 
off-set the normal deterioration due to storage, and hence at this temperature 















BRYCE AND PEARCE: DRIED MILK POWDER . IV. 


69 


the palatability continues to increase throughout the entire storage period. 
Another explanation is that the concentration of these undesirable products 
may have been reduced by volatilization during storage (8). Further study 
of this problem is being made at the present time. 

References 

1. Dahle, C. D. and Palmer, L. S. J. Dairy Sci. 7 : 40-57. 1924. 

2. Greenbank, G. R. and Holm, G. E. Ind. Eng. Chem. 16 : 598-601. 1924. 

3. Hollender, H. A. and Tracy, P. H. J. Dairy Sci. 25 : 249-274. 1942. 

4. Holm, G. E., Wright, P. A., and Greenbank, G. R. J. Dairy Sci. 10 : 33-40. 1927. 

5. Lea, C. H., Moran, T. f and Smith, J. A. B. J. Dairy Research, 13 : 162-265. 1943. 

6. Pearce, J. A. Can. J. Research, F, 22 : 87-95. 1944. 

7. Pearce, J. A. Can. J. Research, F, 23 : 177-184. 1945. 

8. Pearce, J. A. and Bryce, W. A. Can. J. Research, F, 23 : 334-339. 1945 

9. Supplee, G. C. Proo. World’s Dairy Congr. 3 : 1248. 1923. 

10. Woodcock, A. H. Can. J. Research, F, 23 : 117-122. 1945. 




THE KEEPING QUALITY OF DEHYDRATED MIXTURES 
OF EGG AND MILK 

Jessie A. Peakck, Joan Whittaker, H. Tessier, and W. A. Bryce 


Price 10 cents 


N.R.C. No. 1363 



Reprinted from Canadian Journal of Research, F, 24 : 70-76. January, IV46 
Published by the National Research Council of Canada 


THE KEEPING QUALITY OF DEHYDRATED MIXTURES 
OF EGG AND MILK 1 

By Jesse A. Pearce 2 , Joan Whittaker 3 , H. Tessier 4 , and W. A. Bryce 2 

Abstract 

The storage life of a dehvdrated mixture of egg and milk, when assessed by 
both piJatabihtv anti fluorescence measurements, was shorter than the life of 
milk powder of similar protein, fat, and carbolndrate content. Increased 
quantities ot egg in the mixture decreased the quality of the mixture, both 
initially and during 16 weeks’ storage These effects were noticeable at all 
temperatures studied between 40° and 140° F. but were most marked above 
80° F. After 16 weeks at 80° F. ( material packed under carbon dioxide usually 
had better palatabilitv than the air-packed products. The effect of added 
sugar was most noticeable at 120° and 140° F. Lactose had a slightly beneficial 
effect; sucrose w'as more effective. 


Introduction 

Preliminary data obtained in these laboratories indicated that dehydrated 
mixtures of milk and egg were less stable during storage than were either of 
these components separately. This becomes a matter of importance if these 
dehydrated mixtures are to be prepared for satisfactory reconstitution into 
ice cream, custard mixes, milk shakes, or other similar foods. Mixes such as 
these are commercially available in Canada and are also being used to prepare 
ice cream for the American armed services (12). Possible use by the Canadian 
armed forces led to a study of their keeping quality. 

The addition of sugar to milk before dehydration was believed to improve 
the keeping quality of the product (4) and the addition of sucrose to eggs before 
drying retarded fluorescence development (11), which in turn is related to 
egg powder quality (9). Therefore, the preservative effect of sucrose and 
lactose on these materials was evaluated, since products of the type described 
are usually used in the preparation of sweetened dishes and the addition of a 
small amount of sugar to the liquid before drying would not affect its use. 

Packing milk powder under an atmosphere of carbon dioxide was reported 
to extend the storage life of this product (5), although recent evidence in¬ 
dicated that any beneficial effect was not evident to a taste panel (14). Kgg 
powder when packed under this gas deteriorated less rapidly than air-packed 
material (8). It was desirable in this study to obtain additional information 
about the effect of gas-packing by comparing carbon-dioxide-packed with 
air-packed mixtures. 

1 Manuscript reteivcd August J, 1945. 
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Materials and Methods 

Mixtures Used and Storage Conditions 

The materials used were obtained from commercial Canadian sources. 
Some formulas were prepared by mixing, and dehydrating, using a laboratory 
spray drier (15); others, by mixing the ingredients in the dry state. Differ¬ 
ences in moisture content of dried egg powder (13) and dried milk powder (3) 
affect the keeping quality of both of these products. Therefore, the moisture 
content of the mixtures was kept within a range usually satisfactory for both 
dehydrated egg and milk (2 to 4 %). 

TABLE I 

Calculated fat, protein, and carbohydrate percentages of various 

SPRAY-DIUEIJ EGG AND MILK MIXTURES 

(Products at 2 5% moisture) 


Mixture 

Fat 

Protein 

Carbo¬ 

hydrate 

Ash 

LI) 2 4 lb of skim-milk powder in 20 lb. of fresh 
whole milk 

15 

31 

47 i 

4.8 

(B) 1 do/, fresh ej^gs, 2.4 lb. of skim-milk powder, , 
in 20 lb of fresh whole milk 

20 

35 

38 

4.4 

(C) 5 do/, fresh eygs 2 4 lb. ot skim-milk powder 
in 20 lb. of fresh whole milk 

30 

42 

22 

4.0 

(I>) 1 lb. of lactose, 5 lb. of fresh 1 lb. of skim- 

milk powder in 15 lb. of fresh whole milk 

21 

30 

41 

4.5 

(E) Pry mix of whole milk pow der, w hole eyjj powder, 
dried fermented albumen, and lactose in 

proportions of 147: 78: 76. 125 

17 

33 

45 

3.5 

(/*') Pry mix of w'hole milk powders, skim-powder 
and whole ey^ powder in proportions of 147: 
200: 78 

17 

35 

39 

6.4 


The formulas investigated and the calculated analyses are given in Table I. 
Formula A gave a mixture without egg; B gave a mixture with a moderate 
amount of egg; and C showed the effect of adding a large amount of egg; 
while D gave a mixture with a high egg level, but of a composition similar to 
B. Formula F provided a dry-mixture approximating B, and E was a similar 
dry-mix with skim-milk protein replaced bv egg protein. The effect of sugar 
on the keeping properties of Formulas A, B } and C was evaluated by drying 
these mixes after the addition of 3% of lactose or 3% sucrose. W hile 
these were only a few of the possible combinations they were representative 
of the products likely to be used. 

All mixtures were packed in hermetically sealed tin plate containers with 
air in the headspace and stored at 40°, 60°, 80°, 100°, 120°, and 140° F. 
(4°, 16°, 27°, 38°, 49°, and 60° C.). Some were packed in tin plate under 
carbon dioxide and stored at 80° F. 
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Analytical Methods 

The quality of products such as these is dependent primarily on their 
acceptability when reconstituted as milk shakes, custards, ice cream, or 
other similar dishes. Therefore, the average palatability score, determined 
by a panel of 14 tasters, was used for assessing quality. The material was 
reconstituted as a milk shake mix in a manner similar to that described for 
milk powder (7), but using one part solids and three parts of water by weight. 
The products when submitted to the tasters were sweetened but unflavoured, 
and to prevent differences in sweetness affecting tasters’ judgment, all samples 
were made up to a level of 7% sweetness in terms of sucrose, utilizing recently 
tabulated sweetness relations (2). 

The scoring technique differed from that used in previous work (7, 9). A 
freshly prepared mix of Formula F was used as the standard for tasting 
purposes and given an arbitrary score of 10. A score of 20 indicated a product 
twice as acceptable as this formula, a score of 5 indicated the product half as 
acceptable, and a score of 0 indicated an unacceptable mix. A fresh standard 
sample was used as a reference whenever palatability was determined. 

An attempt was made to follow solubility changes in the mixtures by a 
standard procedure (1). However, during storage, the decrease in solubility 
of all products was so slight that the test was discontinued. 

The fluorescence of a saline extract of defatted egg powder has been related 
to the palability of this product (9), and has also shown some relation to milk 
powder quality (6). Later work showed only a slight correlation between 
this test and the palatability of milk powder (7). Nevertheless, a modifica¬ 
tion of this test (10) was applied to some of the present samples. Correlation 
of fluorescence values of the stored mixes with the corresponding palatability 
scores was lower than that obtained for egg powder alone (9). This test w^as 
discontinued since the correlation w r as only 4 for the most desirable sample, 
Formula A. However, the fluorescence data were of some interest and are 
recorded here. 

The data were subjected to analyses of variance and the significant effects 
were selected for discussion. 

Results 

Palatability Changes During Storage 

The palatability changes in the basic mixtures during 16 weeks’ storage at 
temperatures from 40° to 140° F. are shown in Fig. 1. Throughout the 
experiment the product prepared entirely from milk solids was considered 
superior, both initially and after storage. At 40° and 60° F,, the mixture 
prepared entirely from milk and the dry mix of egg powder and whole and 
skim-milk powder deteriorated about equally, but less rapidly than other 
mixtures containing egg. At the higher temperatures (80 to 140° F.) all 
mixtures containing egg spoiled more rapidly than the mixture prepared only 
from milk. At temperatures of 100° to 140° F. the material containing the 
greatest quantity of egg became inedible more rapidly than those containing 
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little or no egg. The addition of egg to milk before dehydration reduced 
the initial quality of the dried product and its subsequent storage life. 
However, the dehydrated mixture appeared to have a better storage life 
than has been observed for egg powder (8). 



Fig. 1. Effect of storage temperature on the palatabtlity of stored dehydrated mixtures of 
egg and milk. 

The average values for samples with and without added sugars are shown 
in Fig. 2. Generally, there was a slight protective action as a result of the 
addition of sugar. The behaviour was not regular at all temperatures nor 
for all mixes (notably Mixture B at the higher temperatures), nevertheless, 
added sucrose was more effective than added lactose. 

Formula D was similar to Formula C since it gave a dried product with a 
large quantity of egg solids, and was similar to Formula B in that it yielded 
a product with almost the same fat, protein, and carbohydrate ratio. This 
mixture had slightly better keeping quality at the higher temperatures than 
Formula C (P'ig. 1). It was believed that this improvement was the result 
of adding lactose rather than the result of balancing the component ratio. 
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Fig. 2. Average effect of added lactose and sucrose on the palatahtlity of stored dehydrated 
mixtures of egg and milk. 


. The comparative effects of packing some of the mixtures under atmospheres 
of air and carbon dioxide are shown in Fig. 3. It was observed that carbon 
dioxide provided some protection to the products A, B, and D, i.e., protection 
was afforded to mixtures of about the same composition even if eggs were 



0 8 16 0 8 16 


TIME , WK 

Fig. 3. Effect on palatabihty of packing dehydrated mixtures of egg and milk under an 
atmosphere of carbon dioxide; storage at 80° F. 


present, but the life of material with high fat and protein from egg sources 
was not extended by carbon dioxide. The beneficial action of carbon dioxide 
was not pronounced; after 16 weeks’ storage at 80° F. the palatabihty of 
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three of the gas-packed materials was about two units higher than that of 
the air-packed material. 

Fluorescence Changes During Storage 

As previously stated, fluorescence changes were measured during the initial 
portion of the experiment. In general, fluorescence increased with storage 
time and with temperature (Fig. 4). The initial fluorescence value was lower 



Fit; 4. Effect of storage temperature on the fluorescent e reading of saline extrad of stored 
dehydrated mixtures of egg and milk . 

for mixes of higher egg content but the fluorescence value of these samples 
increased rapidly. Although parallel behaviour was usually noted for 
fluorescence increases and palatability decreases, the correlation between the 
two measures was less than that for egg powder alone (9). 

One point of interest arises from comparison of Formulas B and F. At 
100° to 140° F. the fluorescence of the dry-mix increased much more rapidly 
than that of the product prepared from the wet-mix, although the palatability 
measurements indicated about equal deterioration in these two materials. 

Sucrose addition caused slight reduction in the average fluorescence value 
of the samples stored at temperatures of 80°, 100°, 120°, and 140° F. (Fig. 5). 
The greatest effect was apparent at 140° F.; sucrose caused the most pro¬ 
nounced reduction in fluorescence in the sample containing the greatest 
quantity of egg. This corresponds fairly well with .similar observation from 
palatability scores (Fig. 2). The fluorescence measurement also indicated 
that sucrose was more effective than lactose. 
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Fig. 5. Average effect of added lactose and smrose on the fluorescence reading of saline 
extracts of stored dehydrated mixtures of egg and milk. 
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PACKAGING 

III. EFFECT OF MOULD GROWTH AND AGEING ON THE WATER-VAPOUR 
TRANSMISSION OF PACKAGING MATERIALS 1 

By C. G. Lavers 2 and W. I. Illman 3 

Abstract 

Packaging materials were dusted with mould spores and stored in a cabinet at 
95° F. and 95 to 100% relative humidity for periods of one to eight weeks. 

M.S.T. and M.S.A.T. “Cellophane” were attacked only slightly by mould, but 
deterioration of the heat-sealing, moisture-proof lacquer occurred during storage 
under conditions suitable for optimum mould growth. Moulds grew abundantly 
on M.S.Y.T. Cellophane. Wax-coated materials supported abundant mould 
growth, and their water-vapour transmission values increased when wax peeled 
from the surface of the sheet. The transmission rate of laminated materials 
having metal foil as one layer was not greatly affected by mould growth or 
delamination of the other layers. Abundant mould growth developed on most 
samples of kraft, and on glassine. Very little mould developed on cellulose 
acetate, Pliofilm, or vinyl-film. 


Introduction 

The effect of mould growth is undoubtedly an important factor in the 
deterioration of packaging materials if the atmosphere surrounding the 
package is of high humidity, or if the package contains material of high 
moisture content, i.e., material likely to be in equilibrium with high humidities. 
Concurrently with exposure to conditions favourable to the growth of moulds, 
changes may occur in packaging materials such as weakening of the fibre 
structure, delamination, or separation of a coating from the base material. 
Hence, the present investigation was undertaken to assess the effects of 
mould growth and ageing on the water-vapour transmission of a variety of 
packaging materials. 

Materials and Methods 

The materials used were various combinations of kraft paper, metal foil, 
glassine, 4 'Cellophane,” cellulose acetate, vinyl-film, and Pliofilm, both 
waxed and unwaxed. In addition, different grades and plies of Cellophane 
were investigated. When samples of duplex or triplex Cellophane were 
tested, the layers were heat sealed around the edge of the samples since 
these materials would be sealed in this manner when in use. Details of 
materials are noted in Table I. 

The initial water-vapour transmission of the materials was determined. 
Samples were then dusted with mould spores of a variety of species and placed 
in a mould infested cabinet, operating at 95° F. and at 95 to 100% relative 

1 Manuscript received August 24, 1945 . 

Contribution from the Division of Applied Biology, National Research Laboratories, 
Ottawa . Issued as Paper No. 153 of The Canadian Committee on Food Preservation and as 
N.R.C. No. 1370. 
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humidity. Species included in the inoculum were; Syncephalastrum 
racemosum, Paecilomyces va riot a, Penicillium spp., Aspergillus niger , Asper¬ 
gillus flavus , Aspergillus ter reus, Chaetomium globosum , and Stachybotrys atra. 
Samples were removed after storage for one, two, four, and eight weeks, were 
inspected for mould growth and physical deterioration, and the water-vapour 
transmission determined. All measurements of water-vapour transmission 
were made using a vapometer at a vapour pressure differential of approxi¬ 
mately 26 mm. of mercury and a dry bulb temperature of 80° F. The vapo¬ 
meter was the same as that used in a previous study of packaging materials 
(2). It consisted of a flanged aluminium cup containing 10 ml. of water. 
Over the mouth of the cup the sample could be attached by another flange 
securely bolted to effect the seal. Although more accurate methods of 
measurement are desirable (1), this technique was satisfactory for the present 
purpose and provided a relative scale for comparing changes in water-vapour 
transmission occasioned by mould growth and ageing. 

Results 

The results are shown in Figs. 1 to 20, in which the figure numbers corre¬ 
spond with the material numbers given in Table I. All water-vapour trans¬ 
missions plotted are averages of triplicate determinations. The severity of 
attack by moulds was classified into four groups: none ( N ), surface free of 
mould growth; slight (£), growth had started at particles of foreign matter 
on the surface of the material; medium (ii), growth was more general and 
moulds were actually feeding on the packaging material; abundant (A), 
growth was heavy and general. 

M.S.T. and M.S.A.T. Cellophane were only slightly attacked by moulds 
except in spots where the lacquer had been damaged by heat sealing (Figs. 1, 
2, 3, and 5). It is believed that the fairly large increase in the water-vapour 
transmission of these materials was due to loosening and cracking of the heat¬ 
sealing lacquer brought about by the severe conditions of storage, rather than 
to mould growth. In contrast to the above grades, M.S.Y.T. Cellophane 
(Fig. 4) developed an abundant growth of mould over its entire surface. 
Possibly a difference in the processing of this type of film caused this greater 
proliferation of organisms. There was a much smaller increase in the trans¬ 
mission of duplex and triplex Cellophanes (Figs. 2, 3, 4, and 5) than in that of 
the single sheet (Fig. 1). This probably occurred because some protection 
was afforded the lacquer on the inner faces of the Cellophane. 

Abundant mould growth occurred on all materials that were wax-impreg¬ 
nated or wax-coated (Figs. 6 to 10). Wax-impregnated kraft (Fig. 6) showed 
a large increase in water-vapour transmission concurrent with abundant mould 
development. Wax-coated kraft (Fig. 7) suffered only a slight increase in 
water-vapour transmission, and only a slight separation of the wax from the 
kraft. Wax-coated Cellophanes (Figs. 8 and 9), however, showed large 
increases m their water-vapour transmission, and the wax tended to peel 
from the Cellophane. The increased transmission values of wax-coated 
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TABLE I 

Packaging materials studied 


Material No. 


Description of material 


1 

2 

3 

4 

5 


6 

7 

8 
9 

10 


11 

12 

13 

14 

15 

16 

17 

18 
19 


20 


Cellophanes 

300 M.S.A.T., single 
300 M.S.T., duplex 
300 M.S.A.T., duplex 
300 M.S.Y.T., duplex 
300 M.S.A.T., triplex 

Waxed materials 

40 Lb. kraft, wax impregnated 

40 Lb. wet strength kraft, wax coated* 40 Ib./ream 
300 M.S.T. Cellophane, wax coated* 40 lb./ream 

300 M.S.T. Cellophane laminated to 300 M.S.T. Cellophane, wax coated* 
40 Ib./ream 

300 M.S.A.T. Cellophane laminated to scrim. Cellophane lightly waxed, 
scrim heavily waxed* 

Laminated materials 

300 M.S.T. Cellophane laminated to 300 M.S.T. Cellophane 
300 M.S.T. Cellophane laminated to metal foil 
300 M.S.A.T. Cellophane laminated to 25 lb. kraft. 

40 Lb. kraft laminated to alloyed lead foil laminated to 300 M.S.T. 
Cellophane 

Scrim laminated to kraft laminated to alloyed lead foil with butvar coating 
25 Lb. kraft laminated to cellulose acetate 
25 Lb. kraft laminated to 25 lb. bleached glassine 
25 Lb. bleached glassine laminated to 25 lb. bleached glassine 
Vinjl-tilni laminated to both sides of 0 001 in. aluminium foil 

l’liof.lm 

Pliofilm, single 


* Flexible wax compound. 

materials were probably the result of this loosening of the wax coating. The 
data show the extent of the reduction in water-vapour transmission resulting 
from wax application, and its subsequent increase with separation of the wax 
from the base stock. Scrim laminated to Cellophane and heavily waxed 
(Fig. 10) supported abundant mould growth and showed a gradual but 
consistent increase in water-vapour transmission. 

The water-vapour transmission of laminated materials having metal foil as 
one layer was not greatly affected even though moulds grew abundantly on 
the other layers and considerable delamination occurred. Examples of this 
were: Cellophane laminated to metal foil (Fig. 12), where considerable 
delamination occurred, and kraft laminated to foil laminated to Cellophane 
(Fig. 14), where considerable delamination of the Cellophane and slight 
delamination of the kraft occurred. Also, the foil blistered slightly on 
samples of foil laminated to kraft backed with scrim (Fig. IS). Very little 
mould grew on vinyl-film laminated to aluminium foil (Fig. 19) and very 
slight delamination occurred. This very low increase in water-vapour trans¬ 
mission indicated the general desirability of using a foil type barrier when 
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Figs. 1-10. Effect of mould growth and ageing on the water-vapour transmission of Cello - 
phane and of waxed packaging materials. (See Table I for key). 


MOULD GROWTH 
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TIME OF EXPOSURE, WEEKS 

Figs. 11 - 20 . Effect of mould growth and ageing on the water-vapour transmission of 
laminated packaging materials ami of Pliofilm. (See Table I for key). 
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severe conditions of temperature and humidity are likely to be encountered. 
Equal protection might not be provided, however, in a completed package, 
since the barrier would be of little value if the material forming the heat¬ 
sealing surface loosened from the foil. 

Most of the materials having kraft paper as an outer layer developed 
abundant mould growth on the kraft side. In addition to supporting a 
heavy growth of moulds on the kraft side, samples of Cellophane laminated 
to kraft (Fig. 13) delaminated considerably and the water-vapour transmission 
showed a significant increase. No mould grew on the cellulose acetate sheet 
laminated to kraft (Fig. 16), and only a slight amount on the kraft. The 
acetate sheet appears to have inhibited growth on the kraft. Moulds grew 
abundantly on kraft laminated to glassine (Fig. 17) and caused marked 
deterioration, penetrating the sheet completely at one point. Laminated 
glassine itself (Fig. 18) supported abundant mould growth, but the increase 
in water-vapour transmission was much less than that of glassine laminated 
to kraft. 

Pliofilm (Fig. 20) showed only slight mould growth, and little increase in 
water-vapour transmission. 
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DRIED MILK POWDER 

V. THE PHOTOLYSIS OF RIBOFLAVIN IN MILK POWDERS 1 
By W. A. Bryce 2 
Abstract 

Exposure of milk powders to sunlight resulted in a much greater destruction 
of riboflavin than did exposure to ultra-violet light in the range 3200 to 4200 A. 

The rate of photolysis was greater for skim-milk powders than for whole milk 
powders. Increased intensities of visible light accelerated riboflavin destruction. 

In the spectral region of 4200 to 5600 A the wave band causing the greatest 
destruction in liquid skim-milk hail a principal wave-length of 4450 A, which 
corresponded to a maximum in the absorption spectrum of riboflavin. The 
rate of photolysis of riboflavin was a function of both wave-length and intensity 
of the impinging energy. 

Introduction 

Riboflavin, or vitamin B 2 , is a valuable component of foodstuffs. It is effect¬ 
ive in promoting growth in rats, and in preventing lesions of cheilosis and nutri¬ 
tional anemia in humans (11). It is also an important factor in cell respiration 
and metabolism (11). It is stable to heat, but is readily decomposed when 
exposed to light (4). Since milk is an important source of riboflavin, the 
photochemical decomposition, or photolysis, of this vitamin in milk has been 
studied. Liquid whole milk in commercial milk bottles exposed to summer 
sunlight for two hours lost two-thirds of its riboflavin (6, 9, 15). Sunlight 
apparently causes much greater destruction of riboflavin than ultra-violet 
light, as it has been reported that commercial irradiation of milk sufficient to 
produce a vitamin 1) content of 400 U.S.P. units per quart had no effect on 
the riboflavin content (3). Another investigator reported a slight decrease 
in riboflavin content of milk as a result of commercial irradiation (16). 

Increases in either alkalinity or temperature accelerate the photolysis of 
riboflavin in liquid whole milk. Temperature and pH are believed to affect 
the photodecomposition rather than other chemical decompositions, for when 
riboflavin solutions are heated in the dark at 100° C. under mild acid conditions 
for four hours, little or no destruction of the vitamin occurs (14). 

Since milk powder may be exposed to light during post-drying handling 
and storage and while it is being prepared for consumption, it was felt that 
some information on the photolysis of riboflavin in milk powders would be 
of value. This paper describes an investigation designed to study the effect 
of sunlight and ultra-violet light on the riboflavin content of milk powders 
of various fat contents obtained from different plants. It also includes some 
incidental measurements on riboflavin destruction in liquid skim-milk and on 
light absorption by riboflavin. 

1 Manuscript received September 29 , 1945. 

Contribution from the Division of Applied Biology , National Research Laboratories, 
Ottawa. Issued as Paper No. 154 of the Canadian Committee on Food Preservation and as 
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Materials and Methods 

The powders used in the study were the commercial spray-dried products 
of two Canadian companies. Powders of 1, 26, 28, and 30% butter fat were 
obtained from one plant, and of 1, 26, and 28% butter fat from another, all 
powders having a moisture content of 3.0%. 

All riboflavin determinations were made using the photofluorometric method 
developed by Hodson and Norris (5). After the initial riboflavin contents 
were determined, samples of the powders were placed in sealed Pyrex glass 
containers, and were analysed for riboflavin content after exposure to sunlight 
for 60, 110, and 215 hr. (the latter period corresponding to 48 days’ storage) 
at an average temperature of 6.1°C. (43° F.). The average light energy 
falling on the powders was assumed to be 1.8 cal. per sq. cm. per min. During 
the study the containers were shaken by hand every three days in an attempt 
to ensure that all of the powder would be exposed. Control samples of the 
powders were stored in light-proof containers at the same temperature. 

Additional samples of the same powders were exposed in Pyrex glass con¬ 
tainers at a distance of 6 in. from a 250 watt Purple-X bulb that emitted 
ultra-violet light in the range 3200 to 4200 A. The energy falling on the 
samples was calculated to be approximately 0.0034 cal. per sq. cm. per min. 
Riboflavin determinations were made after periods of 75, 150, and 300 hr. 
(42 days’ storage). The temperature during this phase of the study was 
38° C. (100° F.). The powders were shaken after each 10 hr. of exposure. 
Control samples in light-proof containers were stored under the same conditions. 

The effect of variations in light’ intensity on the rate of photolysis of 
riboflavin in milk powders was also studied, as calculations on the energies 
falling on the samples from the sun and from the ultra-violet bulb showed 
great differences between the two sources. Samples of whole and skim-milk 
powders were sealed in flat glass containers, and were exposed for 75 hr. at 
distances of 1 ft. and 4 ft. from a 100 watt tungsten lamp. The energy 
intensities at the two levels were 0.0036 and 0.0004 cal. per sq. cm. per min., 
respectively. The destruction of the riboflavin at each intensity of light was 
determined. 

It was recognized that the riboflavin destruction caused by different parts 
of the near ultra-violet and visible spectrum might not be equal, and therefore 
an attempt was made to determine which bands were the most destructive. 
Samples of fresh skim-milk in glass cuvettes were exposed to successive wave 
bands from 4200 to 5600 A, all bands being 200 A wide and of equal intensity. 
The bands were obtained by the use of Corning glass filters. The intensities, 
measured by means of a Weston exposure meter, were adjusted to a constant 
value by varying the potential applied to the tungsten lamp used as the light 
source. After exposure for four hours the riboflavin content of the milk 
samples was determined. 

The absorption spectrum of riboflavin in aqueous solution was also deter¬ 
mined for the above light range, as it was believed that a direct relation 
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should exist between the wave-lengths causing maximum destruction and 
those at which the greatest absorption occurred. A Beckman Quartz Spectro¬ 
photometer was used to determine the absorption spectrum. 

Control samples of powders in light-proof containers were maintained under 
comparable storage conditions whenever powders were exposed to visible or 
ultra-violet light. No decrease in riboflavin content occurred in any of these 
control samples during storage. 

Results 

The data for whole and for skim-milk powders were assessed by analysis 
of variance. No difference was observed between samples of whole or between 
samples of skim powders exposed to sunlight. The time of exposure had an 
effect on the whole milk powders but any change in skim powders was not 
assessed as significant. The results for samples exposed to sunlight are shown 
in Fig. 1. Marked destruction of the riboflavin occurred during the first 60 

SKIM WHOLE 


PLANT I ALL SAMPLES 

PLANT 2 



ffl O 


_L_ 

D 100 200 0 100' ' 200 

HOURS OF SUNLIGHT 

Fig. 1. The effect of sunlight on the destruction of riboflavin in milk powders from Plants 1 
and Z. 

hr., after which the rate of photolysis was greatly reduced. Skim-milk 
powders had higher riboflavin contents than whole milk powders and suffered 
greater destruction than the whole powders. Vitamin losses occurred at 
approximately equivalent rates in the skim-milk powders from the two plants, 
the initial differences being largely maintained throughout. 

Similar mathematical assessment of the data for powders exposed to ultra¬ 
violet light showed that the only significant difference was that between skim- 
milk powders from the two producers. Nevertheless, there was some evidence 
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of riboflavin destruction (Fig:. 2). The rate of destruction was about the 
same for both types of powders, since the curves for the skim and whole 
milk powders were practically parallel. The most pronounced difference in 
these comparisons was that resulting from exposure to the two different light 
sources. Sunlight caused a greater decrease in riboflavin content than ultra¬ 
violet light. 


SKIM WHOLE 



HOURS OF ULTRA-VIOLET LIGHT 

Fig. 2. The effect of ultra-violet light (3200 to 4200 A ) on the destruction of riboflavin in 
milk powders from Plants 1 and 2. 

Variations in the intensity of the energy falling on the samples had a 
marked effect on the rate of photolysis of the riboflavin in skim-milk powders 
as is evident from the data in Table I and from a comparison of Figs. 1 and 2. 
In whole milk powders, the differences in energy did not greatly affect the 
rate of destruction of the riboflavin. 


TABLE I 

Effect of variation in intensity of light on destruction of riboflavin; 

75 HR. EXPOSURE TO A 100 WATT TUNGSTEN LAMP 


Distance 
from lamp,Jt. 

Energy level, 
cal,/sq. cm./min. 

Riboflavin content (gamma/gm.) 

Skim-milk powder 

Whole milk powder 



Initial 

Final 

Initial 

Final 

1 

0.0036 

22.00 

12.50 

17.50 

10.00 

4 

0.0004 

22.00 

17.00 

17.50 

11.75 
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The data for the comparison of the destructive effect of wave bands between 
4200 and 5600 A are shown in Fig. 3. While all wave bands studied caused 
some destruction of the riboflavin, the greatest decrease occurred at the band 
having a principal wave-length of 4450 A. From Fig. 4 it can be seen that 
this wave-length corresponds approximately to a maximum in the absorption 
spectrum of riboflavin. 


22 


18 


14 


IO| 

4000 5000 6000 

WAVE LENGTH , A 

Fit.. 3. The effect of various wave-lengths of light on the destruction of riboflavin tn liquid 
skim-milk. (Riboflavin content calculated on basts of milk solids; initial value, 22 gamma 
per gm.). 

Discussion 

The destruction of riboflavin in the milk powders was much more rapid 
and complete owing to exposure to sunlight than it was as a result of exposure 
to ultra-violet light. This was believed to be due to the fact that the energy 
in the sunlight was much greater than that from the ultra-violet source, and 
also because the most destructive wave-lengths were not present in the ultra¬ 
violet light used in this experiment. The data in Table I showed that the 
greatest destruction occurred in the powders at the greatest level of light 
intensity. The effect was much more noticeable for skim-milk powders than 
it was for whole milk powders. 

The wave-length of the incident light was an important factor in the photo¬ 
lysis of riboflavin. The marked destruction of the vitamin due to sunlight 
action was probably partially attributable to the presence in sunlight of the 
destructive wave band around 4450 A. Further evidence of the significance 
of wave-length of the impinging light on the rate of riboflavin photolysis was 
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provided by the observation that when skim-milk pow r der was exposed to 
visible light and to ultra-violet light of equal intensity (0.0034 cal. per sq. cm. 
per min.) for the same length of time (75 hr.), 43% of the riboflavin was 
destroyed by the visible light, and only 10% was destroyed by the ultra¬ 
violet light. Only in the visible light was the destructive wave band around 
4450 A present. The fact that commercial irradiation of milk causes only a 
slight decrease in riboflavin content is possibly due to the absence of these 
destructive wave-lengths from the ultra-violet light used. 
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Fig. 4. The absorption spectrum of riboflavin in the range 2500 to 5500 A. 


The apparent decrease in the rate of destruction of riboflavin in the milk 
powders after prolonged exposure to sunlight has also been observed during 
the photolysis of alkaline solutions of pure riboflavin*. In the latter study, 
the results obtained from photofluorometric assays were not confirmed by 
microbiological determinations. Materials with chemical and fluorescent 
properties similar to those of riboflavin may have been measured as riboflavin 
in the photofluorometric analysis. Irradiation products of riboflavin have 
been isolated and identified (7, 8) and the fluorescent spectrum of one of 
these substances, lumiflavin, is similar to that of the vitamin (1, 2, 7, 13). 

The decrease in rate of photolysis may also be attributed to the formation 
of substances that protected the vitamin from further photolysis. This 
problem is receiving attention in these laboratories at the present time. 

* Gorham , P. Unpublished results. 
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LIQUID AND FROZEN EGG 

I. APPLICATION OF A FLUORESCENCE MEASUREMENT 
TO LIQUID AND FROZEN EGG 1 

By Margaret Reid 2 

Abstract 

The direct measurement of fluorescence on clarified sera collected as exudate 
from defrosting egg distinguished between samples of frozen egg of varying 
quality. The method may be useful in egg drying establishments where large 
quantities of frozen egg are available for test purposes. 

A similar serum was extracted from liquid and frozen egg by the following 
procedure. Approximately 50 nil. of fresh or thawed egg liquid was added to 
approximately 100 ml. of chloroform, mixed b> gentle swirling, allowed to stand 
two minutes, shaken vigorously for 30 sec., and immediately centrifuged for 
15 min. at 2000 r.p.m. The top layer, consisting of 15 to 20 ml. of red serum, 
was poured off and clarified by centrifuging for one minute, and the fluorescence 
of the clear serum determined. The latter measure consistently distinguished 
between samples of liquid and frozen egg of varying quality. The serum 
produced was less highly fluorescent than that obtained as exudate, and conse¬ 
quently the range between qualit) tvpes was narrowed. 

The sera extracted with chloroform from freshly broken eggs of good qualit} 
had a higher fluorescence than that extracted from the material after standing 
at temperatures of 30° to 90° F. for short periods. However, the fluorescence 
rose when deterioration became evident. Freezing of liquid egg resulted in a 
decrease in fluorescent materials. 

Introduction 

The seasonal production of eggs, coupled with large wartime commitments, 
has made it necessary to store unprecedented quantities in the form of frozen 
blocks. No suitable test has been available for estimating the quality of 
liquid or frozen egg. During a preliminary investigation the following 
methods were tried without success: reducing sugar values measured on a 
tungstic acid filtrate (5, pp. 416 and 438); acid-soluble phosphorus (5, p. 461); 
peroxidase value (3); the fluorescence (6) of tungstic acid and trichloracetic 
acid filtrates of egg melange (5, pp. 416 and 461); pH (8); fluorescence of the 
liquid egg, a modification of a technique applied to egg powder 64); loaf 
volume (7); foaming volume (7); and solids content (1). Palatability 
ratings on the frozen egg liquid, cooked as scrambled egg and scored by the 
methods used for reconstituted dried egg powder (6), were also of little value 
in distinguishing quality. Eggs frozen from material discarded as infertile 
after 7 to 10 days’ incubation were frequently preferred to a Grade A product. 

During the course of these investigations, it was observed that a pink 
watery serum separated from frozen egg while defrosting. A similar serum 
could be extracted from both the fresh and defrosted products by shaking 
with chloroform and centrifuging. Measurements of refractive index, pH, 

1 Manuscript received in original form August 21,1945, and, as revised, November 11, 1945 . 
Contribution from the Division of Applied Biology , National Research Laboratories , 
Ottawa, Issued as Paper No. 155 of the Canadian Committee on Food Preservation and as 
N.R.C. No. 1373 . 

* Biochemist, Food Investigations . 
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reducing sugar, and fluorescence were made directly on this extracted serum. 
Of these, only fluorescence showed promise as a possible measure of quality. 
The present paper describes the results to date of applying the fluorescence 
test to sera from samples of liquid and frozen egg of varying quality. 

Materials and Methods 

Materials 

The various qualities of liquid and frozen egg used are described in the 
tables. 

Methods 

In preliminary work, serum was obtained by collecting the exudate from 
thaw r ing egg. This material was clarified by centrifuging for one minute 
at 2000 r.p.m., and a fluorescence measurement was made on the supernatant 
fluid by methods previously described (6). However, 4 to 6 lb. of frozen egg 
was required to produce sufficient serum, and, moreover, no serum separated 
from egg frozen and stored for less than a month. 

Separation of a similar serum from all types of liquid and frozen egg was 
brought about by adding chloroform to the egg, shaking, and centrifuging. 
In the adapted procedure, approximately 50 ml. of fresh or thaw r ed egg liquid, 
which had been well mixed and strained, was added to approximately 100 ml. 
of chloroform, mixed by gentle swirling to avoid emulsification, allowed to 
stand for two minutes, shaken vigorously for 30 sec., and immediately centri¬ 
fuged for 15 min. at 2000 r.p.m. The top layer, consisting of 15 to 20 ml. 
of red serum, was poured off and clarified by centrifuging for one minute. 
The fluorescence of the clear serum was then determined. 

Results 

The results are given in Tables I to IV, in which the samples are listed 
in order of decreasing quality. 

In Table I the fluorescence values of sera obtained by seepage are compared 
with those of sera obtained by the chloroform extraction of materials repre¬ 
senting a wide range of quality. It will be noted that both methods showed 
an increase in fluorescence values as quality decreased. Fluorescence values 
for sera obtained by seepage were consistently higher than the values for 
chloroform-extracted sera. Chloroform extraction appeared to remove 
approximately one-third of the fluorescing materials. The higher fluorescence 
values for sera collected by seepage resulted in better differentiation between 
quality types; nevertheless the chloroform extraction procedure w-as used in 
the subsequent w r ork reported here because of its economy of time and 
materials. 

Table II show's the effect of storing egg liquid at temperatures ranging 
from 30° to 90° F. Although fluorescence of the sera increased with increasing 
storage temperature, storage at the lower temperatures apparently resulted in 
an initial decrease in fluorescing materials. This behaviour was supported 
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TABLE I 

Fluorescence of sera obtained from frozen egg after three months’ storage 


(Means of six measurements) 



Fluorescence 

Description of sample 

Sera 

extracted with 
chloroform 

Sera 

obtained by 
seepage 

Grade A (no off-odour) 

6.9 

9.4 

Grade C (definite off-odour) 

7.6 

11.9 

Grade C held in shell at room temperature for three 
weeks prior to freezing (definite off-odour) 

8.3 

17.5 

Incubator rejects* (strong off-odour) 

21.4 

33.0 

Grade A broken out and held at 80° F. for 36 hr. prior 
to freezing (extreme off-odour) 

38.8 

43.7 


‘ Infertile eggs rejected during incubation. 


TABLE II 

Effect of temperatures above freezing on 
fluorescence of sera extracted from 
LIQUID EGG STORED FOR 32 HR. 

(Means of two measurements) 


Description of sample 

Fluorescence of serum 

Initial, before storage 

10.6 

Temperature of storage, ° F. 


30* 

6.0 

40 

7.0 

50 

7.5 

60 

8.8 

70 

10.0 

80 

13.3 

90 

16.5 


* Held for 12 hr. only. 

by a subsequent observation that freshly broken eggs of good quality had a 
higher fluorescence than the same material after standing at 80° F. for 16 hr. 
in sterile containers (see Table IV). 

Similar behaviour is shown in Table III. Sera extracted from fresh Grade 
A eggs before freezing had a higher fluorescence value than sera similarly 
extracted from eggs candled as Grade A after five months’ commercial storage 
in the shell. It will be noted on examination of the standard deviations that 
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the variations between samples within each quality type were wide. This 
was not evident however where large batches of liquid egg were involved 
(Tables I and IV). It will also be observed in Table III that freezing con¬ 
sistently resulted in decreased fluorescence values. 

TABLE III 

Mean fluorescence and standard deviations for sera extracted 

FROM EGG BEFORE AND AFTER FREEZING 
(Means of 12 measurements) 


Fluorescence 


Description of sample 

Before freezing 

After freezing 

Mean 

Standard 

deviation 

Mean 

Standard 

deviation 

Grade A , one day old 

12.4 

1.63 

7 1 

0.60 

Grade A , stored five months at 30° F. 

10.9 

1.08 

10.0 

1.06 

Grade C, stored two months at 30° F. 

14 1 

2 63 

10 6 

1 39 

Incubator rejects, candled at four and seven 
days, held one week at 30° F. 

17.7 

2.53 

15.7 

1.22 


Table IV shows the fluorescence values for sera obtained from Grade A 
liquid egg, from similar material after standing, and from Grade C and lower 
grade materials. The fluorescence of serum extracted from freshly broken 
liquid egg distinguished between quality types, Grade C melange being well 
differentiated from Grade A. No deterioration could be detected either 
organoleptically or by the fluorescence measurement in liquid egg stored 16 hr. 
at 80° F. in sterile glass (see also Table II). 

These materials were then frozen and stored in the frozen state. Directly 
after freezing, the range in terms of fluorescence units was greatly narrowed— 
only two units separated Grade A and Grade C material. After storage at 
10° F., fluorescence values for Grade C and cracked eggs were lowered still 
further. However, this drop did not appear in the materials stored at 0° and 
—10° F. (the temperatures used commercially) with the result that differ¬ 
entiation was equivalent to that for freshly frozen material. As measured by 
fluorescence, only minor changes in quality occurred in frozen egg stored for 
six months at temperatures ranging from —10° to 10° F. 

Discussion 

Fluorescence measurements on the serum exuded by thawing egg are 
considered to have distinct promise as a quality control measure in egg drying 
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TABLE IV 

Fluorescence values of sera extracted from egg materials of varying quality 

BEFORE AND AFTER FREEZING, AND AFTER STORAGE IN THE FROZEN STATE 

(Means of two measurements) 



Quality of materials used 

Treatment 

Fresh 
Grade A * 
(no off- 
odour) 

Grade A 
held 16 hr. 
at 80° F. in 
sterile glass 
prior to 
freezing 
(no off-odour) 

Grade C 
(sflight 
off-odour) 

Cracked 

eggs 

(definite 

off-odour) 

Musty 

eggs 

(strong 

off-odour) 

Incubator 

rejects 

(very 

strong 

off-odour) 

Mean 
values for 
treatments 

Before freezing 

10 0 

6 3 

14 0 

15 0 

32 0 

58 2 

22 6 

After freezing 

6 1 

5 6 

8 0 

11.6 

14 5 

32 5 

13 1 

Three months storage at 
10° F. 

6 1 

6 4 

7 0 

8 5 

14 0 

27 0 

11 5 

0° F. 

6 5 

7 0 

8 6 

8 9 

14 0 

26 0 

11 8 

— 10° F. 

6 7 

7 2 

9 4 

11 8 

16 4 

31 0 

13 8 

Six months storage at 

10° F. 

6.3 

6 5 

7 0 

9 7 

15 9 

33 0 

13 1 

0° F. 

6.3 

6 2 

7 6 

11 5 

15 2 

30 5 

12 9 

-10° F. 

6 6 

6 5 

7 8 

9 5 

17 0 

35 5 

13 8 

Mean values for quality 
types 

6 8 

6 5 

8 7 

10 8 

17 4 

34 2 

— 

Duplicate erior 

±03 

± 1 0 


* Means of six measurements. 

plants. The fact that no serum separates from frozen egg stored for less 
than a month, and that 4 to 6 lb. is required for a measurement, make the 
measure unsuitable for most investigational purposes—but these restrictions 
do not apply to quality control in egg drying establishments, since the frozen 
egg is usually stored for more than a month before drying, and all the frozen 
material has to be thawed in any event before it can be used. 

For investigational purposes, chloroform-extracted sera avoid expense in 
time and materials. This adapted procedure gives less critical results, but 
nevertheless appears to offer some discrimination between the quality of 
samples of both liquid and frozen egg. A more precise evaluation of the 
measure will be made in forthcoming papers of this series 
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HEAT TREATMENT, MOISTURE CONTENT, AND MATERIALS ON 
THE QUALITY OF DRIED SUGAR-EGG MIXTURES 1 

By R. L. Hay 2 and Jesse A. Pearce 2 

Abstract 

Deterioration in quality was assessed by fluorescence, potassium chloride, pH, 
and foaming volume measurements. 

Dried egg powder (moisture content, 2.8%), containing 33% sugar, and 
control samples of plain egg powder (moisture content, 3.9%) were stored at tem¬ 
peratures of 80°, 100°, 120°, and 140° F. for seven days. At 140° F. the addition 
of sugar inhibited the initial, but not the secondary, fluorescence development 
observed in the plain egg powder and retarded deterioration as assessed by other 
measurements. At temperatures of 120° F. and lower, the presence of sugar had 
a marked effect in retarding decrease in quality in egg powder as assessed by all 
quality tests used. Interpretation of the results in terms of commercial drying 
practices indicated that cooling shortly after drying was less important for 
sugar-egg pow der than it was for plain egg powder. 

Dried egg powder containing 33% sugar was adjusted to moisture levels of 
1 4, 2.8, and 3 2% and stored at 80° and 120° F. for seven da>s. The rate of 
deterioration in quality of sugar-egg powder increased markedly with both 
moisture content and temperature. Egg powder containing 1 4% moisture 
maintained higher quality at both temperatures for a longer period than powders 
at either 2.8 or 3.2% moisture levels. It is recommended that sugar-egg 
powder be dried to the lowest moisture content compatible with the production 
of good quality powder, certainly to a moisture content of less than 2 8%, and 
preferably to 1 4%. 

Loss in quality was less for sugar-egg powders (moisture content, approxi¬ 
mately, 2.3%) prepared with granulated sugar than for those prepared with 
sucrose syrup, when stored at 80°, 100°, 120°, and 140° F, for seven da\s. In 
addition, powder made from fresh shell eggs w f as more desirable than powder 
prepared from frozen melange. It is recommended that sugar egg powder be 
prepared from a mixture of sugar in granulated form and melange from fresh shell 
eggs. 


Introduction 

Eggs in powdered form have become a well known commodity duiing, the 
war years. The production of egg powder in Canada during pre-war years 
was almost negligible but it is probable that the demand for this product will 
be increased during the post-war period. However, the extent to which this 
commodity competes successfully w r ith other egg products during normal 
times will depend largely on how well its quality can be maintained, not 
only during production but also during subsequent handling and storage. 

In a recent communication it was observed that the addition of sucrose to 
egg powder, prior to drying, was effective in delaying fluorescence develop¬ 
ment at temperatures of 118° F. and lower (9). Present indications are that 
this sugar-egg powder will find a ready peacetime market for baking and other 
trade purposes. 

1 Manuscript received September 29 , 1945 . 

Contribution from the Division of Applied Biology . National Research Laboratories , 
Ottawa. Issued as paper No. 156 of the Canadian Committee on Food Preservation and as 
N.R.C. No. 1382. 

2 Biochemist , Food Investigations. 
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Previous investigations have shown that temperature and moisture content 
were major factors in the preservation of dried foods. Earlier studies showed 
that rapid cooling of plain egg powder to a temperature of 80° F. or less within 
three hours of leaving the drier was important if high quality were to be 
maintained (14, 15, 16). Lowering the moisture content prolonged the 
storage life of this powder (7, 15) but even at the low level of 1.4% moisture, 
dried egg deteriorated in a relatively short time when stored at temperatures 
of 99° and 118° F. (13). Moisture levels of 2% and less were believed desir¬ 
able, but Canadian commercial drying operations did not permit the attain¬ 
ment of these lower levels. 

Some sugar-egg powder is being produced in Canada at the present time. 
Current drying practice favours the production of sugar- egg from melange 
to which sucrose syrup rather than granulated sucrose has been added,although 
no comparison of the relative qualities of the final products has been made. 
Furthermore, no attempt has yet been made to compare the quality of sugar- 
egg powder prepared from shell eggs with that prepared from frozen melange. 

Since sugar in egg held an inhibitor} 7 effect on fluorescence development, it 
was of interest to determine whether sugar-egg was as susceptible to heat 
deterioration as plain egg powder, to compare the effect of various moisture 
contents on the quality of sugar-egg powders, and to make some assessment 
of the function of sugar in this product. This report also describes the effect 
of heat treatment on sugar-egg powders produced from the following: (a) shell 
eggs and sucrose syrup, ( b ) shell eggs and granulated sucrose, (r) frozen 
melange and sucrose syrup, and ( d) frozen melange and granulated sucrose. 

Comparisons of plain and sugar-egg powder in this study were made on 
the assumption that the moisture was almost entirely contained in the egg 
fraction of the sugar -egg. Reference to equilibrium relative humidity data 
for egg powder showed that, at room temperature and about 3% moisture, 
the relative humidity over a sample of plain egg powder would be about 15% 
(5). Reference to similar data (4) for sugar at 25° C. indicated that com¬ 
mercial sucrose (containing 0.05 to 0.2% invert sugar) would not begin to 
take up moisture until a relative humidity of about 70% was reached. Even 
if inversion occurred during the drying process, it is unlikely that moisture 
would be elsewhere than in the egg pow'der, since sucrose containing 10% 
invert sugar does not begin to take up moisture until a relative humidity of 
about 25% is reached. 

Materials and Methods 

The powder containing 33% sugar (dry matter basis) and the plain egg 
powder used in the heat treatment study were obtained from the same com¬ 
mercial Canadian source. These samples were tempered in the laboratory to 
a moisture content of approximately 4%, calculated on the basis of egg solids. 
The actual moisture content of the sugar-egg was 2.8%; the plain egg, 3.9%. 
The sugar-egg powder used in the moisture study was obtained from the 
same Canadian producer, and was tempered to moisture levels of 1.4, 2.8, 
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and 3.2%. Calculated on the basis of egg solids, the moisture contents 
were 2.1, 4.0, and 4.6% respectively. After the moisture adjustment had 
been completed samples of these powders were packed in tin-plate (air as 
headspace gas), stored at temperatures of 80°, 100°, 120°, and 140° F. and 
removed for analysis after one, two, five, six, and seven days. 

The powders prepared from various mixtures (sugar content, 33%, dry 
w r eight basis) were obtained from another Canadian producer and adjusted 
in the laboratory to approximately the same moisture level (actual moisture 
content between 2.2 and 2.4%). Samples of these powders w^ere also 
packed in tin-plate (air as headspace gas), stored at 80°, 100°, 120°, and 
140° F., and removed for analysis after one, two, three, four, five, six, and 
seven days. 

All powders w r ere prepared on a cone type spray-drier. The choice of 
producers w r as a matter of convenience only. The drying temperatures were 
those believed most desirable for the respective pieces of equipment. 

The quality of the pow r ders was evaluated by measurement of fluorescence 
(8), potassium chloride value (12), pH (12), and foaming volume; the last 
was believed to provide a method of assessing the baking quality. The 
procedure for measuring the foaming volume of the plain egg samples was 
the same as that reported in an earlier study (11). For the sugar egg samples, 
the foaming volume was assessed as follows: 40 5 gm. of the pow T der was 
mixed thoroughly w r ith 75 ml. of distilled water. Best results w'ere obtained 
by adding a small amount of the waiter to the powder, whipping the mixture 
manually into a thick homogeneous paste, and then pouring in the remainder 
of the water. The mixture w^as beaten at the highest speed in a “Mixmaster” 
for 10 min., and the volume of the foam measured in a graduate. Although 
the tw T o methods used were not comparable, it w r as felt that relative differences 
occurring during storage w r ould be apparent. 

Results 

The Effect of Heat Treatment 

The relative effects of temperature and storage time on the quality of both 
types of egg powders were evaluated by means of analyses of variance. The 
significant results are shown graphically in Figs. 1 a and 1 b. Fluorescence 
values increased and potassium chloride values, pH values, and foaming 
volume decreased with both storage temperature and time. 

At least two separate reactions may occur during the development of 
fluorescing materials in plain egg powder, since the previous curves have shown 
a definite break or irregularity during the formation of fluorescing substances 
(14). This has suggested the possible presence of an initial and a secondary 
reaction. In the present study, curves for the fluorescence development in 
materials containing no sugar showed evidence of two reactions, but the 
presence of sugar appeared to retard the initial reaction. 

At temperatures of 120° F. and lower, sugar had a marked effect in reducing 
the rate at which fluorescence developed. Sugar-egg at 140° F. attained the 
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EGG POWDER,4% MOISTURE SUGAR EGG P0WDER,4% MOISTURE 



STORAGE PERIOD, DAYS 



Fig. la. Effect of heat treatment on fluorescence values and potassium chloride values of 
plain and sugar-egg powders with a moisture content of 4%, calculated on the basis of egg 
solids present. (Actual moisture content of sugar-egg powder , 2 8%.) 


same maximum value as plain egg, but the curve indicated retardation, 
elimination, or alteration of the first stage of the fluorescence reaction (Fig. la). 
At 140° F., the presence of sugar reduced the development of fluorescence by 
about one-half after storage for one day. 

Earlier work had shown that sugar reduced fluorescence development 
during the first two weeks’ storage at 118° F. and during eight weeks’ storage 
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Fk.. lfr. Effect of heat treatment on pll and foaming volume of plain and sugar-egg 
powders with a moisture content of 4%, calculated on the basis of egg solids present (Actual 
moisture content of sugar-egg powder, 2 8%). 


at lower temperatures (9). The present study showed that sugar effectively 
retarded fluorescence development during seven days’ storage at 80°, 100°, and 
120° F. 

The maximum fluorescence value allowable for Canadian Grade A plain 
egg powder has been established at 24, and that for Grade B at 57 (3). Prime 
quality sugar-egg powder stored at 80° F, remained at a lower fluorescence 
level than that of plain egg during the entire period of seven days (Fig. la). 
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At 100° F., high quality was maintained in the sugar-egg five days longer 
than in the non-sugar powder. Best quality sugar-egg powder stored at 
120° F. decreased to Grade B quality in 48 hr., while only about eight hours 
were required for a similar deterioration in plain egg powders. At 140° F., 
sugar appeared to have an inhibitory effect sufficient to delay deterioration 
for several hours. 

Fluorescence development as depicted in Fig. 1 a revealed that sugar added 
to egg powder before drying provided a beneficial effect on quality. Since 
sugar-egg powder was less susceptible to heat treatment it appeared that 
cooling to 80° F. shortly after drying would not be as important for sugar- 
egg as it is for plain egg. 

The solubility of plain egg powders in a 10% potassium chloride solution 
decreased when either temperature or storage time was increased, and this was 
believed due to thermal decomposition of a fat-protein complex and denatur- 
at ion of the egg protein (14). 

In this study (Fig. la), the solubility of plain egg decreased during storage 
at all temperatures, the most marked change occurring in the first two days 
at 140° and 120° F. Subsequent changes at these temperatures were rela¬ 
tively slow; this indicated that the denaturation processes may have been 
approaching completion. The presence of sugar in egg powder appeared to 
provide the most protection at 80° and 100° F., and a comparison of the curves 
for sugar-egg and plain egg powders at 120° F, also showed evidence of some 
preservative action. 

Correcting the potassium chloride values of sugar-egg powder for the 
presence of added sugar indicated that about 80% of the egg solids were 
soluble, which is about the same quantity usually soluble in fresh plain egg 
powder. After two days at 140° F., plain egg powder was only 20% soluble, 
but the egg fraction of sugar-egg powder was still about 40% soluble. This 
indicated that the presence of sugar in some way retarded or impeded thermal 
decomposition of the fat-protein complex or protein denaturation. 

It has been reported that a decrease in pH accompanied quality deterioration 
in egg powders (12, 14). Further evidence of this is apparent in F"ig. l£>. 
The pH of the plain egg powder decreased at all temperatures, with the greatest 
reduction occurring during t he first five days at 140° F. The stabilizing effect 
of sugar as indicated by an almost constant pH was most evident at tem¬ 
peratures of 80° and 100° F. Sugar had a slightly beneficial effect at 120° F., 
but less at 140° F. These observations agreed with, and supported, the results 
obtained from the more sensitive fluorescence and potassium chloride tests. 

For the plain egg powder the decrease in foaming volume at both 80° and 
100° F. was relatively small, and of approximately the same order of mag¬ 
nitude. At 120°F. the decrease in this attribute was greater than at the 
lower temperatures, but the greatest change occurred in the plain egg during 
the first 24 hr. at 140° F. The subsequent changes at the high temperature 
were extremely slow; this indicated that the components responsible for the 
foaming property had been altered rapidly. 
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Although the techniques for determining foaming volume differed for 
plain and sugar-egg, and a marked increase in foaming volume is known to 
result from the addition of sugar to egg powder prior to drying, it was felt 
that the relative changes noted here were comparable (1). At 80° and 100° F. 
the foaming volumes of sugar-egg remained approximately equal to the initial 
value during the entire storage period. At 120° F. the foaming volume of 
sugar-egg powder decreased only 46 ml. after seven days in storage. Under 
the same conditions, the foaming volume of the plain egg powder decreased 
145 ml. Thus, sugar had marked effect in maintaining high foaming volumes 
at 120° F. At 140° F. total loss of the components responsible for the foaming 
quality appeared to have been postponed several days owing to the presence 
of sugar. 




Fig. 2a. Effect of heat treatment on fluorescence values and potassium chloride values of 
sugar-egg powder having actual moisture contents of 1 4, 2.8, and 3.2%. 
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The Effect of Moisture Content 

The effect of moisture content on the quality of sugar-egg powders was 
also evaluated by means of analyses of variance, and the significant results 
are shown graphically in Figs. 2a and 2b. The general effects of temperature 
and storage time noted in the heat treatment study were again observed in 
this study. Powder containing 1 .4% moisture was better initially, except for 
foaming volume, and remained superior to the other powders during storage. 
The 3.2% powder produced the highest initial foaming volume but after the 
sixth day in storage deteriorated to a level below that of the lower moisture 
powders. 

The rate at which the fluorescence value increased was roughly proportional 
to the moisture content. At 80° F., egg powder with a 3 2% moisture 
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content remained at a higher fluorescence level than either the l .4 or 2.8% 
powders throughout the storage period of one week. At 120° F., powder 
containing 1.4% moisture had an initial fluorescence value of 17 and this 
increased linearly to a final value of 30 after the seventh day of storage. 
The 2.8 and 3 2% powders deteriorated at approximately the same rate 
during the first few days but attained final fluorescence values of 39 and 48, 
respectively. The 2.8 and 3.2% powders had attained a fluorescence value 
of 24, the maximum value allowable for Canadian Grade A egg powder (3), 
after two days of storage at 120° F., while five days were required for a similar 
deterioration in the 1.4% powder; this indicated that drying sugar-egg to a 
low moisture content might extend the life of the product about two and one- 
half times. 

Egg powder containing 1.4% moisture and stored at 80° F. for seven days 
had a higher solubility than either the 2.8 or 3.2% powders. The solubility 
of the egg powders at all three moisture levels decreased more rapidly during 
storage at 120°F. than during storage at 80°F., with the most marked decreases 
occurring in powders with moisture contents of 2 8 and 3.2%. A comparison 
of the curves (Fig. 2a) for powders stored at 120° F. showed that loss in solu¬ 
bility in the 1.4% powder was approximately one-third that in the 2 8 and 
3.2% powders after storage for one week. 

Sugar—egg powders containing 1 .4%; moisture maintained higher pH values 
for a longer period than those powders at either 2.8 or 3.2% moisture levels 
(Fig. 26). At 120° F., the decrease in pH was most rapid for the powder 
with 3.2% moisture. The powder with 1.4% moisture maintained the 
highest pH level during the entire storage period. 

These results of foaming volume measurements on the stored powders were 
slightly different from those shown by the previous measurements. During 
the first few days 3.2% moisture appeared to be most desirable but after 
seven days the foaming volumes of this powder had decreased rapidly to a 
level below that of the 1 .4 and 2 8%, powders. The curves indicated that this 
initial beneficial effect was of short duration and that after an extended 
storage period the powder containing the lowest moisture would be most 
desirable. Extended studies on the change in foaming volumes of sugar- 
egg powders are currently under investigation in these laboratoties. 

Effect of Materials Used 

The effects of temperature, storage time, method of adding sugar, and prior 
condition of melange, on quality of the sugar- egg powder were also evaluated 
by means of analyses of variance. Although initially the powders did not 
differ in quality, every test used on the stored samples showed significant 
differences to result from the different materials used (Tables I and II) 
Differential behaviour of significance is shown in Figs. 3 and 4. Both the tables 
and the figures contain mean values of each variable, as calculated over all 
others for the whole experiment. 



HAY AND PEARCE: DRIED WHOLE EGG POWDER. XIX 


177 


TABLE I 

Effect of heat treatment on sugar-egg powders prepared from shell eggs and 

FROM FROZEN MELANGE 


Testing method 

Mean value for powder prepared from 

Shell 

eggs 

F rozen 

melange 

Initially 

After 

storage* 

Initially 

After 

storage* 

Fluorescence value 

20 0 

30 2 

22 2 

27 4 

Potassium chloride value 

86 4 

79 3 

87 3 

77 8 

Foaming volume 

632 

611 

602 

568 

pH value 

8 64 

8 42 

8 57 

8.36 


* Averaged over all storage times and temperatures. 


TABLE II 

I I f'LCl OF HI- \ F TREATMENT ON SUGAR -EGG POWDERS PREPARED WITH SUGAR AND WITH SYRUP 


Mean value of powder prepared with 


Testing method 

Granulated sugar 

| Syrup 

; 

Initially 

After 

storage* 

Initially 

1 

Alter 

storage 1 

h luoreseence \ alue 

20 5 

28 2 

21 7 

29 6 

Potassium chloride \alue 

87 3 

79 2 

86 0 

77 9 

Foaming volume 

638 

623 

600 

556 

pH value 

! 8.64 

8 44 

1 8 56 

8 34 


* Averaged over all storage times and temperatures. 


The rate of deterioration in all powders increased with both temperature 
and storage time (Fig. 3), and the trends observed were similar to those noted 
in the earlier study (Figs 1 a and 16). Comparison of the curves in Fig. 3 
with those in Figs, la and It shows the beneficial effect of a reduction of 
0.5% in moisture content. 

The initial measurements showed small differences between the various 
samples of the dried product, and all but the fluorescence measurements on 
the stored powders supported the evidence that shell egg produced a better 
dried material than frozen melange (Table I). However, another investigation 
in these laboratories has shown that freezing reduces the fluorescence of 
liquid egg (10) and also reduces the intensity of the light given off by fluorescing 
materials isolated from egg powder (2). Therefore, the low fluorescence 
values for stored powders prepared from frozen material do not nectesarily 
indicate high quality. The superiority of shell egg over frozen egg w^as 
shown most markedly by potassium chloride and foaming volume measure- 
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Fig. 3. Average effect of heat treatment on fluorescence values , potassium chloride values, 
pH, and foaming volume of sugar-egg powder prepared from shell and frozen eggs using 
sucrose crystals and sucrose syrup. Actual moisture content of these samples was about 2 J%. 
Comparison with Fig. la indicates the improvement resulting from 0.5% reduction in 
moisture content. 

merits. Freezing the melange apparently made some of the soluble con¬ 
stituents, possibly those responsible for the aerating properties in egg, less 
stable. This is receiving further consideration in these laboratories. 

Sugar-egg powder prepared by adding sugar appeared slightly better 
initially than the product prepared from syrup, and when the powders were 
stored^these differences became significant as assessed by all measurements 
(Table II). The initial 38 ml. difference in foaming volume values was con¬ 
sidered most important, especially as sugar-egg is used only for baking. In 
addition, this difference was accentuated by the storage treatment. 
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I ; iu. 4. Average effe<t of tern pern lure on some of the quality measurements applied to 
sugar egg powder prepared from shell and frozen eggs , using sucrose crystals and sucrose 
syrup Actual moisture content of these samples was about 2 3%. 


The effect of temperature on the fluorescence and foaming volume measure¬ 
ments of sugar-egg powders made from shell egg and from frozen melange, 
is presented graphically in Fig. 4. Powder produced from frozen melange 
had lower fluorescence values at all storage temperatures studied. At 80°, 
100°, and 120° F. increases in fluorescence were slight and approximately 
parallel, while at 140° F. both showed very rapid increases in fluorescence 
development. The divergence of the curves indicated that powder from 
frozen melange developed fluorescing substances more slowly as the storage 
temperature was increased from 120° to 140° F. The foaming volume curves 
showed the pronounced superiority of shell eggs over frozen melange as a 
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component of sugar-egg powder when subjected to storage temperatures 
of 80°, 100°, and 120° F. 

Sugar-egg powder prepared with syrup and stored at elevated temperatures 
was more susceptible to deterioration than the product made with granulated 
sugar (Fig. 4). Although the foaming volume of the latter product, after 
storage at 80° and 100° F. was better by only about 35 ml., this difference 
progressively increased to approximately 125 ml. at 140° F. Since a decrease 
in pH also accompanies quality deterioration it is evident from the pH curves 
that egg powder prepared with syrup deteriorated more rapidly than that 
prepared with sugar, when the powders were stored at 100° and 120° F. 
At 80° and 140° F. the difference between mean pH values, although favouring 
the powder prepared with sugar, was very small. 

Discussion 

The results of the heat treatment study show that the addition of sugar to 
egg prior to drying helps to maintain tho.se qualities desirable for baking 
Cooling after drying was less important for sugar-egg powder than it was for 
plain egg. Nevertheless, it is believed desirable to maintain the cooling 
practices in current use by industry. 

The results of the moisture study indicated that the water content of sugar- 
egg powder should be below 2.8% and preferably about 1.4% if quality com¬ 
parable to that of fresh egg powder is to be maintained during storage. 

For comparison of the effect of moisture content in sugar-egg powder there 
was no need to correct fluorescence and potassium chloride values for the 
presence of added sugar, since all measures were relative. However, to 
compare plain and sugar-egg powders some adjustment was necessary. This 
has been done for the potassium chloride values shown in Fig. 5. Since the 
increase in fluorescence due to the caramelization of the sugar was difficult to 
evaluate, no correction was made for the fluorescence values of sugar-egg 
powder. However, it was believed that even if this correction were made the 
fluorescence curves in this figure would be only slightly altered and the con¬ 
clusions would be much the same. 

Since the sugar in the dried product can be assumed to have a negligible 
moisture content, all the moisture in sugar-egg powder is probably in the egg 
fraction. It is possible that the moisture may be equally distributed through¬ 
out both sugar and egg fractions, and the beneficial effects attributable to 
sugar may be due to the ability to dry to a low moisture content, thereby 
reducing the moisture in the egg fraction. The solid circles and squares shown 
in Fig. 5 represent an interpolated value for plain egg powder at 3.5% moisture 
and 120° F. from data previously reported (14) and an actual value for plain 
egg powder at 3.9% moisture and 120° F. from the heat treatment study, 
determined after two days’ storage. The fluorescence increment and potas¬ 
sium chloride decrement of sugar-egg powders indicated that this product 
when stored at 120° F. changed by about the same amount as plain egg 
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powder stored at 110° F. for the same time and certainly much less than can 
be expected for plain egg powder stored at 120° F. This comparison indicates 
that sugar exerts a pronounced beneficial effect separate from any suggestion 
of low moisture content in the egg fraction attributable to distribution of 
the moisture between the egg solids and the sugar solids. 



Fk. 5 Effect of moisture content and added sugar on the fluorescence and potassium 
thloride values oj dried egg powder after two days' .storage. Curve 1 — sugar-egg stored at 
120 F.; moisture content calculated on basis of egg solids. Curve 2 sugar-egg (actual 
moisture content) stared at 120 ° F. Curve 3 -plain egg powder (actual moisture content) 
stored at 110* F. {15 I. ■ Plain egg powder , 3.9% moisture, from heat treatment study , 
storage temper at me 120° F. • Plain egg powder , 3 5% moisture , value interpolated for 
120' F. from data previously reported (14). 

Some physical or chemical combination may occur between sugar and the 
components of the egg, and provide protection to the product not only during 
the drying process but during subsequent handling. Although the nature of 
this combination is at present in doubt, the practical aspects are of significance, 
and are receiving further attention in these laboratories. 

The results of the study on powder prepared in different ways showed that 
the storage life of sugar-egg powder was improved by adding granulated sugar 
instead of syrup to the liquid egg prior to drying. This may be explained on 
the basis of drying operations* The mixture made with syrup had a higher 
moisture content than the mixture prepared with .solid sugar. Therefore, to 
obtain the same production rate in terms of solids requires a higher drying 
temperature (4, 12, 17), and corresponding deterioration in the product would 
be expected. To obtain drying at the same inlet and outlet temperatures 
necessitates reduction in melange input. If it is assumed that the liquid 
particles from the egg-syrup mixture are identical in size with the liquid 
particles from egg-sugar mixture, the dried particles would be smaller, settle 
more slowly and, as a result, may be exposed to a longer period of heating 
in the drier, thus causing reduction in quality of the product. 
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This study also showed that melange from fresh shell eggs produces a 
sugar-egg powder superior to that from frozen melange. Egg melange is a 
colloidal complex containing in solution proteins, fats, a trace of sugar, 
lecithin, and about 1 % of salts. It is known that colloids when frozen do 
not normally recover their original state on thawing, a phenomenon that is 
probably due to precipitation or coagulation of the proteins during freezing. 
It has been observed that egg yolk, frozen, stored below —6° C. for a reason¬ 
able time and then thawed, lost its fluidity and passed into a viscous condition 
with a reduced volume (6). A similar treatment caused the white to separate 
into liquid and viscous parts with the former increasing at the expense of the 
latter by an amount depending upon the temperature and storage time. 
The rate of freezing and thawing of the egg has also been found to affect the 
composition of the resulting melange (6). These changes may be responsible, 
in part at least, for the differences in behaviour of powders prepared from 
shell egg and from frozen melange. 
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LIQUID AND FROZEN EGG 

II- METHODS OF DETERMINING SOLIDS CONTENT OF LIQUID 
AND FROZEN EGG 1 

By C. G. Lavers 2 and Jesse A. Pearce 3 

Abstract 

Solids content of liquid <gg prepared from shell egj?s having different histories 
was measured by the official A.O.A.C. vacuum oven method and compared with 
measurements of specific gra\ itv and n tractive index. Specific gravitv measure¬ 
ment s» were the least satisfactory, but may provide a rough check on solids 
content. Refractive index measurements following treatment with ammonium 
hydroxide were a more satisfactory measure of solids content than the same 
measurement on liquid egg after treatment with trvpsin solution 

Relations between the solids content of defrosted frozen egg and unfrozen 
liquid egg and refractive index, as ditetmmed with a Zeiss sugar refractometer 
and with a hand sugar refract ometer, weie calculated for the method involving 
the addition of ammonium h\dioxide. The relation, solids refractive-index, 
for unfrozen liquid egg differed from tin relation for frozen egg However, tin* 
method provided a rapid, convenient, and accur.ite means for determining solids 
content. 


Introduction 

In recent years dried egg production has increased markedly. Since drying 
capacity is limited, all the eggs produced during the peak laying season cannot 
be dried or used immediately. Much of this egg is frozen and held in storage 
for subsequent drying, or for use as thawed liquid egg by bakers and others. 
One problem of importance in drying and freezing liquid egg is that of a rapid 
test for the solids content. The use of refractive indices for this purpose 
has been described (4). 'The present paper compares two of these refract o- 
melric methods (2, 4) and a hvdrometric method with the official A.O.A.C. 
vacuum oven method (1, p. 308). 

Materials and Methods 

Preliminary experiments indicated that liquids prepared from eggs having 
different histories differed in their initial solids content, and in their behaviour 
on dilution. Therefore, dilutions of liquid prepared from eggs with a variety 
of histories were used in this study. To compare the various methods, the 
following eggs were used: currently available Grade A large summer eggs; 
Grade A large summer eggs obtained within one day of laying; Grade A large 
spring eggs, stored at 0° C. (32° F.) for three months (all grades refer to 
condition of eggs before storage); Grade A large spring eggs held in commercial 
storage for three months; Grade A large spring eggs stored at 0° C. for three 
months followed by two weeks at 21.1° C. (70° F.); currently available 

1 Manuscript received September 28, 1945. 
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Grade A pullet summer eggs; and Grade C summer eggs. To obtain a more 
representative sample, eggs of the following grades were added to the above 
in determining the final relation between refractive index and solids content; 
Grade A large early spring eggs; Grade A pullet spring eggs; Grade C spring 
eggs. In addition, frozen egg of five different grades, ranging from top quality 
to mouldy, was used in the investigation. 

All samples of both liquid and defrosted frozen egg were prepared for 
analysis by mixing with a “Mixmaster” at low speed. The official A.O.A.C. 
vacuum oven method for determining solids content (1, p. 308) was used as a 
standard against which the various methods were compared. 

Specific gravities were determined using a hydrometer having a range of 
1.000 to 1.070 (60°/60° F.). In making the determination, it was found 
necessary first to remove the foam from the surface of the liquid egg, allow 
the hydrometer to sink gently in the liquid to a steady position, then push it 
down one or two scale divisions and let it rise to an equilibrium position. 
Through a series of 35 determinations at temperatures ranging from 10° to 
35° C. (50° to 95° F.) the temperature gradient was observed to be **“0.00032 
specific gravity units per °C. rise in temperature ( — 0.00018 units per °F.). 
Using this figure, all determinations were corrected to give specific gravity at 
15.6° C. (60° F.). 

The two refractometric methods used have been described (2, 4). One of 
these depended on an enzymatic (trypsin) digestion (4), the other on the use 
of an electrolyte, 28 to 29% reagent grade ammonium hydroxide (2). The 
former method involved the use of a trypsin solution (trypsin, 500 gm.; water, 
770 ml.; and 0.25 N sodium hydroxide, 800 ml.), having a refractive index of 
1.377 at 30° C. To 10 gm. of whole egg, 1.8 ml. of this solution was added, 
followed by thorough mixing. Several drops of the mixture were placed on the 
prisms of the refractometer and after 30 sec. the refractive index was read. 
The latter method required the addition of 10 drops of ammonium hydroxide 
to 20 ml. of the egg sample, mixing, and determination of the refractive index 
as before. All refractive indices were determined at 30° C. ± 0.5° C. 

For the major portion of this work a Zeiss sugar refractometer was used. 
In addition, the use of a hand refractometer was considered as a more con¬ 
venient method for plant purposes. This instrument was a Bausch and Lomb 
hand sugar refractometer, reading from 0 to 60% sugar. 

Results 

Comparison of Methods 

Refractometric and hydrometric measurements showed a high correlation 
with solids content as determined by the official A.O.A.C. vacuum oven 
method. Equations expressing the relation between these rapid determina¬ 
tions and per cent solids in liquid egg, and estimations of the error that would 
be involved in using them to predict solids content, are given in Table I. 
While the equations relating solids content in any one type of egg to the other 
measurements differed somewhat in slope (Figs. 1,2, and 3), these differences 
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TABLE I 

Equations, with errors of prediction, relating per cent solids in liquid egg ( y ) to 

VALUES HY RAPID METHODS ( X ) 


Method 

Equation 

Error of prediction, 

% solids 

Specific gravity (hydrometric) 

y = 793.02 x - 794 77 

± 1.3 

Refractive index (enzymatic) 

y - 678 04 .v - 907.94 

± 0 66 

Refractive index (electrolytic) 

y = 574.75 .v - 766 02 

L 0 42 



Fig. 1 . Relation between solids content of liquid egg and specific gravity. 

Key 

□ Grade A large summer eggs obtained within one day of laying. 

■ Currently available Grade A large summer eggs . 

[] Currently available Grade A pullet summer eggs. 

O Grade A large spring eggs held three months at 0° C. (32° F.). 

# Grade A large spring eggs held three months in commercial storage. 

© Grade A large spring eggs held three months at 0° C. t then two weeks at 21 1° C. 
(70.0° F.). 

A Grade C summer eggs. 
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Fig. 2. Relation between .solids content of liquid egg and refractive index after treatment 
with trypsin (Key m caption for Fig. 1.). 

did not hinder combination of the data to establish the mean relations shown 
in the figures. These equations are based on equal numbers of determinations 
performed on identical samples, and are of value chiefly for comparative 
purposes. Best estimate equations recommended for predicting solids content 
from refractive index (electrolytic method) are discussed later. 

The error in determining solids content by the specific gravity method was 
of sufficient magnitude to preclude its use, except as a rough check. It was 
evident that differences resulting from previous history exerted a pronounced 
influence on the relation obtained. This method was unsatisfactory for 
frozen egg owing to the lack of homogeneity in the thawed material. Attempts 
at homogenizing the melted egg resulted in the incorporation of air into the 
product, which did not pass off even on long standing, thereby preventing 
accurate determinations. 

Both refractometric methods were relatively satisfactory (Table I and 
Figs. 2 and 3). Refractive index measurements on liquid egg after treatment 
with ammonium hydroxide was the most satisfactory of the methods investi¬ 
gated. The accuracy of prediction was somewhat better. The use of 
ammonium hydroxide rather than the trypsin solution was simpler from the 
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Fk;. 3. Relation between solids content of liquid egg and refractive index after treatment 
with ammonium hydroxide. (Key in caption for Fig. I.) 

point of view of laboratory technique, and in addition gave a more easily 
readable field in the refractometer. 

Before putting any of the above determinations into practical use as a 
standard method of measuring solids in liquid egg, it would be advisable 
to evaluate differences of technique existing between laboratories. The cali¬ 
bration curves shown in Figs. 2 and 3 are approximately 0.5 and 1% lower 
respectively than those previously recorded (2, 4). This disagreement may 
be attributable to the different methods of obtaining liquid egg of varying 
solids content. 

Best Estimate Equations 

Since the initial comparison showed the ref rac tome trie method involving 
the use of ammonium hydroxide to be the best of those considered, it was 
used in all subsequent work. Further measurements were made using this 
method to include determinations on eggs produced over the major portion 
of the Canadian laying season in computing the final prediction equation. 
The method was also used on thawed frozen egg. Equations, and errors of 
prediction, for both liquid and melted frozen egg are given in Table II. These 
relations are shown graphically in Fig. 4. It will be noted that the equations 
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TABLE II 

Equations, with errors ok prediction, relating per cent solids in 
egg ( y ) to refractive index, electrolytic method (x) 


Kind of egg 

Equation 

Error of prediction, 

% solids 

Liquid 

y = 593.53 * - 791.68 

± 0.76 

Frozen 

y = 587 08 x — 781.56 

+ 0 48 



Fig. 4. Relation 6 between solids content of egg (liquid and frozen ) and refractive index 
after treatment with ammonium hydroxide (as calculated from the best estimate equations). 

for liquid and frozen egg have approximately the same slope, but quite different 
intercepts, and so are not interchangeable. 

This method of determining solids in egg is rapid, simple, and sufficiently 
accurate for industrial purposes. 

Determinations Using a Hand Refractometer 

The instrument used in the refractometric work so far described was not 
portable, and required a constant temperature bath. For routine inspection 
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a portable instrument would be very advantageous. For this reason, con¬ 
sideration was given to an easily obtainable, relatively inexpensive band refrao 
tometer, designed to determine sugar concentration directly. No method of 
temperature control was provided for this hand instrument, but a correction 
thermometer reading in per cent solids for sugar was mounted on the side of 
the refractometer. 

For a series of 18 readings at temperatures ranging from 19.0° to 32.0° C. 
(66.2° to 89.6° F.) the change of refractive index of liquid egg with tem¬ 
perature was observed to be —0.00012 refractive index units per °C. rise in 
temperature, ( — 0.00007 units per °F.). The corresponding figure for sugar 
solutions, as calculated from available data (3), is approximately —0.00014 
( — 0.00008). Since these two figures are nearly the same, the temperature 
correction given for sugar may be applied directly to egg. 

Since the relation between refractive index and per cent sugar of sugar 
solutions is known (3), and that between refractive index (electrolytic method) 
and per cent egg solids is given in Table II, it was possible to calculate the 
equations given for converting readings on the hand sugar refractometer to 
per cent egg solids (Table III). Although these equations could be calculated 
it was necessary to know the error of prediction involved when using this hand 
instrument. To evaluate this, a series of 23 determinations was made on 
identical samples using both the hand and Zeiss sugar refractometers. This 
gave a direct comparison of the error involved in using each instrument. 
With this knowledge it was possible to calculate, by simple ratio, the error 
of prediction involved when using the hand instrument and the prediction 
equations given in Table III, because these equations were based on the same 
determinations as those given in Table II. 


TABLE III 

EqUXTIONS, WITH ERRORS OF PREDICTION, RELATING PFR CENT SOLIDS IN 
I«GG (y) TO Rf AIHNGS ON A HAND Hhb R ACT OMKTER (x) 


Kind of 

Equation 

Error of prediction, 

% solids 

Liquid 

v = 

1.024 .r - 3.59 

± 0.56 

F ro/.vn 

.V = 

1.016 x - 2 14 

r 0 35 


The procedure for determining per cent solids with the hand refractometer 
would then be as follows: Prepare the sample and place on the prism as 
previously described; read the instrument (% sugar); read the temperature 
correction thermometer and apply the correction to the figure just read; 
convert the corrected figure to per cent egg solids using the equations given 
in Table III. This instrument, combined with the electrolytic treatment of 
the egg, provides a rapid, convenient, and inexpensive method for determining 
the solids content of egg in industrial practice. 
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PRECISION OF ASSESSMENT OF PALATABILITY OF 
FOODSTUFFS BY LABORATORY PANELS 1 

By J. W. Hopkins* 

Abstract 

Two categories of tjuality assessment of foodstuffs by panels of judges may be 
distinguished. In 'grading*, an absolute assessment representative of the gener¬ 
ality of consumers is sought. In ‘analysis’, maximum sensitivity is desirable 
and emphasis is shifted Irom absolute to relative assessments. In four series 
of ‘grading’ tests, individual ratings were most variable in the quality region 
close to the lower limit of acceptability, thus increasing to about .SO the cal¬ 
culable si/e of pane! tequited to distinguish differences of the order of 5% from 
an assigned standard. The threshold concentration of primary tavte substances 
detectable varies considerable between individuals, but except in extreme cases 
no consistent relation between taste acuity alone and palatabilitv judgments 
was indicated. However, the judging characteristics of individuals may be 
investigated numeiiralh by computing the correlation coefficients and regression 
equations relating theii assessments to the average of those of all other members 
of the same panels In this wav a range of sensitivitv of the order of 40% was 
demonstrable in the tests under review, making possible an objective evaluation 
of the sint.ibilitv of individuals for ‘mading’ or ‘unahticaP tests. 


Introduction 

War conditions necessitated standardization and control of the quality 
of a number of bulk-produced foodstuffs, resulting, in certain instances, in 
increased requirements for assessment of their palatability in numerical 
terms. It is generally agreed that such assessments must be based in the 
last analysis on the reactions of human judges, for as has been pointed out by 
Platt (8), although the quantity of specific attributes of taste, odour, or texture 
may be capable of objective' measurement, their desirability can only be deter¬ 
mined subjectively. On the question of the precision of subjective assess¬ 
ments, however, opinion diverges widely. Thus whilst Crocker (4) states 
that “a considerable degree of reproducibility may be obtained in organoleptic 
testing’’ and that “even persons of ordinary discrimination may become good 
flavour discriminators if adequately trained”, Crist and Seaton (3) conclude 
that “the ordinary tasting-panel method, as tested by the criterion of correla¬ 
tion in trials by duplication, is questionable. Either its improvement or its 
abandonment appears to be necessary and imperative”. 
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Plait. (8) draws a sharp distinction between assessments based on systems 
of scoring by a few specially trained or experienced individuals on the one 
hand, and direct tests of consumer preference on the other, tin* latter con¬ 
sisting of simple comparisons made by a large number of unseleeted people 
representative of the public providing the market for the product in question. 
Laboratory tests may themselves be subdivided in a similar manner, depending 
on the nature of the information sought. A commercial laboratory, for 
example, may wish to use a panel of tasters to grade the output of an already 
established product in order to prevent loss of goodwill through the* sale of 
material deviating noticeably from the standard to which the public is accus¬ 
tomed. Such a panel need not comprise highly tmined or expert personnel, 
but should consist of a small number of individuals who could lx* relied on to 
reproduce consistently the a\erage reaction of the consuming public. What 
is desired here is in fact a reliable but rapid and inexpensive gauging of con¬ 
sumer tolerance, and excessive sensitivity would defeat this object. If on 
the other hand new or modified processes are Inung exploicd, labointnrv paint- 
ability tests may be regarded as essentially analytical in natuie. (heater 
sensitivity 7 may therefore lx* desirable, and emphasis may' be shifted fmm 
the absolute to the relative* assessment of quality. Any* surh enhanced 
sensitivity' must however still be in tlu* light direction, i.c. a substance rated 
above‘-average by r a panel of this type* should also appeal to the geneml public'. 
These considerations may’ be* expressed in statistical terminology by* stating 
that the* taste 1 icuctions ol individuals selected for Inboratoty panels for 
both grading and analytical work should be 1 highly' correlated with, those* of 
the generality* of consumers, h tirf he rmoie, the average coefficient of legies- 
sion of the scores assigned by individuals on the mean values resulting if all 
consumers made* a similar test should lx* in the neighbourhood ol unity 7 for a 
grading panel. On the other hand, a high regression coefficient should be* a 
condition of membership in an analytical panel. Clearly, the* tatings of an 
analytical panel may 7 always be used for grading put poses by' ihe application 
of an appropriate conversion factor, but, in an institution undertaking any 
volume of organoleptic testing, it might be found desirable to teserve the* 
more* sensitive judges for discriminations of which the majority of the* staff 
were incapable. 

In pi act ice, of course, perfect correlation is unattainable, but if the mag¬ 
nitude* of tlu* discrepancies between individuals is known, the* si/e of panel 
required to produce an average assessment of specified accuracy may be 
calculated. A certain amount of information bearing upon this and the pre¬ 
ceding points has accumulated from palatability tests made in these* labor¬ 
atories. This has accordingly been summarized and is reported below. 

Analysis of Observations 

Detection of Primary Pastes 

Having regard to the demonstration by Blakeslee (1) and others of hered¬ 
itary deficiencies in tasting ability, Knowles and Johnson (7) subjected 37 ran- 
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domly chosen prospective members of a palatability panel to a trial of their 
sensitivity to the four primary tastes, and reported the molar dilution in which 
each individual was able to identify the test substances used. Two men and 
two women failed to detect the sweet taste in the highest test concentration 
of sucrose, one woman could not distinguish wsalt from sweet, and another 
was unable to identify bitter. A parallel trial was subsequently undertaken 
in these laboratories in which similar test solutions were submitted to 56 
individuals. However, whereas Knowles and Johnson's subjects comprised 
19 men and 18 women, in the later Ottawa test males predominated in the 
ratio of 42 men to 14 women. Two of these 42 men could not detect bitter 
in the highest test concentration (0.05 M caffeine), three failed to detect the 
sourness of 0.003 M glutamic or tartaric acids, and one was unaffected by 
0.05 M sucrose. There was no case of complete 'taste blindness’ among the 
14 Ottawa women, but both sexes provided instances of incorrect identification 
of taste stimuli. This was most pronounced in the case of tartaric acid 
(16 individuals), a circumstance in agreement with the observation of Knowles 
and Johnson (7) that “Bitter-sour indiscriminations in the low concentrations 
were frequent”. 

Both the Knowles and Johnson and Ottaw r a data were subjected to statis¬ 
tical analysis employing the probit-log dosage transformation found applic¬ 
able to a wide range of physiological and psychological responses to a graded 
series of stimuli. As was pointed out by Bliss (2), w T hen the results for 
successive concentrations are merely different observations on a single set 
of individuals, the percentage reacting to a specified concentration can never 
be less than that recorded for a lower concentration, and successive observa¬ 
tions are strongly correlated wdth each other; methods of computation appro¬ 
priate to this situation were originally evolved by him for the analysis of 
time-■■ mortality data in toxicological studies. By this analysis it was found 
that in both groups of tasters the logarithms of individual threshold concen¬ 
trations were approximately normally distributed. Furthermore the median 
thresholds, at or below which 50% of individuals reacted, computed for 
the two groups separately and listed in Table I, agreed closely except in the 
case of caffeine (bitter), for which the observed difference exceeded three 
times its standard error. This may reflect a real divergence in the sensitivity 


TABLE I 

Computed median threshold concentrations (molar) 


Trial 

Sucrose 
(sweet) 

Caffeine 

(bitter) 

Glutamic 

acid 

(sour) 

Tartaric 

acid 

(sour) 

Sodium 

chloride 

(salty) 

Knowles and Johnson (North 
Dakota) 

0.0192 

0.0008 

0.0010 

0.00026 

0.0199 

National Research Labora¬ 
tories (Ottawa) 

0.0195 

0.0018 

0.0008 

0.00020 

0.0192 
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of the tasters, but in view of the otherwise close agreement, the possibility of 
some lack of uniformity in the caffeine solutions used in the two tests cannot 
be excluded. 

The variance of individual threshold concentrations in both groups and for 
all the test substances was of the same order, resulting in an average standard 
deviation of 0.3170 logarithmic units. In absolute units therefore, one would 
in general expect about 25% of all individuals to have thresholds exceeding 
the average in the ratio of 1.6 : 1 or more, whilst the median threshold of all 
persons below average in sensitivity would exceed the median of those of 
above-average sensitivity in the ratio of 3.3 : 1. Classification of the data 
from both laboratories in 2 X 2 contingency tables and calculation of the 
indices of association Xc (6) listed in Table II revealed a significant degree of 
correlation in the sensitivity of the same individual to the sour, salt, and sweet 


TABLE II 

Association between sensitivities to different primary tastes as indicated by x* 

for 2X2 contingency tables 


Test substance 

Glutamic acid 
(sour) 

Sodium chloride 
(salty) 

Sucrose 

(sweet) 

Caffeine (bitter) 

2.16* 

0 01 

0 17 

Glutamic acid (sour) 


3 31** 

3.23** 

Sodium chloride (salty) 



2.20* 


♦ Xe attains 5% level of statistical significance. 
** x« attains 1 % level of statistical significance. 


test substances. Sensitivity to bitter was associated feebly with that to 
sour, and not at all with that to salt and sweet. In the same way, the one 
statistically significant value in Table III provided some suggestion that 
females detected glutamic acid more readily than did males, but provides no 
evidence of any effect of the smoking habit on taste acuity. 

TABLE III 

Values of x« for 2X2 contingency table classifications of 
individuals by sex and addiction to tobacco, and 
sensitivity to primary tastes 


Test substance 

Males and 
females 

Smokers and 
non-smokers 

Caffeine (bitter) 

0.03 

1.27 

Sucrose (sweet) 

1.37 

0.01 

Glutamic acid (sour) 

2.48* 

0.01 

Tartaric acid (sour) 

1.39 

0.00 

Sodium chloride (salty) 

1.69 

0.01 


Xe attains 5% level of statistical significance . 
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Knowles and Johnson (7) concluded that their results showed the necessity 
of testing the tasting ability of individuals before making selections for a 
panel of judges, and suggested criteria for the discrimination of “excellent”, 
“good”, and “fair” sensitivity, the last requiring the distinguishing of three 
of the four primary tastes in average or lower concentrations and eventual 
identification of the remaining taste. It must be agreed that it is difficult 
to imagine an individual notably deficient in sensitivity to two or more of 
the primary tastes functioning effectively as a judge of palatability. However, 
it must also be remembered that the sensation of palatability results from a 
combination of gustatory, olfactory, and tactile perceptions, the outcome of 
which is further conditioned by the subjective reaction of each individual to 
these various stimuli. Except in extreme cases, therefore, it would be too 
much to hope that this could be predicted from a single basic test. 

Primary Tastes in Flavour Tests . 

In order to provide some information respecting the extent to which sen¬ 
sitivity to the primary tastes affected judgments of flavour, a special series 
of samples consisting of scrambled egg containing various amounts of the 
foregoing test substances were made up and submitted to 30 of the 56 indi¬ 
viduals taking part in the sensitivity determinations in the Ottawa laboratory. 
These special samples were tasted in sets of four, comprising an unadulterated 
fresh egg control and three preparations of fresh egg containing one of the 
test substances in an amount (calculated on a moisture basis) below, approxi¬ 
mately equal to or definitely above the median threshold in the preceding 
trial. Such sets of four samples were included without identification in an 
extended series of flavour tests of scrambled egg made from dried egg powders, 
and were accordingly allotted scores by the tasters on the integral scale of 
0 to 10, then used to assess the latter. In this way each of the 30 individuals 
participating tasted 20 special samples, of which five were controls and 15 were 
mixtures as described. 

When analysed according to the procedure of Fisher (5), the total variance 
of the resulting 600 scores yielded the components shown in Table IV. These 
demonstrate that the average scores assigned by individual tasters to the 
entire series of samples varied appreciably, but that at the same time some 
statistically significant discrimination betw r een the groups of samples con¬ 
taining different test substances, and between concentrations of these sub¬ 
stances, was effected. The last component of variance shown in Table IV 
may be regarded as a measure of the basic error of tasting, namely incon¬ 
sistency in the scoring of successive samples of the same material, and may 
be supposed to depend on acuity of perception and constancy of subjective 
reaction only. Relative scores allotted to samples actually differing in 
quality, on the other hand, involve judgment as well as perception, and con¬ 
sequently might be expected to exhibit more individual fluctuation. That 
this was not forthcoming in the present series of observations (Table IV) 
may have been because the differences in flavour between these test samples, 
although statistically demonstrable by reason of the large number of tasters 
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TABLE IV 

Analysis of variance of tasters’ scores—fresh egg with and without added substances 


Source of variance 

Degrees 

of 

freedom 

Mean 

square 

Between groups of samples 

5 

8.98** 

Between samples of fresh egg 

Between concentrations of added substances (average for all 

4 

1.12 

substances and tasters) 

Differential reaction to concentrations of individual substances 

2 

19.97** 

(average for all tasters) 

8 

3.04 

Between tasters (average for all samples) 

29 

26.56** 

Differential reaction of individual tasters to groups of samples 
Differential reaction of individual tasters to concentration of 

145 

1.69 

added substances 

290 

1.87 

Differential reaction of individual tasters to samples of fresh egg 

116 

1.88 


** Exceeds mean square residual , 1% level of significance. 


employed, were not pronounced, and in fact corresponded to an average of 
less than 1 unit on the scale of assessment adopted (see Tables V and VI). 

It is to be observed from Tables V and VI that, excepting one anomalous 
result with sucrose, the high concentration of the added substances alone was 
detected with any consistency, and resulted in an average reduction of palat- 
ability rating of 0.7 units. Divergence of the scores allotted to the same 
materials by different tasters (Table V) was however of an altogether greater 
order of magnitude, individuals’ averages for the five control samples of fresh 
egg ranging from 10.0 to 5.4, and for all 20 test samples from 10.0 to 5.6. 
The individual (No. 10 in Table V, a male aged 39) who bestowed the maximum 
score on all samples indiscriminately was, as might be expected, relatively 
insensitive to all the primary tastes, his recorded thresholds for the test 
solutions exceeding the medians listed in Table I in the ratio of 4.4 for bitter, 
1.3 for sweet, 2.5 for sour, and 1.6 for salty. However, taster No. 8 (a 26- 
year-old female) who reacted most unfavourably to the test samples, although 
of more than average sensitivity to sour and sweet, had an above-median 
threshold for bitter and was unable to identify the salty solution in the 
preceding trial; and, in general, correlation coefficients ranging from +0.02 
(sweet) to +0.28 (bitter) were indicative of no significant association between 
an individual’s logarithmic threshold as given by the primary test solutions 
and the scores subsequently allotted by him to the groups of egg samples con¬ 
taining the same taste substances. This finding is in agreement with the 
consideration, already noted, that gustatory perception is only one of several 
factors influencing palatability judgments. 

Discrepancies between individuals’ scoring of the same samples affects 
the reliability of palatability tests of the grading type, for in these an 
absolute score is required, and the panel of judges must accordingly be regarded 
as a theoretically random sample of the general consuming public. In self- 




HOPKINS: ASSESSMENT OF PALATABILITY OF FOODSTUFFS 


209 


TABLE V 

Average scores allotted to groups of samples by individual tasters 


Taster 

No. 

Fresh 

egg 

(5 samples) 

Fresh egg with addition of: 

Average 
(20 samples) 

Sucrose 
(3 samples) 

Caffeine 
(3 samples) 

Glutamic 

acid 

(3 samples) 

Tartaric 

acid 

(3 samples) 

Sodium 
chloride 
(3 samples) 

1 

7.6 

8 0 

7.3 

8.3 

7.7 

7.7 

7.7 

2 

8 0 

2.3 

8.0 

6.7 

8.0 

8.3 

7.0 

3 

8.2 

8.3 

8.0 

7.7 

7.3 

8.3 

8.0 

4 

8.8 

8.7 

5 3 

8.0 

6.7 

8.3 

7.5 

5 

9.4 

8.3 

10 0 

9.3 

9.3 

10 0 

9.4 

6 

8 8 

8 3 

7.7 

7.7 

8 0 

8.7 

8.3 

7 

10 0 

8.7 

10 0 

10.0 

30.0 

9 3 

9.7 

8 

5 6 

4 7 

5.7 

6.7 

5.0 

5.7 

5.6 

9 

8 0 

7.7 

8 7 

7.7 

7.7 

7.7 

7.9 

10 

10 0 

10.0 

10 0 

10.0 

10.0 

10.0 

10.0 

11 

7 0 

6 7 

7.3 

6.0 

7.7 

7.0 

7.0 

12 

8 2 

7 7 

8 3 

8.7 

9.0 

8 3 

8.4 

13 

7.2 

4.3 

4 0 

6.3 

7.3 

7.7 

6.3 

14 

7 6 

6 0 

6 7 

8 0 

8.0 

6.0 

7.1 

15 

10 0 

8.0 

10 0 

9.3 

8.3 

10 0 

9.4 

16 

8 0 

6.0 

5 0 

7 3 

7 7 

8.3 

7.2 

17 

7.8 

8 0 

7.3 

7.7 

7.3 

7.3 

7.6 

18 

5 4 

6 3 

5 7 

7 3 

5.3 

8 3 

6.1 

19 

8 4 

6 3 

8 7 

6 0 

7 3 

8.0 

7.6 

20 

9.4 

10.0 

10.0 

9.7 

8 7 

9.7 

9.6 

21 

6.0 

7.0 

5.7 

6.3 

5.0 

6.0 

6.0 

22 

10 0 

8.7 

8 7 

9 3 

9.7 

9.3 

9.4 

23 

8.8 

7.7 

8.3 

8 3 

8 3 

9 0 

8.5 

24 

6 8 

5 0 

j 5 3 

8 3 

6.3 

8 7 

6.8 

25 

9.4 

8 0 

7.3 

7.7 

8.6 

7.3 

8.2 

26 

8.8 

8.3 

8.3 

8 7 

7.3 

9 3 

8.5 

27 

8 0 

7.7 

! 8 0 

7 7 

8 0 

7.0 

7.7 

28 

7.0 

8 0 

6 7 

7 3 

8 0 

7 3 

7.4 

29 

6.2 

7 7 

6 7 

7 3 

6.7 

7.7 

7.0 

30 

7 4 

8.3 

6 3 

7.7 

9.0 

8.0 

7.7 

Average 

8 1 

7.4 

7 5 

7.9 

7.8 

8.1 

00 


Note: Necessary difference between averages of fresh egg and other groups — 0.36. 

Necessary difference between averages of other groups =» 0.40. 

Necessary difference between averages of individual tasters = 0.9. 


contained analytical tests on the other hand, if an entire series of samples 
is assessed by the same judges, average differences between the ratings given 
by individuals to the series as a whole do not enter into comparisons of the 
relative scores given to specific samples. These are affected only by errors 
arising from sources of the type itemized in the last three lines of Table IV. 

Variance of Palatability Assessments in Relation to Quality Level 
It is of evident practical importance to know whether the variance of indi¬ 
vidual judgments of palatability, as expressed in numerical scores, is uniform 
over the range of quality encountered, and also whether some materials are 
productive of greater disagreement between individuals than others. Table 
VII summarizes the experience of this laboratory relevant to these points 
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TABLE VI 

Effect of concentration of added substances on score (average 

of 30 tasters) 


Substance 

Concentration 

Zero 

Low 

Medium 

High 

Sucrose 

8.1 

6.9 

7.8 

7.4 

Caffeine 

8.1 

7.7 

7.8 

7.0 

Glutamic acid 

8.1 

7.9 

8.2 

7.6 

Sodium chloride 

8.1 

8.4 

8.5 

7.3 

Tartaric acid 

8.1 

7.8 

8.1 

7.5 

Average 

8.1 

7.7 

8.1 

7.4 


Note: Necessary difference between averages «■ 0.3. 

Necessary difference between individual items and zero » 0.5. 

Necessary difference between individual items other than zero = 0.7. 

TABLE VII 

Standard deviation of individual assessments at various quality levels 


Test substance 

Statistic 

Average score 

10.0- 

9 1 

9 0- 
8 1 

8 0- j 

7.1 ! 

7 0- 
6 1 

6.0- 
5 1 

5 0- 
4 1 

4 O- 

3 1 

3 0- 
2.1 

2.0- 
1 1 

1.0- 

0.0 

Butter 

Standard deviation 


0 84 

1 15 

1 23 

1 30 

1.49 

1.62 

1.63 

1 11 

0.84 

(Panel of 17) 

No. of samples 

— 

1 

45 

65 

52 

57 

30 

15 

11 

3 

Dried eggs 

Standard deviation 

0 59 

0 83 

1 14 

1 38 

1 66 

1 66 

1 54 

2 17 

1.97 

— 

(Panel of 6) 

No. of samples 

2 

41 

108 

139 

64 

59 

19 

10 

2 

— 

Dried milk 

Standard deviation 

_ 

— 

0 97 

1.12 

1 22 

1.35 

1 50 

1.49 

_ 

0 59 

(Panel of 14) 

No. of samples 

— 

— 

3 

60 

90 

70 

27 

12 

— 

2 

Ration biscuits 

Standard deviation 

_ 

1 10 

1 25 

1 36 

1 61 

1 76 

1.84 

1 56 

1.98 

_ 

(Panel of 16) 

No. of samples 

— 

28 

190 

206 

160 

73 

17 

2 

1 

— 


resulting from a fairly extensive series of palatability tests of four foodstuffs, 
namely ration biscuits, dried eggs, butter, and dried milk. The standard 
deviations shown in this table are appropriate to absolute scores, i.e., to the 
grading type of test, and thus include any average differences between tasters. 

On the whole, the degree of variability indicated was of the same order for 
all four substances. Furthermore, in all four cases individual scores became 
clearly less consistent as quality decreased, and were possibly most discrepant 
in the region corresponding to scores of 2 to 5. Owing to the infrequency of 
samples of the lowest quality, the zone of maximum uncertainty is not well 
determined. The existence of such a zone in any extended series including 
extremely good and extremely bad samples is however implicit in the bounding 
of the assignable scores. 
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It should be noted that an increase in individual variability necessitates the 
employment of more judges to produce an average assessment of specified 
reliability. In order to equalize the variance of the scores for dried egg given 
in Table VII for example, nearly eight times as many judges would be required 
in the quality range 2 to 3 as in 8 to 9. Deductions may also be made from 
Table VII respecting the actual number of judges required to yield average 
scores of specified accuracy. Thus in order to detect, at the 5% level of 
statistical significance (5), samples of dried egg differing from a pre-assigned 
quality rating of 4.0 by 1 unit or more on the quality scale here employed, 
12 judges would be needed; whilst the detection of deviations of 0.5 unit 
would require the averaging of 46 individual scores. Discrimination between 
two samples of this mediocre quality rated by different panels would call for 
23 judges per sample for a necessary difference of 1 unit and for 92 per sample 
for a necessary difference of 0.5 unit. 

Correlation of Individuals' Assessments with Panel Averages 

In an introductory paragraph it was pointed out that the suitability of 
individuals for laboratory taste panels might be evaluated statistically in 
terms of regression and correlation coefficients. Ideally, such evaluations 
should be made by relating each individual in question to the average of the 
consuming public. In practice, a reasonably representative sample of the 
latter must suffice. Even this was not available in the present instance, but, 
as the panels employed in this laboratory on the tests summarized in Table VII 
comprised scientific workers, technicians, and members of the administrative 
staff unselected in respect of tasting experience, training, or ability, correlation 
and regression coefficients of several individuals relative to all other panel 
members assessing the same samples have been computed as a matter of 
interest, and are shown in Table VIII. 

Generally speaking the highest correlation coefficients resulted from the 
tests of ration biscuits, and the lowest from those of dried milk. However, 
in fairness to the tasters employed on the latter it should be noted that the 
great majority of samples of these fell within a narrow range of quality (see 
Table VII), so that discrepancies between individuals would be expected to 
constitute an increased proportion of the total variance. An appreciable 
range is to be observed in individuals' correlation coefficients for butter 
(0.66 to 0.88) and dried milk (0.44 to 0.68), whilst ration biscuits gave 
slightly more uniform results (0.74 to 0.84). A somewhat higher degree of 
correlation is obviously desirable, and would operate to reduce the rather 
large numbers of tasters specified in the preceding section for results of stati¬ 
stical significance. Nevertheless this aspect of the tests was by no means 
wholly unsatisfactory, and certainly lends no support to the pessimistic views 
of Crist and Seaton (3) respecting the non-reproducibility of test panel results. 

The regression coefficients listed in Table VIII, which as noted above 
provide a measure of the sensitivity of individuals' reactions, vary from 0.72 
to 1.11 for butter, from 0.69 to 1.10 for dried milk, and from 0.68 to 1.14 for 
ration biscuits. For all three substances therefore, the range was of the order 
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TABLE VIII 

Correlation of individuals’ assessments with averages of remainder of panel 


Tost substance 

Taster 

No. of 
samples 

Correlation 

coefficient 

Regression 

coefficient 

Average 
deviation of 
assessments 
from all 
others 

Butter 

A 

130 

.78 

0.93 

-0.26 

(Panel of 17; 

B 

142 

.88 

1.09 

-0.50 

C 

140 

.87 

1 16 

+0.06 


D 

136 

.76 

0.89 

-0.04 


E 

127 

.66 

0.72 

-0,54 


F 

116 

.81 

l.n 

+0.56 


G 

128 

.77 

0.80 

-0.15 

; 

a 

147 

.76 

0.94 

-0.87 


i 

117 

.77 

1.02 | 

+0.06 

Dried milk 

A 

307 

.64 

1.05 

+0.52 

(Panel of 14) 

B 

248 

.54 

0.95 

-1.12 

J 

250 

.67 

0.91 

-0 42 


K 

263 

.68 

1.10 

-0.17 


L 

296 

.44 

0.80 

-0.45 


M 

226 

.54 

0.86 

+0 24 


N 

256 

.66 

0 90 

+0.46 


O 

189 

.47 

0 69 

+0 97 


P 

222 

.67 

1.03 

+0 46 

Ration biscuits 

A 

157 

.83 

0.91 

+0 70 

(Panel of 16) 

B 

157 

.78 

1.04 * 

-0.55 


C 

139 

.83 

1.34 

+0.09 


G 

167 

.75 

0 68 

+0 62 


J 

166 

.84 

0 94 

-0.12 


K 

167 

.80 

0.85 

-0.12 


Q 

147 

.74 

0.96 

+ 1.19 


of 40% of the mean. The last column of Table VIII shows the amount 
by which the average score given by each judge exceeded or fell below the 
average of all other panel members assessing the same samples, and provides 
some further examples of consistent differences in individual preference levels 
of the type illustrated in Table V. The correlation coefficient, regression 
coefficient, and average score together provide a numerical characterization 
of the performance of the various judges. Taster C in Table VIII, for example, 
with a correlation coefficient of 0.87, a regression coefficient of 1.16, and an 
average preference level differing by only +0.06 from the remainder of the 
panel would be an obvious choice for the analytical assessment of butter, 
whilst E , with a correlation coefficient of 0.66, a regression coefficient of 0.72, 
and a mean deviation from the average preference of —0.54 scale units, 
equally obviously would not. Taster C also had the highest regression 
coefficient of those members of the ration biscuit panel investigated. Taster 
B had regression coefficients in excess of unity for both butter and ration 
biscuits but also exhibited a mean deviation from the average preference level 
of about —0.5 units in both instances, again illustrating the necessity of 
maintaining panel personnel unchanged throughout any series of samples 
for which maximum precision of relative assessment is desired. 
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Conclusions 

The results described above may be summarized as follows: 

There is appreciable variation in the ability to detect primary taste sub¬ 
stances, the logarithms of individual threshold concentrations being approxi¬ 
mately normally distributed. However, assessments of the palatability of 
foodstuffs depend upon olfactory and tactile as well as upon gustatory sensa¬ 
tions, and are further conditioned by the subjective reaction of individuals 
to these stimuli. Except in extreme cases therefore, no consistent relation 
between taste acuity alone and palat ability judgments is to be anticipated. 

Two categories of quality assessment of foodstuffs by panels of judges 
may Ik* distinguished. In the ‘grading 7 type of test an absolute assessment 
is sought, and the panel must provide a representative sample of the reaction 
of the generality of consumers to tin* product in question. In tests of the 
‘analytical* type the effects of new or modified processes are compared, 
maximum sensitivity is desirable*, and emphasis is shifted from absolute to 
relative assessments. 

Analogous considerations apply to the iluctuations affecting the repro¬ 
ducibility of assessments, and a distinction may be made between consistent 
differences in preference level on the one hand, and the differential reaction 
of individual judges to particular samples on the other. Providing an entire 
series of samples is assessed by the same judge-*, the* former may be eliminated 
from comparisons made within a te-4 of the ‘analytical’ type They cannot 
however Ik* excluded from assessments on an absolute scale, in which they 
must be expected to constitute a major source of error. 

In a series of tests in this laboratory in which quality was assessed on a 
numerical scale of 0 to 10, individual ratings became progressively more 
erratic' as quality' deteriorated, and were judged to reach a maximum of 
wuiability in the quality- region coricsponding to average scores of 2 to 5. 
This circumstance has the effect of increasing considerably the size of panel 
required to produce results of statistical significance when grading products 
of a quality" dose to the lower limit of acceptability'. 

The assessment characteristics of individuals may be investigated numer¬ 
ically by calculation of the coefficients of correlation and regression relating 
their scores to the average* of those* of all other members of the panel, and also 
by 7 determining the mean amount by which their preferences are in excess 
or defect of the remaining panel average. In the tests considered here there 
was appreciable variation in both the correlation and regression coefficients 
of individuals, the latter indicating a range of sensitivity of the order of 40% 
of the mean. By statistics such as these the suitability of individuals for 
grading or analytical panels may be objectively evaluated, although in the 
case of grading panels it must always be borne in mind that the aim is to 
produce assessments characteristic of the consuming public in general rather 
than of the laboratory staff in particular. 
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ASCORBIC ACID CONTENT OF TOMATO VARIETIES AND 
ITS RETENTION IN PROCESSED PRODUCTS 1 

C. C. Strachan 5 and F. E. Atkinson 3 

Fruit and Vegetable Products Laboratory, Dominion Experimental Station, Summerland, B.C. 

(Received for publication Octobei 26, 1045] 

Tomatoes are one of the commonly available but variable sources of 
ascorbic acid. Canned tomatoes and tomato juice are the most important 
natural sources of ascorbic acid being manufactured in volume in Canada 
at a reasonable cost to consumers. If properly grown and prepared, these 
products should be not only attractive and palatable but also a good source 
of ascorbic acid. Reports published in April, 1944, and in December, 
1944, by the Combined Fo<xl Board on food consumption levels in the 
United States, Canada and the United Kingdom showed that in Canada 
the only vitamin supply .seriously deficient was ascorbic acid. 

The outstanding value of the tomato in nutrition is due in great 
measure to its ascorbic acid (vitamin C) content. Published analyses 
indicate the extreme range that may be found in ascorbic acid content of 
tomatoes from various sources and at different times of the year. This 
range is from 5 to 50 milligrams per 100 grams of fresh material. However, 
the normal range of commercially grown summer varieties is probably 15 
to 30 milligrams. 

REVIEW OF LITERATURE 

There are several published accounts on the ascorbic acid content of 
varieties and strains of tomatoes, particularly as they occur in the United 
States. Also a number of investigators have reported on several factors 
which may be responsible for fluctuations in ascorbic acid content. 
Excellent review's on the subject art* given by Hamner and Maynard (9), 
and Maynard and Beeson (17), and corroborated by more recent works. 
It is apparent that the principal factors affecting ascorbic acid value of 
tomatoes are variety (genetic factors) and climate, especially light. The 
latter appears to be of greatest influence the last two weeks of ripening 
time. Excessive heat may possibly have an adverse effect on the ascorbic 
acid content according to Reid (20). 

A number of papers on the effect of processing on the vitamin C content 
of tomato juice appeared from 1930 to 1935, employing the bioassay method. 
These reports, notably Kohman, Eddy and Gurin (13) showed ex peri- 
mentally that if tomato juice were aerated during extraction much of the 
vitamin C w>as lost. However, if the tomatoes w r ere crushed and boiled 
before extraction, or if the juice were immediately subjected to a vacuum, 
losses were small. Daggs and Eaton (7) examined the manufacture of 
one brand of commercially canned tomato juice reporting that tomato 
juice may be canned w r ith little or no loss. By the methods employed at 
that time, it was difficult to detect small losses even if present. 

* Contribution No. 657 from the Division of Horticulture, Experimental Farms Service, Dominion Depart¬ 
ment of Agriculture, Ottawa. Read to Horticultural Group ot the Canadian Society of Technical Agricul¬ 
turists at the Twenty-fifth Annual Convention at Saskatoon, Saskatchewan, June 25 to 28, 1945. 

8 Assistant Superintendent. 

* Assistant Superintendent in charge of fruit and vegetable product investigations. 
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Recent papers by Tressler and Curran (22), Maclinn and Fellers (16), 
Fellers and Buck (8), and Hauck (10), employing chemical methods for 
estimating ascorbic acid, have dealt with certain factors affecting retention 
of ascorbic acid in preparation and storage of home-processed and experi¬ 
mentally packed tomato juice. Lueck and Pilcher (15) presented informa¬ 
tion on various factors affecting retention of vitamins and flavour in 
canned fruit juices. A search of the literature has failed to reveal any 
comprehensive studies on the effect of processing methods under factory 
conditions on the retention of ascorbic acid in commercially canned tomato 
juice or tomatoes.* 

A survey in 1942 by the Council on Foods of the American Medical 
Association (1) of a number of brands of tomato juice canned in the United 
States, showed a range of from 10 to 28 mg. per 100 grams of juice. The 
Eastern District (Philadelphia to Buffalo) was low with 10.4 to 13.3 
mg., the Central District (Cincinnati to New Orleans) showed 14.9 to 
20.7 mg. and the Western District (San Francisco-Denver-Seattie) gave 
values of 20.7 to 28.0 mg. In 1943 the East and Central Districts showed 
approximately the same ascorbic acid values and the West was again 
markedly higher. Another report by the Council on Foods (2) stated that 
the loss in canning is appreciable in tomato juice and intimated that 
improvement in the processing of this juice could be anticipated. 

MATERIALS AND METHODS 

In 1941 studies were commenced by this laboratory on the influence 
of processing factors on the retention of ascorbic acid in canned tomato 
juice. Advantage has also been taken of tomato varietal studies to deter¬ 
mine the influence of variety on the ascorbic acid content of the canned 
product. In view of the definite need for maximum retention of vitamin C 
in commercial canned tomato juice, studies of the various steps in processing 



Figure 1 . Tomato variety test plots at the Dominion Experimental Station, 
Summeiiand, B.C. 

* See footnote on page 04. 
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were made under actual operating conditions at several factories in 1943 
and 1944. Furthermore, an extensive survey of the ascorbic acid content 
of canned tomato juice and tomatoes from the three commercial producing 
areas in Canada, namely, Quebec, Ontario and British Columbia, was 
made in 1944. This paper presents results of these studies to date. 

The tomatoes employed in the study of varietal differences were 
grown side by side on experimental plots at the Summerland Experimental 
Station under good cultural and fertilizer conditions on light loam soil. 
In a number of cases, varieties were grown in the same area over a period 
of 3 to 4 years. They were harvested at correct canning maturity, pre¬ 
pared and canned in 28-ounce cans in the normal manner, care being taken 
to exhaust to 160° F. at the centre of the packed can prior to sealing. Two 
to 3 cans were used for analysis in each case unless otherwise noted. 
Employing the canned product for determination of the ascorbic acid 
content of the variety has several advantages, notably from the point of 
view of convenience and reduction of sampling error. The loss of ascorbic 
acid on canning under good conditions is insignificant and is comparable 
for all varieties being tested. Replicate cans were also examined to deter¬ 
mine the canning characteristics of each variety. Results of these tests 
will be reported later. 

In testing the influence of processing methods on the ascorbic acid 
content of tomato juice, 7 or more pounds of tomatoes, usually Earliana 
8040, were used to prepare each lot of juice. The basic method of prepara¬ 
tion was that described by Atkinson and Strachan (3) for home canned 
tomato juice. A stainless steel steam jacketed kettle was used for heating 
the tomatoes and juice to desired temperatures. 

In 1944, in co-operation with the Canning Division of the Marketing 
Service, Dominion Department of Agriculture, 318 samples of tomato juice 
and 88 samples of canned tomatoes were obtained from the three com¬ 
mercial producing areas in Canada (Quebec, Ontario and British Columbia). 
These samples were analysed for ascorbic acid and proximate chemical 
composition and were examined for flavour, colour and other characteristics. 
Notes were also made of net weight of contents, head space, and vacuum. 
Only ascorbic acid determinations are being reported in this paper. 

Ascorbic acid (reduced) was determined by the sodium 2,6-dichloro- 
phenol indophenol dye visual titration method of Bcssey and King (4), 
employing a 5- to 7-second end point. Day lit e fluorescent light and white 
base were used to increase the accuracy of the end point determination. 
The dye was standardized according to the method of Buck and Ritchie 
(5). Occasionally standardization was carried out against pure crystalline 
ascorbic acid, good agreement being obtained by both methods. The 
extractions were made with 2% metaphosphoric acid or 0.4% oxalic acid 
(Ponting, 18). 

For juice, 50 ml. were pipetted into a 250-ml. volumetric flask contain¬ 
ing extractant, made up to volume with acid extractant, shaken thoroughly 
and filtered. Five to 15 ml. aliquots were then titrated rapidly with the 
dye and results reported as mg. per 100 ml. of juice. Where necessary, 
for certain comparative purposes, the determinations were recalculated to 
weight basis from the specific gravity of the juice. In nearly all tests, 
samples were taken in duplicate or triplicate. 
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For canned tomatoes, determinations were carried out as for juice on 
50-gram portions after mixing of the whole contents of the can in a Waring 
blendor for 30 seconds. This operation permitted more accurate sampling. 
Tests showed no ascorbic acid was lost by this procedure. In fact, blending 
3 to 5 minutes resulted in no decrease of ascorbic acid. Unless otherwise 
noted 2 or 3 canned samples w T ere examined from each lot or test. 

Fresh fruit was prepared for analysis by cutting quarters from 4 
fruits to make 100 grams and extracted with 400 ml. of oxalic or meta- 
phosphoric acid extractant in a Waring blendor for 2 minutes and filtered 
through No. 4 or No. 12 Whatman filter paper. Five to 15 ml. aliquots 
of the filtrate were titrated with the dye. This method is essentially that 
described by Loeffler and Ponting (14). The procedure was repeated 
three or more times for any sample of fruit so that at least 12 representative 
fruits and usually more were used for each sample, the mean of the 
individual determinations being recorded. 

Tests for interference of metallic ions in the canned product to the 
dye titration showed that there was none. 

RESULTS 

The Effect of Variety and Season 

In Tables 1 and 2 are presented the ascorbic acid values for 31 different 
varieties and strains of tomatoes grown under the same conditions at the 
Summerland Experimental Station. It will be noted from these tables 
that there was marked variation in ascorbic acid content of varieties. Also 
while there was considerable variation in ascorbic acid values in the same 
variety from year to year and even from one picking to another, the varieties 
tended to maintain their relative position of one to another especially 
where average difference was marked. The.se results are in general agree¬ 
ment with the current literature on this question. The Signet variety 
developed at the Summerland Station is outstanding in its consistently 
high ascorbic acid content having a 3-year average of 29.8 mg. of ascorbic 
acid. Its only serious fault is that it lacks size for a good commercial 
canning tomato. Clarks Early and Sugawara have proved to have con¬ 
sistently good ascorbic acid values but are not outstanding. Fortunately, 
Clarks Early and Sugawara have good cultural and canning characteristics 
which make them satisfactory canning varieties under actual commercial 
conditions in the Okanagan Valley and adjacent areas. Harkness and 
Bestal (Sd.) have shown consistently fairly good ascorbic acid values but 
are not satisfactory for other reasons. Master Marglobe, Marglobe X 
Bonny Best, Stokesdale, Valiant, Livingstone Globe X Gnome and 
Essary, while having on limited trial apparently good ascorbic acid content, 
are unsatisfactory in other respects, either not suited to this growing area 
or else unsatisfactory for canning. California Dawn, a good sized tomato 
and a satisfactory canner, had on 2 years tests a fairly good ascorbic acid 
content. 

• 

In general, the ascorbic acid contents of the varieties recorded in 
Tables 1 and 2 compare favourably with the higher results for the same 
varieties reported in the literature. These high values are probably due 
in part to favourable climate with respect to temperature and light as 
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indicated in studies by Reid (19, 20, 21), Wokes and Organ (23) and Kaski, 
Webster and Kirch (11). It is interesting to note from Table 1 that under 
conditions prevailing, there was no consistent difference in the ascorbic 
acid content of tomatoes harvested early and late in the season. 


Table 1.—Ascorbic acid content of varieties and strains of tomatoes 

HARVESTED AT SEVERAL DATES OVER A PERIOD OF THREE TO FOUR YEARS 



Ascorbic acid content in milligrams per 100 grams 


Variety or strain 

Dates tomatoes harvested and canned 

Average 
for 3 or 4 
years 

1941 

1942 

| 1943 

1 1944 


Sept. 4 

Sept. 22 

Sept. 10 

Sept. 29 

Oct. 19 

Sept. 6 

Sept. 27 | 



mg. 

mg. 

mg. 

mg. 

mg. 

mg. 

mg. 

mg. 

Signet 

33.1 

— 

23 7 

29 1 

34 9* 

24 4 

33.7 

29 8 

Clarks Early 

— 

31.7 

20 9 

24 1 

23 2* 

— 

18.9 

23.8 

Hark ness Early 

24 7 

19.7 

24.2 

25 1 

— 

— 

— 

23 4 

Sugawara 

24 S 

26 3 

22 8 

25 7 

22 .0* 

20 4 

19 0* 

23 0 

Bestal (Sd.) 

23 3 

24 7 

20 8 

21.2 

— 

— 

— 

22 5 

Dick Locke (Round) 
Signet X Clarks Early 

— 

22 1 

17 4 

23 0 

23 4 

20 5 

20 Of 

21.1 

(Sd.) 

16 4 

24 6 

20 1 

21 5 

— 

— 

— 

20.7 

Sentinel (Sd.) 

— 

24.1 

16 0 

21 7 

16 6* 

21.4 

22.8 

20 4 

Bounty 

16.6 

20 7 

— 

— 

~ 

15.8* 

20 8 

18 5 


* One sample only 

f Another sample from quite different soil (Trout Creek) contained 22 8 mg. ascorbic acid. 


Table 2.—Ascorbic acid content of twenty-two varieties 

AND STRAINS OF TOMATOES 


Variety or strain 

Ascorbic acid content in milligrams per 

100 grams of canned product 

1941 

1942 

1943 

1944 


mg. 

mg. 

mg. 

mg. 

Master Marglobc (Stokes) 

30.5 

— 

— 

— 

Marglobe X Bonny Best 

30 2 

— 

— 

— 

Signet X Sugawara 

— 

— 

— 

30.0 

Stokcsdale (Stokes) 

29.3 

— 

— 

— 

Valiant (Stokes) 

28.3 

— 

— 

— 

Sugawara X Signet 

— 

— 

28.1 

27 5* 

Asgrow Scarlet Dawn 

— 

— 

— 

23 8* 

Globonnie 

26.3 

— 

— 

— 

Livingstone Globe X Gnome X 





L. G. X Abel 

26.2 

— 

— 

— 

Essary (Univ. of Tenn.) 

25.5 

— 

— 

— 

Hybrid 46 (Mich.) 

24.4 

— 

— 

— 

California Dawn 

_____ 

23.6 

22 6f 

— 

8040 (Earliana Sport) 

— 

25.1 

21.2* 

— 

Signet X John Baer 

— 

— 

— 

21.8* 

Rutgers (Vineland) 

Rutgers (Stokes) 

21.5 

21.5 



— 

Signet X California Dawn 

— 

— 

— 

21.7* 

Abel 

19.9 

— 

— 

— 

Bulman’s Special (Flat) 

— 

18.8 

20.9f 

— 

N.D.A.C. 

17.9 

— 

— 

— 

Bison 

17.3 

— 

— 

— 

Bulman’s Flat (Sd. 993) 

— 

— 

23 0* 

15.2 


* Average of two pickings, 
t Average of three picking*. 
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The production of a high vitamin C, good quality, heavy yielding 
tomato with satisfactory canning and juice characteristics appears to be a 
very urgent problem for the plant breeder. In this connection it is interest¬ 
ing to note that crosses made at the Summerland Station, using the high 
vitamin C variety Signet as one parent,,have given encouraging results. 
Data presented in Table 3 indicate the possibilities of developing a variety 
combining high ascorbic acid content with superior cultural and canning 
characteristics. These data were obtained by analysing fruit from in¬ 
dividual plants selected from among many in breeding plots at the Experi¬ 
mental Station. These plants were originally selected on the basis of 
plant and fruit characteristics suitable for commercial market or cannery 
production. 


Table 3.—Ascorbic acid content of tomatoes from 
INDIVIDUAL PLANTS, 1943 


Plant No. 

Parentage 

Ascorbic acid 
content 

mg. per 100 gm. 



mg. 

1-43 

John Baer X Signet 

34.2 

2-43 

John Baer X Signet 

23.9 

3-43 

Signet X Calif. Dawn 

31.0 

4-43 

Signet X Calif. Dawn 

20 8 

5-43 

Signet X Calif. Dawn 

34 4 

6-43 

Sugawara X Signet 

35 9 

7-43 

Sugawara X .Signet 

41 6 

8-43 

Signet X Sugawara 

32.4 

9-43 

Signet X Sugawara 

34.8 


Ascorbic Acid Content of Commercially Canned Juice*and Tomatoes 

The results of a survey of the ascorbic acid values of tomato juice and 
canned tomatoes as commercially produced are presented in Table 4. 
There is considerable variation in the ascorbic acid content of tomato 
juice with somewhat less variation in values for canned tomatoes. How¬ 
ever, the most important points to note in this table are: (1) the signi¬ 
ficantly higher average ascorbic acid content of 22.3 and IQ.8 mg. for 
tomato juice manufactured in British Columbia compared with 14.4 and 
15.0 mg. for Eastern Canada; (2) the relatively high minimum values of 
12.6 and 15.6 mg. for British Columbia produced tomato juice and the 
low minimum values of 8.7 and 4.3 mg. for Eastern packed juice while 
the maxima of both districts are more nearly comparable; (3) the minimum 
values for ascorbic acid in canned tomatoes are almost identical for both 
Eastern Canada and British Columbia. These results suggest that many 
of the low values for tomato juice are to a large extent due to faulty pro¬ 
cessing and unsatisfactory equipment. The average ascorbic acid values 
in canned tomatoes from widely separated districts suggest inherent 
differences which are probably due largely to climate. 
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Table 4.—Ascorbic acid content of commercially canned tomatoes 

AND TOMATO JUICE IN CANADA 


Year packed 

Area 

No. of 
samples 

Ascorbic acid values per 

100 ml. of juice 


analysed 

Average 

Maximum 

Minimum 

Juice 



mg. 

mg. 

mg. 

1941 

British Columbia 

18 

22.3 

33.3 

12.6 

1942 

Eastern Canada 

12 

14.4 

19.5 

8.7 

1944 

Quebec 

44 

14.2 

26 0 

6.1 


Ontario 

220 

15.1 

25.0 

4.3 


British Columbia 

54 

19.8 

26.9 

15.6 

Tomatoes 

Eastern Canada 

264 

i 

j 

15.0 

per 100 

26.0 

grams of tc 

4.3 

►matoes 

1940-41 

British Columbia 

39 

i 

21.6 ! 

i 

32.4 

14.4 

1944 

Quebec 

5 ! 

15 9 

18.9 

14 1 


Ontario 

30 

17.2 

20.3 

15 1 


British Columbia 

53 

22.5 

27.7 

16 3 


Eastern Canada 

35 

17.0 

20.3 

14.1 


Comparison of Ascorbic Acid Content of Juice and Tomatoes Canned 
Commercially 

In order to ascertain how the retention of ascorbic acid in tomato 
juice compaied with that of tomatoes, the data in Table 5 were compiled. 
The factory from which the samples weie secured was well equipped and 
considered to be packing both products satisfactorily. Canned samples of 
juice and tomatoes were taken on the same day and also at the same hour 
when possible. The canned tomato samples obviously represent smaller 
numbers of fruit than do the juice samples but it is believed there are 
sufficient samples to make the results significant. Under good processing 
conditions it would appear that on the average the tomato juice contains 
about 14% less ascorbic acid than do comparable canned tomatoes. A 
limited survey of samples from a number of other factories indicates that 
losses much greater than this occur. Indications are that tomatoes lose 
very little ascorbic acid in canning. Unpublished data of the Chemistry 
Division, Science Service, Ottawa (6), showed no significant loss of ascorbic 
acid in commercial canning of tomatoes. 

Studies on Retention of Ascorbic Acid in Tomato Juice Under Factory 
Conditions 

In 1943 it was decided to study ascorbic acid retention under com¬ 
mercial conditions by following the produce as received at the factory 
through the various processing steps in the plant. This survey was carried 
out in one plant that year with certain recommendations being made as to 
improvements in the manufacturing line. The study was repeated in 
1944 at the same factory as well as at two additional factories. The results 
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Table 5.—Ascorbic acid content of canned tomatoes and tomato 

JUICE PACKED ON SAME DAY AT FACTORY C 
(1944 season) 


Sample 


Ascorbic acid content per 100 grams 

number 


Juice 

Tomatoes 



mg. 

mg. 

1 

Sept. 14 

16.7 

18.5 

2 

Sept. 15 

21.3 

24.3 

3 

Sept. 19 

20.3 

22.9 

4 

Sept. 21 

15.2 

27 7 

5 

Sept. 22 

21.5 

18.9 

6 

Sept. 23 

17.2 

21.1 

7 

Sept. 25 

22.5 

23.2 

8 

Sept. 26 

22.5 

17 8 

9 

Sept. 27 

18.6 

21.7 

10 

Sept. 28 

20.2 

24.3 

11 

Sept. 30 

19.1 

21.1 

12 

Sept. 30 

19.3 

— 

13 

Oct. 2 

21.4 

23.2 

14 

Oct. 3 

23 5 

27.1 

15 

Oct. 5 

23.2 

23.4 

16 

Oct. 6 

17.2 

23.2 

17 

Oct. 7 

21.2 

22.2 

18 

Oct. 11 

20.1 

22.2 

19 

Oct. 13 

18.4 

20.9 

20 

Oct. 16 

18.1 

19.8 

21 

Oct. 16 

15.7 

— 

22 

Oct. 17 

26.1 

31.6 

23 

Oct. 18 

17.0 

24.4 

Average 

19.8 

22.8 

Maximum 

26.1 

27.7 

Minimum 

15.2 

17.8 


of the study at Factory C in 1944 are given in Table 6. This factory has 
what is considered to be a very good tomato juice manufacturing line. 
Losses were in general smaller and less variable at this plant than in the 
other two plants investigated. The ascorbic acid figures recorded in Table 
6 for raw fruit are very approximate due to the fact that only 12 to 16 
fruits were analysed whereas the other figures represent a volume of 50 to 
100 gallons of juice or equivalent to around 700 to 1400 pounds of tomatoes. 
It is unlikely that there was a significant loss at this plant in the hot break 
due to the few seconds only required following milling to reach the inacti¬ 
vating temperature of 190° F. Hence this figure probably should be taken 
as representing more nearly the true average ascorbic acid value of the 
raw product being employed during the tests. On this basis the total loss 
in processing under good conditions was 2 to 3 mg. or 11.7 to 13.5%. 
Loss at Factory A was only very slightly greater than at C, but Factory B 
showed a loss of 18.1 to 26.9%. This was probably due to low temperature 
extraction allowing enzyme action together with aeration of the product. 
Losses greater than those found could be expected under such conditions. 
None of the factories studied permitted contact of the product with copper 
equipment. 
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Table 6.—Retention of ascorbic acid at progressive steps in 
commercial processing of tomato juice 


Test No. 

Steps in processing 

Ascorbic acid 
per 100 gm. 

A 1 

Factory C (1944) 

Raw tomatoes 

mg. 

25.0 

2 

Emerging from hot break at 200° F. 

22.2 

3 

In finisher receiving tank at 188-190° F. 

20.7 

4 

Holding-salting tank (100 gal.) at 183° F. 

19.4 

5 

After filler prior to scaling can at 182° F. 

19 3 

6 

After canned juice stored three weeks 

19.2 

B 1 

Raw tomatoes 

20.8 

2 

Emerging from hot break at 200° F. 

19.6 

3 

In finisher receiving tank at 188-190° F. 

19.2 

4 

Holding-salting tank (100 gal.) at 183° F. 

17.2 

5 

After Idler prior to sealing can at 182° F. 

16 3* 

6 

After canned juice stored three weeks 

17.3 


* Froth at time of sampling, indicating air in product, likely accounts for this low figure Mote frothing 
seemed to occur with the less matine fruit. 


Effect of the Method of Extraction on the Ascorbic Acid Content 

Laboratory experiments were carried out to determine the effect of 
different temperatures employed in preheating the tomatoes prior to 
extraction and also the actual method of extraction on the ascorbic acid 
content of the resultant canned juice. The results obtained are reported 
in Table 7. All tests were made from the same lot of raw tomatoes; 7 to 
10 pounds of tomatoes were used for each test. In test No. A, B, J, and K, 
the tomatoes were placed in a small stainless steel jacketed kettle, pulped 
while heating in about 5 minutes to 210° F. (boiling at this altitude) using 
20-25 lb. steam pressure, boiled specified time, then extracted by various 
methods. To pass the cooked tomato pulp through the suspended screen 
by hand required about 3 minutes. Tests C and D were pulped and 
heated as for A but to lower temperatures. In test E, whole tomatoes 
were placed in boiling water, and in test F, whole tomatoes were exposed 
to flowing steam. In tests G, H, and I, whole fruit was extracted without 
any heating. In all cases, the juice obtained by the various methods of 
extraction was heated quickly in the kettle to 190° F. and the cans filled 
full at that temperature, sealed, processed in boiling water 10 minutes and 
then water cooled. 

The very important point brought out in Table 7 is the necessity of 
rapid heating of the milled pulp to sufficiently high temperature (at least 
190° F.) to inactivate quickly the relatively strong oxidase enzymes present 
in the tomatoes. If this is done, loss of ascorbic acid is relatively small but 
if not, the loss may be serious as indicated in Table 7 where as much as 
36% loss occurred. The actual method of extraction appeared to be of 
little consequence provided the extraction was on pulp heated to 190° to 
210° F. This temperature has the additional advantage that it also in¬ 
activates pectin-destroying enzymes resulting in improved consistency of 
juice as pointed out by Kertesz and Loconti (12). 
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Table 7.—Effect of the method of extraction on the ascorbic acid content 

OF EXPERIMENTALLY PREPARED CANNED JUICE 


Test No. 

Method of extraction 

i 

Ascorbic 

acid 

per 100 ml. 

Per cent loss 
compared to 
Lot K 



mg. 

% 

A 

Pulped and boiled 3 to 4 min. Extracted hot through screen 

30 2 

8.5 

B 

Puloed atid boiled k to 1 min. Extracted hot through screen 

29.6 

10.3 

c 

Pulped and heated to 173° F. Extracted hot through screen 

22 4 

32.1 

D 

Pulped and heated to 110° F. Extracted immediately 

22 9 

30 6 

E 

Scalded whole 3 min. in boiling water, pulped and extracted imme¬ 




diately through screen 

24 5 

25 8 

F 

Scalded whole 2 min in flowing steam, pulped and extracted imme¬ 




diately through screen 

22.9 

30 6 

G 

Pulped and cold extracted through sc reen 

22 5 

31 8 

II 

Pulped and cold extracted through centiifugal juicer 

21 8 

33,9 

I 

Pulped and cold extracted through screw expelier press 

21 0 

36 4 

J 

Pulped and boiled l to t min. Extracted hot through small centri¬ 




fugal juicer 

25 2 

23 6 

K 

Pulped and boiled % to 1 min. Extracted hot through small screw 




j expelier press 

33 0 

0.0 


Effect of Sterilizing Temperature and Period 

To study the effect of sterilizing temperature and time on the ultimate 
ascorbic acid content of canned tomato juice, several lots of juice were 
prepared according to Atkinson and Strachan (3) home process procedure. 
The results of this experiment are recorded in Table 8. The cans in each 
lot were filled full at 190° F., sealed, sterilized as recorded in the table, and 
water cooled. Analyses were made after several months storage at 50° F. 
One-half the cans from each lot of prepared juice were held hot on their 
sides in the air for 5 minutes or processed in boiling water for 10 minutes 
for controls. The different lots were not always necessarily prepared from 
the same fruit. The results show that the sterilizing temperature had very 
little effect on the final ascorbic acid content of canned tomato juice. This 
is in agreement with limited data obtained in 1943 under commercial con¬ 
ditions. It was observed that excessive processing temperatures and long 
processing time had a deleterious effect upon colour and flavour. 

SUMMARY 

Analyses for ascorbic acid content have been made of 31 varieties and 
strains of tomatoes grown under identical conditions at the Summerland 
Experimental Station. A number of the varieties were examined over a 
period of 3 to 4 years. Clarks Early and Sugawara were found to have 
consistently good ascorbic acid values and are satisfactory canning tomatoes 
in this area. The Signet variety proved to be consistently high in ascorbic 
acid, having a mean value of 29.8 mg. per 100 grams over a 3-year period. 
Its other characteristics are also good with the exception that it tends to 
be small. The fruits from individual plants, resulting from crossing Signet 
with larger fruited varieties, were analysed for ascorbic acid. The results 
indicate the practicability of developing varieties combining high ascorbic 
acid content with superior cultural and canning characteristics. 
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Table 8.—Effect of sterilizing temperature and period on ascorbic acid 

CONTENT OF EXPERIMENTALLY CANNED TOMATO JUICE 


Lot No. 

Processing data 

Ascorbic 

acid 

per 100 ml. 

Sterilizing process 

Period 




min. 

mg. 

1 (a) 

210" F. 

(Boiling water) 

10 

26 2 

(b) 

(Held on 

side in air) 

5 

26.5 

2 (a) 

240" F. 

(Retort) 

10 

26 6 

(b) 

210° F. 

(Boiling water) 

10 ! 

26 3 

3 (a) 

240" F. 

(Retort) 

20 

27.9 

(b) 

210° F. 

(Boiling water) 

10 

29.3 

4 (a) 

250° F. 

(Retort) 

5 

24 9 

(b) 

210° F. 

(Boiling water) 

10 

25 9 

5 (a) 

250° F. 

(Retort) 

15 

26 8 

(b) 

210° F. 

(Boiling water) 

10 

28 0 


A comprehensive survey was made of commercially canned juice and 
tomatoes in Canada. Marked differences were found in average ascorbic 
acid content of tomato juice produced in British Columbia and Eastern 
Canada. In 1941 and 1944 the British Columbia mean values were 22.3 
and 19.8 mg., respectively, while the 1942 and 1944 values for Eastern 
Canada were 14.4 and 15.0 mg. Very low values were found in tomato 
juice packed in Eastern Canada, yet these low values were not found in 
the canned tomato samples. 

An extensive study was made at three factories of the retention of 
ascorbic acid in tomato juice under factory conditions. Analyses were 
made at several steps in the process of manufacture. This study revealed 
that under good processing conditions the total loss in processing from the 
iaw fruit to the final canned product should not exceed 2 to 3 mg. Loss 
at many factories apparently greatly exceeds this figure. 

Laboratory experiments were conducted on the effect of the method of 
extraction and the effect of sterilizing temperatures and time on the reten¬ 
tion of ascorbic acid in canned tomato juice. The great importance of 
rapidly heating the milled tomatoes to 190° F.-210 0 F. prior to extraction 
was demonstrated. The sterilizing temperature and length of cook had 
insignificant effect on the ultimate ascorbic acid content of the canned 
juice. Excessive sterilizing did, however, adversely affect the colour and 
flavour of the juice. 
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DRIED WHOLE EGG POWDER 

XX. THE EFFECT OF GRADE OF EGGS, LOCALITY AND MONTH 
OF PRODUCTION, AND CLIMATIC CONDITIONS ON THE SOLIDS 
CONTENT OF LIQUID EGG AND ON THE QUALITY OF THE 
POWDER PRODUCED 1 

By Jesse A. Pearce 2 , Margaret Reid 2 , Miss B. Metcalfe 3 , and 

H. Tkssier 4 

Abstract 

Graded large eggs had the lowest average solids content (25 6%) of the grades 
si utlied and Grade ('eggs had the highest (2b 6%). The solids content increased 
during the period from December 1944 to July 1945. The total increase during 
this interval was about 0.5%. 

4 he average |K>tassium chloride value of powder produced from Grades B 
and f'eggs was higher than the value for Grade.4 medium eggs; Grade4 medium 
and puilet eggs produced powder better in this quality attribute than Grade* A 
large (differences of about 2%). '1'he u>e of Grade 6’ eggs resulted in a powder 

with an average fluorescence value about 2 units greater than for powder from 
anv other grade of eggs. The month of egg production affected quulit\ measures 
on the lesulting powder. As the season progressed there was a decrease in the 
fluorescence value and pll and an increase in potassium chloride \aluc and 
loathing \ olumo value. 

The changes noted could not be attributed to climatic conditions, but may be 
attributable to feeding practices and to increased age* of the hen. 


Introduction 

The increased production of dried eggs in Canada has focused attention 
on possible differences between lots of eggs that may affect both the yield and 
quality of the resulting powder. Recurring statements from some producers 
of powder indicated that eggs from different parts of the country varied 
widely in solids content. One processor claimed that eggs from one area 
consistently produced 4% less powder than eggs from another area. There¬ 
fore, it seemed advisable to attempt a monthly assessment of the solids content 
of various grades of eggs from different parts of the country. 

There is some evidence that eggs produced Ijetween November and March 
are of the highest quality (3, 4, 5, 7, 12). Although these reports did not deal 
with solids content specifically, they describe decreases in quality from March 
to November as assessed by the condition of the thick white, the percentage 
of thick white, yolk index (4, 5), and candling appearance (7). There was 
no seasonal change in yolk colour (4, 5) but this may be attributed to the use 
of standard mash for feeding the experimental birds. One Canadian report 
indicates that the albumin index of eggs produced in March is higher than 
that of eggs produced in June (3). 

1 Manuscript received February 20, 1046. 

Contribution from the Division of Applied Biology, National Research Laboratories, 
Ottawa. Issued as Paper No. 160 of the Canadian Committee on Food Preservation and as 
N.R.C. No. 1401 . 
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4 Laboratory Steward, Food Investigations. 
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Therefore, simultaneously with an assessment of solids content of the 
liquid eggs, some of the material was dried and the yield determined. The 
properties of the powder were assessed, using the quality tests currently applied 
to dried egg powder (6) and a test of baking properties (9). The colour of the 
powder was measured on a colour comparator (13). The 1 present paper 
describes differences in solids content of the liquid eggs, and in yield and 
quality of the dried product. The colour measurements will be discussed as 
part of a subsequent paper on the colour of dried egg powder (10). 

Materials and Methods 

The original experimental design required the shipment of eggs from 
Vancouver, Edmonton, Winnipeg, London, Belleville, and Three Rivers. 
While these did not represent all the areas from which eggs are purchased 
for drying, they did represent the areas subject to controversy and were 
believed to be a good cross-section of Canada’s egg producing districts. Since 
surplus eggs become available in Canada in December and production falls 
off the following July when the hens begin to moult, eggs were taken from 
current receipts on the 15th of each month from December 1944 to July 1945. 
This would represent the eggs most likely to be dried. Five dozen of each of 
the following grades were to be shipped at each sampling time: A large, 
A medium, A pullet, B and C. Since Canadian eggs can be classed as B and 
C for dirty shells as well as for quality (2), the .samples representing these 
grades wen* selected on the basis of quality only. All eggs wen* to be drawn 
from current receipts in the areas designated, and samples were taken and 
graded by inspectors of the Special Products Board of the Canadian Depart¬ 
ment of Agriculture. 

Unfortunately, the original plan could not be adhered to entirely. Only 
four areas could supply eggs in'December 1944, and it was impossible to obtain 
the required B and C eggs from the Vancouver area. From time to time, 
single items were* missing in the various consignments. Nevertheless, it was 
believed that the survey was sufficiently complete to permit conclusions of 
value. Altogether, 224 five-dozen lots of eggs were used in the study. 

Upon receipt in the laboratory, the eggs of each of the various grades were 
broken and mixed; samples were then drawn for determinations of solids 
content (1, p. 308) and the remainder was weighed before going to the labor¬ 
atory spray drier (14) for dehydration (drying temperatures: inlet, 250° F.; 
outlet, 140° F.). After dehydration the material from the main chamber and 
the secondary collector were weighed separately, and the moisture contents 
determined (11). From these values, the recovered solids were calculated as 
a percentage of the solids introduced into the drier. 

Only the powder from the main chamber was used for measurement of 
fluorescence value (8), potassium chloride value (11), pH (6), and foaming 
volume (9). 
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Results 

The significance of the results was assessed by analyses of variance. Two 
comparisons were made: the first compared Grade A eggs of all sizes from the 
six areas for the months of January to July 1945; the second compared Grade A 
medium eggs with Grades B and C eggs for the same collection times but for 
five areas only. Since the mathematical treatment showed little evidence 
of differential behaviour, the presentation of the results has been simplified 
by the use of tables of means and necessary differences (Tables I, II, and III). 
The effect of area of production on solids content of Grade A eggs almost 
attained significance and was given further consideration (Table IV). There 
appeared to be some relation between quality and time of production and 
possibly some relation between quality and climatic conditions, shown by 
tables of correlation coefficients (Tables V and VI). 

Solids Content and Yield 

The results indicated that Grade A large eggs had a significantly lower solids 
content than Grade A medium and Grade A pullet eggs, while Grade C eggs 
had the greatest solids content (Table I). Area of production had a significant 
effect on the solids content of Grades B and C eggs and the effect almost 
attained significance for Grade A eggs (Table II). Although the differences 
are small, there is generally a tendency for solids content to increase as the 
season progresses (Table III). This would correspond to a previously observed 
seasonal trend in loss of quality before the candling lamp (7). One particular 
feature is increase in the size of the air cell that is believed to accompany loss 
of moisture through the shell. 

TABLE I 

Relation between grade of egg*, solids content, and quality of egg powder produced 

DURING A SEVEN MONTH PERIOD 


Grade of eggs 

Solids 

content, 

% 

Quality of powder 

Fluorescence 

value 

Potassium 

chloride 

value, 

% 

pH 

Foaming 

volume, 

ml. 

Averages for eggs produced in six areas 

A large 

25.6 

23.1 

65.8 

8.76 

235 

A medium 

25 9 

21.3 

66.6 

8.75 

247 

A pullet 

25.9 

21.8 

68.0 

8.67 

241 

Necessary difference, 5% level 

0.3 

1.6 1 

1.8 

0.09 1 

24 1 

Averages for eggs produced in five areas 

A medium 

26.0 

21.3 

67.0 

8.73 

247 

B 

26.2 

22.4 

69.5 

8 67 

247 

C 

26.6 

24.6 

69.7 

8 59 

243 

Necessary difference, 5% level 

0.3 

1.4 

1.7 

0.13* 

20i 


: Difference not significant. 
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TABLE II 

Relation between area in which eggs are produced, solids content, and quality of 

EGG POWDER PRODUCED DURING A SEVEN MONTH PERIOD 




Quality of powder 

Area of production 

Solids 

content, 

% 

! 

Fluorescence 

value 

Potassium 

chloride 

value, 

% 

pH 

Foaming 

volume, 

ml. 


Averages for Grade A eggs 


Vancouver 

25.7 

23.3 

64.9 

8.75 

242 

Edmonton 

25.6 

21.4 

68.5 

8.74 

252 

Winnipeg 

25.5 

22.4 

66.2 

8.78 

242 

London 

25.7 

22.5 

66 7 

8 73 

239 

Belleville 

25.8 

20.4 

68.2 

8 74 

250 

Three Rivers 

26.0 

21.9 

65.4 

8.67 

236 

Necessary difference, 5% level 

0.4 1 

2.2^ 

2.6 

0.13 1 

33i 


Averages for Grades A medium , B , and C eggs 


Edmonton 

26.7 

23.4 

70.8 

8.60 

249 

Winnipeg 

26.0 

22.8 

67 5 

8.78 

253 

London 

26.1 

21.9 

69.3 

8 70 

238 

Belleville 

25.8 

21.3 

67.5 

8 66 

251 

Three Rivers 

26.5 

23 8 

67.8 

8 59 

238 

Necessary difference, 5% level 

0.4 

1.9i 

2.2 

0 171 

25i 


1 Difference not significant . 


The effect of area of production on the solids content was given further 
consideration (Table IV). This table indicates a greater proportion of eggs 
of low solids content from Western Canada. However, Grade C eggs from 
Edmonton had high solids contents (average, 27.8%), thus accounting for the 
high value noted in the second part of Table II. 

The only differential behaviour of significance was noted for eggs from 
Belleville. Grade C eggs from this area had, on the average, lower solids 
content than Grade B eggs, which in turn had a lower solids than Grade A 
mediums. The average values were: Grade C, 25.5%; Grade B , 25.8%; 
Grade A medium, 26.0%. No explanation can be offered to show why these 
results do not conform to other data presented in this paper or to everyday 
experience. 

Calculations on powder yield in relation to solids entering the drier showed 
no differences in drying characteristics as a result of differences in grade, 
area, or time of production. The average recovery on the model drier was 
92%. Although the distribution curve was slightly skewed, the standard 
deviation was calculated as 6%, which gives some indication of the variability 
observed. 
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TABLE III 

Relation between month in which eggs are produced, solids content, and quality 

OF THE POWDER PRODUCED 



■ 

; 

Quality of the powder 

Month of production, 
1944-5 

Solids 

content, 

% 

Fluorescence 

value 

Potassium 
ch loride 
value, 

% 

pH 

Foaming 

volume, 

ml. 


Averages for Grade A eggs produced tv six areas 


December 1 

25.4 

21 9 

61.2 

8.96 

223 

January 

25 6 

24 0 

64.0 

8 88 

234 

February 

25 6 

24.8 

66 4 

8.74 

219 

March 

25 7 

21 5 

69 3 

8 73 

265 

April 

25 9 

22 5 

65 9 

8 74 

237 

May 

25.8 

21 8 

65.6 

8 76 

232 

June 

1 26 2 

21 6 

71.7 

8.78 

285 

July 

I 26 0 

17 9 

66 7 

8.51 

235 

Necessary difference, 5% level 

! 0.5 

2 4 

2 8 

0 14 

36 


Averages for Grades A medium , B , and C eggs produced in five areas 


December 1 

26 2 

22 3 

61 6 

8 88 

223 

January 

26 2 

24 9 S 

64 9 

8 80 

234 

February 

26 2 

26 1 

66 1 

8 66 

220 

March 

26 1 

20 6 

69.0 

8.72 

251 

April 

26 2 

22 1 

69 8 

8 77 

248 

May 

26 3 

22 9 

69.3 

8.70 

244 

June 

26.5 

22 3 

72.7 

8.73 

282 

July 

26 5 

19.4 

68 3 

8.26 

239 

Necessary difference, 5% level 

0 4 

2 2 

2 6 

0.20 

30 


1 ttRRs from only four areas available in December. Therefore these measurements not 
included in analysis of variance . 


TABLE IV 

Variation in solids content of vaiuoi s grades of eggs from various districts sampled 
D l KING AN FIGHT MONTH PERIOD 



Grade A large 

25 6 

0 5 

24 5 - 20.3 

1 

1 

1 

1 

0 

3 

1 

3 

1 

1 

1 

0 

Grade A medium and 
pullet 

25 9 

1 

0 5 

24 0 - 27 3 

0 

1 

0 

2 

1 

3 

5 

1 

0 

3 

1 

0 

Production from five areas 

Grade B 

26 2 

0.4 

25.0 - 27.5 

_ 

0 

1 

0 

1 

o 

— 

2 

0 

0 

0 

1 

Grade C 

26.7 

1.0 

25.5 - 29.9 

! 

2 

0 

0 

0 

0 i 

— 

0 

0 

0 

2 

0 
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The data in Table IV indicated that, in spite of fairly constant behaviour 
during the drying operation, variation in production is possible because of 
differences in solids content of the eggs. In Canada, only eggs of B grade 
or better are dried, thereby making possible variation in recovered solids 
of between 24.5 and 27.5 lb. per 100 lb. of liquid egg introduced into the 
drier. Since the quantity of liquid egg dried in one day in a commercial 
plant greatly exceeds the size of the samples studied here, some reduction in 
this variation is likely. If variations of the magnitude of the standard 
deviations (Grades A and B eggs, Table IV) are encountered in commercial 
practice, 100 lb. melange may produce between 25.1 and 26.6 lb. of powder. 
That is, a plant drying 40,000 lb. of liquid egg per day may recover between 
10,040 and 10,640 lb. of solids. These values are more extreme than, but 
support, the 400 lb. differences reported from some commercial plants produc¬ 
ing about this quantity of powder. 

Quality of the Powder Produced 

Neither grade of eggs nor area of production had a significant effect on the 
pH and foaming volume values of the powder produced, but month of produc¬ 
tion appeared to affect all quality measures (Tables I, II, and III). The use 
of Grade C eggs resulted in powders with increased fluorescence values. The 
high fluorescence value noted for Grade A large eggs was attributable to the 
high values for this grade of eggs from the Vancouver area. Powders produced 
from Grade A pullet eggs had higher potassium chloride values than powder 
from Grade A large eggs, and Grades B and C eggs produced powder signi¬ 
ficantly better in this quality attribute than Grade A mediums. Powder from 
Grade A eggs from Edmonton and Belleville areas had higher potassium 
chloride values than powder from similar eggs produced in the Vancouver and 
Three Rivers areas. The comparison of B and C with A medium eggs further 
supported the high potassium chloride values for* eggs from the Edmonton 
area. 

Time of production affected all quality attributes of the powder (Table III). 
Fluorescence values were high in February and decreased thereafter, while 
potassium chloride values progressively increased until June and decreased 
markedly in July (time of first moult). A regular decrease in pH was observed 
throughout the period studied. Foaming volume values were greatest in 
March and June. Since there were changes in quality with month of produc¬ 
tion, which may have been the results of climatic conditions, these changes 
were studied further by calculation of the correlation coefficients between 
quality attributes and climatic condition. 

Correlations Between Time , Climatic Conditions , and Quality 

Correlation of the various measurements for Grade A eggs or powder from 
Grade A eggs with time of production is shown in Table V. Average values 
for solids content and potassium chloride value and foaming value of the 
powder increased as the season of production progressed, while average 
fluorescence value and pH of the powder decreased. The only relations 
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attaining significance were those between time of production and solids 
content, and time of production and pH. Considered independently of time 
effects, positive correlations were observed between average solids content 
and average fluorescence, potassium chloride and pH values of the powder. 
However, these relations failed to attain significance. 

TABLE V 

Correlation coefficients between time of production, average 

SOLIDS CONTENT OF LIQUID EGG, AND AVERAGE VALUES FOR 
QUALITY MEASUREMENTS ON EGG POWDER 


Iterns correlated 

Correlation 

coefficient 

Time correlated with averages for: 

(6 degrees of freedom) 


Solids content of liquid eggs 

Fluorescence value of powder 

Potassium chloride value of powder 
pH of reconstituted powder 

Foaming volume for powder 

886 ** 

-.704* 

.656 
-.799* 

456 

Correlation of .solids content with averages for quality I 
measures independent of time effects: 

(5 degrees of freedom) 


Fluorescence value of powder 

Potassium chloride value of powder 
pH of reconstituted powder 

Foaming volume for powder 

.417 

.558 

.375 

.077 


*5% point of statistical significance , r — ± .707. 
** 1% point of statistical significance , r = ± .834. 


When considering the effects of climatic conditions (dry bulb temperature, 
sunshine, rainfall) it was believed that the average condition occurring during 
the first 15 days of the month might be correlated with the various measures, 
if the quality was affected by the climate to which the egg is exposed just after 
laying. Conversely, if climate were affecting egg quality prior to laying, 
the average condition occurring during the last 15 days of the preceding month 
might be correlated with the measures. To make the comparison, correlation 
coefficients were calculated independently of time and area. Only one relation 
attained significance (5% level) and since there were 30 comparisons this 
might be expected to occur by chance (Table VI). It was thought possible 
that significant relations might be observed if the data were broken down for 
periods from January to March and April to June, i.e., for periods when hens 
are sheltered or outside. However, even w T ith this breakdown none of the 
coefficients became significant. 

In general, the failure of the correlations to attain significance for any 
factor other than time indicates that the age of the hen may be the most 
important single factor responsible for the changes noted in the solids content 
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TABLE VI 

Correlation coefficients relating climatic conditions to the average solids content 
of Grade A eggs collected on the 15th of fach month from January to June 

AND TO THE QUALITY OF THE POWDER PRODUCED (INDEPENDENT OF TIME 

AND AREA 1 ) 


Average condition during the first 

15 days of the months correlated with: 

J Correlation coefficient (15 degrees of freedom) 

Dry bulb 
temperature 

Sunshine 

Rainfall 

Liquid egg 




Solids content 

- 313 

— .160 

.354 

Powdered egg 




Fluorescence value 

068 

-.411 

.196 

Potassium chloride value 

1<)5 

439 

.360 

pH 

- 143 

.280 

096 

Foaming volume 

: 

259 

- 483* 

- 072 

Average condition during the last 15 days 




of the preceding months correlated with: 




Liquid egg 




Solids content 

187 

- 145 

282 

Powdered egg 

i 

j 



Fluorescence value 

008 

- 345 

373 

Potassium chloride value 

- 030 

- 353 

336 

pH 

- 021 

.147 

- . 040 

Foaming volume 

- 045 

-.306 

- 255 


1 0nly samples taken from January to June and eggs from Three Rivers, Winnipeg , Edmonton, 
and Vancouver were considered in this treatment. 

* 5% potnt of statistical significance, r ~ ± 482. 


of the liquid egg and in the quality of the powder produced. The differences 
noted for various areas may be attributable to local variations in feeding 
practice. 
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DRIED WHOLE EGG POWDER 

XXI. PASTEURIZATION OF LIQUID EGG AND ITS EFFECT ON QUALITY OF 

THE POWDER 1 

By N. E. Gibbons 2 , C. O. Fulton 3 , and Margaret Reid 4 

Abstract 

Heating liquid egg to 60°C. reduced the viable bacterial count 85 to 95% but 
had less effect on the coliform organisms. Holding the liquid at 60°C. for 30 
min. reduced the viable count 98 to 99%, and destroyed the cotiforms, Salmonella, 
and Staphylococci. Quality tests indicated no difference between powders 
prepared from heated and unheated melange either originally or after storage. 

Tests with a laboratory flash pasteurizer indicated that a considerable reduction 
in the number of total viable and coliform organisms occurred when liquid egg 
was heated from 22° to 60°C., the total time in the pasteurizer being approxi¬ 
mately one minute. 

Introduction 

The presence of organisms of the Salmonella group (4) and coagulase 
positive Staphylococci * in dried egg powder introduced a public health hazard 
that at one time was viewed with some alarm. Previous studies indicated 
that in the interests of quality the temperature of drying should be as low 
as possible and the powder should be cooled as rapidly as possible (12). Both 
of these recommendations favoured the survival of bacteria during the drying 
process (3). The present studies were undertaken to determine the feasibility 
of destroying possible pathogens by heat treating liquid egg and to evaluate 
the effect of this treatment on the keeping quality of the powder. 

Although the principle of heating liquid egg to facilitate drying was well 
known, little information was available on the heat treatment of liquid egg 
with the object of destroying bacteria. It has been stated that broken out 
duck eggs may be pasteurized by adding .sodium citrate, heating to 65°t\ for 
20 min., and cooling rapidly (10). In a criticism of this method it was claimed 
that the heating period of 20 min. was not always sufficient to kill Salmonella 
(11). Recently some work on hens’ egg melange has been done in the United 
States (5).f 

1 Manuscript received March 18, 1946. 

Contribution from the Division of Applied Biology, National Research Laboratories, 
Ottawa. Issued as Paper No. 161 of the Canadian Committee on Food Preservation and as 
N. R. C. No. 1427. 

* Bacteriologist, Food Investigations. 

* Formerly Bacteriologist , Food Investigations, now with Ayers/, McKenna, and Harrison, 
Montreal, Que. 

4 Formerly Biochemist, Food Investigations . 

* Unpublished data . 

f Since this paper was submitted, this work has begun to appear in more detail. 

Winter, A. R., Stewart, G. F., McFarlane, V. II., and Solowey, M. Am. J. Pub. 

Health, 36 :451-460. 1946. 

Winter , A . R., Greco, P. A., and Stewart, G. F, Food Research, 11:229-245. 1946 . 

Payawal, S . R., Lowe, B., aud Stewart, G. F. Food Research, 11:246-260. 1946 . 
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Materials and Processing Methods 

Preliminary tests indicated that fresh egg liquid could be heated to 52° and 
59°C. (126° to 138°F.) for periods up to 12 hr., with a reduction in the bacterial 
content, but without affecting the fluorescence value of the powder prepared 
from it. Fresh melange could be heated to 66°C. (151°F.) and held 30 min. 
with no evidence of coagulation, provided it was stirred vigorously. There 
was some coagulation when the temperature was raised to 68°(\ (154°F.). 
It was not possible to obtain these temperatures in the commercial trials with 
the equipment available as the temperature differentials necessary were so 
high that coagulation occurred on the heating coils; the highest practical 
temperature was 60°C. (140°F.). 

Liquid egg was divided into two portions, one of which w r as inoculated with 
Escherichia coli, and the other with an organism resembling Streptococcus 
faecalis . Portions of each lot w r ere heated in 5 to 10 min. to 55°, 57°, and 60°C\ 
(131°, 135 5°, and 140°F.). After one-half, one, two, three, and four hours, 
samples were icmoved for bacteriological analysis and for drying. The 
samples for drying (100 ml.) were frozen immediately at — 40°(\ and dried in 
a vacuum over calcium chloride as soon as possible. The powders were 
stored at — 40°(_\ until all had been prepared. Fluorescence and potassium 
chloride were then determined and the powder stored 21 days at 37°C. when 
the fluorescence^ w'as again measured. 

Based on the results of these tests, further experiments w r ere made with 
mixtures of E. coli, E. freundii , and Aerohacter arrogates, of Salmonella , and 
of hemolytic Staphylococci and Streptococci. 

For the first commercial trial, 2000 lb. of liquid egg piepared from frozen 
blocks was used. The drier and all tanks and lines had been cleaned some 
hours previously and filled with hypochlorite solutions and rinsed w f ith hot 
water. The melange was heated to 60°(\ in a (ream forewarmer, consisting 
of an open uninsulated metal tank with a rotating helix through which hot 
water w^as circulated at 82°C. (180°F.). The mass was heated from 8° to 
60°C. in 54 min. This time could probably have been shortened but the 
temperature at which the egg might coagulate on the coils was not known. 
After holding the liquid 30 min. at a temperature of 59° to 60°C., it w as pumped 
into an insulated holding tank and fed as needed through a line filter into a 
.small ballast tank near the drier. All of the liquid was dried 2.5 hr. after 
pasteurizing. The temperature of the melange and outlet air temperature of 
the drier are given in Fig. 1. .Samples of powder were collected 10, 85, and 
145 min. after drying began and immediately cooled. As soon as the heated 
egg w T as dried, the drying of unheated liquid from the same master batch was 
resumed and after 30 min. of operation a sample of powder w r as collected as 
a control. All samples were analysed bacteriologically and chemically at once 
and after storage for three weeks at 37°C. 

In a second trial, five lots of 2000 lb. each were processed. The melange 
was prepared the day before, cooled, and held at 4°C. (39°F.) overnight. The 



GIBBONS BT AL.: DRIED WHOLE EGG POWDER. XXII . 


329 


holding temperatures and times are given in Table III. Lot B was raised to 
temperature more rapidly than A. The control powder (F) was prepared 
from the same master batch of melange immediately after the others were 
dried. Throughout the trials the temperature of the water entering the coils 



Fig. 1 . Data regarding first commercial run. I —outlet air temperature of drier; II — 
temperature of liquid egg; III—viable bacterial count at 37°C.; IV—viable bacterial count at 
55°CV—coliform content; J, 2, etc.—samples of liquid egg taken; A, B—samples of 
powder taken. 

was between 81° and 86°C. (178° to 187°F.). The air inlet temperature to 
the drier was 96°C.; the outlet temperature varied between 57° and 60°C. 
On leaving the drier the powder was cooled in a ramshorn with air at 5°C. 
Approximately 10 lb. from the first of each run was excluded from the test 
material. Samples for analysis were taken as the powder was being sifted 
into barrels. 






330 CANADIAN JOURNAL OR RESEARCH. VOL. 24. SBC. R* 

Between lots, all lines and tanks, with the exception of the ballast tank, were 
washed with hot water and steam. The ballast tank was merely washed with 
hot water to allow continuous operation of the drier. 

The powder was stored at 16°C. (60°F.) and packaged after five days. At 
that time 14 lb. of test material was removed from each lot by taking small 
amounts throughout the packaging operation. This was stored at — 1.1°C. 
(30°F.) for six days, then sealed in cans and stored at 32.2°C. (90°F.) for 
periods up to four weeks, at 26.7°C. (80°F.) up to 12 weeks, and at 21.1° 
(70°F.) and 15.6°C. (60°F.) up to eight months. The remainder of the powder 
was shipped overseas in the usual 14-lb. packages. 

Since there are several disadvantages to vat pasteurization, a small experi¬ 
mental unit was constructed to explore the possibility of flash pasteurizing 
the liquid egg immediately before it entered the drier. Three glass tubes 
80 cm. long with inside diam. of 3 mm. were enclosed in a water jacket made 
of glass tubing (41 mm. I.D.). 

Water was pumped through the jacket from a constant temperature bath 
by means of a centrifugal pump. The egg was forced through the tubes (total 
capacity approximately 17 ml.) at the rate of about 20 ml. per min. by a 
constant volume delivery pump. Some liquid egg pasteurized in this apparatus 
was pumped directly into a laboratory spray drier (14). 

Analytical Methods 

Viable bacterial counts were made on proteose-peptone-tryptone agar 
after incubating at 37°C. (98°F.) for three days. In the first commercial trial, 
duplicate plates were also incubated at 55°C. (131°F.). The presence of 
coliform organisms was detected by inoculating appropriate dilutions into 
five tubes of brilliant-green bile broth. Gas production was checked after 24 
and 48 hr. incubation at 37°C. and the most probable number determined (1). 

Powder quality was evaluated by fluorescence value (8), potassium chloride 
value (9), moisture (9), and palatability (8). 

Results 

Effect of Pasteurization on Bacterial Content 

The results of several preliminary experiments are summarized in Table I. 
At 60°C. the viable count reached a minimum and all coliforms had been killed 
in 30 min. At 57.5°C. this was not accomplished for at least three hours. 
Mixtures of at least two strains each of E. coli y E. freundii, and A . aerogenes 
and of five types of Salmonella were destroyed in 25 min. at 60°C. Six strains 
of a-toxin producing, coagulase-positive Staphylococci were killed in 15 min. 
at 60°C. and four strains of Group A Streptococci were killed in 10 min. at 
60°C., although 20 min. was taken to attain the desired temperature. It 
would seem therefore that 60°C. for 30 min. is the shortest time possible for 
vat pasteurization. 
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Organism 

added 

i 

i 

Approx, 
time to 
attain 
pasteuriza¬ 
tion 

temp., min. 

: 

1 

Pasteuriza¬ 

tion 

temp., °C. 

1 

Holding 
time at j 
pasteuriza- i 
tiou i 

temp., min. 

Log. no. organisms per ml. 

Initial 

After heating 

Viable 

Coliform 

M.P.N.f 

Viable 

Coliform 

M.P.N, 

E. coli * 


8 

60 

15 

,5, 

6 25 

i 

4 00 

0 30 





50 



3 45 

0 





60 



3 34 

0 



5 

57.5 

50 

7 73 

7 85 

4.22 

1.34 





60 



3 63 

1.23 





120 



3 48 

1 34 





240 



3 30 

.30 



5 

55 0 

30 

7.85 

6 25 

5.74 

3.30 





120 



4.04 

2 20 





240 



3 59 

2 26 

E. coli** ' 


A 


10 



3.73 


E.frcundti ! 



OU 

20 



1 18 


A. xrogenesj 




25 



0 


Salmonella spp.** 

4 

60 

10 

7.26 


3 04 

; 





20 



1.70 






25 



0 


Staphylococci** 

20 

60 

0 

7.50 


2 60 

- 

a-toxin, coagulase + 



15 



0 


Streptococci* 

* 

20 

60 

10 

6 90 


0 

: 

Group A 









5. faecalis* 


10 

60 

30 

4 70 


3 45 






! 60 



3.41 






120 



3.32 

■ 

; 


t M.P.N.—Most probable number of organisms . 

* Added to melange containing other organisms. 

*+Added to melange containing < 10 other organisms per ml. 

The first commercial trial was based on these results. The pertinent data 
and the decrease in bacterial content are shown in Fig. 1. 

The high initial viable count was attributed to thawing frozen melange 
with warm water and failing to cool it promptly. It served admirably for 
the purpose of the test. The viable count at 37°C. had decreased to about 
one-sixth of the original by the time the temperature of the liquid reached 
60°C. and at the end of the 30 min. holding time there was a 98% reduction. 
The reduction in count continued in the liquid awaiting drying, and at the 
final sampling was 99.97%. 

The number of coliform organisms decreased from 92,000 per ml. initially 
to 220 per ml. by the time the temperature of the liquid had reached 60°C., 
and none could be detected in 10-ml. amounts after IS min. heating. 

Organisms capable of growing on plates incubated at 55°C. were reduced 
to only 15% of the original number at the end of the pasteurizing period. The 
number continued to decrease for a short time afterwards, but as the tem¬ 
perature of the melange approached 55°C. began to increase again. Since none 
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of these organisms is pathogenic, they are of little significance. However, their 
behaviour serves to point out some of the dangers inherent in batch processes 
and to emphasize the fact that the liquid should be dried as rapidly as possible 
after heating. 

The powder prepared from the pasteurized liquid contained only a small 
fraction of the number of viable bacteria present in that prepared from un¬ 
treated egg (Table II). 

TABLE II 

Quality measurements and bacterial content of powders produced from 

PASTEURIZED AND UNPASTEURI/ED LIQUID EGG (FIRST COMMERCIAL 

TRIAL) 



Moisture 

% 

Fluorescence 

value 

Palata- 

Potassium 

Viable bacterial 
count, log. no. 


Initial 

After 3 
weeks at 
37°C. 

bility 

ratings 

chloride 

value 

per gm. 





37°C. 

32°C. 

Pasteurized* 

G 

2.77 

13.5 

43 3 

7 5 

68.2 

4 71 

4 82 

11 

3 05 

14 0 

42 7 

8.0 

72.5 

4.64 

4 62 

I 

2.80 

15.0 

40.0 

8 5 

70.5 

4 54 

4.58 

J Unpasteurized 

4.16 

14.0 

46 4 

8.5 

73.1 

6 88 

6.93 


*Collected 10, 85, and 145 min. respectively after drying began . 

TABLE III 

Experimental daia on second commercial pasteurization 
EXPERIMENT 


Lot 

Holding 
temp., °C. 

Time to attain 
temperature, 
min. 

Holding time, 
min. 

Moisture 
content of 
powder, % 

A 

60 

69 

30 

3.75 

B 

60 

36 

27 

3.60 

C 

60 

48 

0 

3 68 

D 

57 

36 

10 

4.02 

E 

57 

64 

0 

4 16 

F (control) 

— 

— 

— 

3.77 


In the second commercial trial the heating-up period was the most destruc¬ 
tive to the bacterial population, but within the limits studied the time taken 
to reach temperature had little effect (Table IV). The time of holding had 
little effect on the final number of organisms. The temperature attained was 
most important in determining the viable count in the liquid. 

The heating-up period (Table IV) was as destructive to the bacteria as the 
whole pasteurizing period in the previous experiment (Table II). In the 
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• control powder ( F ) the percentage reduction due to drying alone was as great 
as that obtained by both pasteurizing and drying. Although such high per¬ 
centage reductions due to drying alone have been reported (7), they are not 
usual (2 ,3) and the extent of reduction probably depends on the particular 
flora of the melange being dried. The data for ooliform organisms are 
unfortunately not complete; nevertheless, the indications are that at these 
temperatures a holding period is necessary to eliminate these organisms from 
the melange (Table IV). The high coliform content of the powder produced 

TABLE IV 

Logarithm of number of viable organisms growing at 37°C. and of most 

PROBABLE NUMBER OF COLIFORMS AND E. Coli IN EGG MELANGE 
AND POWDER IN SECOND COMMERCIAL EXPERIMENT 



Log. viable count, 37°C. 

oiimpic 








A** 

* 

c 

D ] 

E 

F 

1 

6.39 

6.53 

6 60 

6.28 

6 83 


2 

4.56 

4.46 

4.47 

4.98 

4.93 

— 

3 

4.34 

4 43 

— 

4 70 

— 

— 

4 

4.26 

4.14 

4.24 

4.57 

4.60 

— 

5 

4.79 

4 82 i 

i 

4.99 

5.20 

5.31 

5.17 


Coliforms 

E. coli 


A 

C 

E 

A 

C 

E 

1 

4.29 


4 59 

3 99 


4 08 

2 

— 

2.10 

2.54 

— 

2 10 

2.41 

3 

i 78 

— 

— 

1.54 

~~ 

— 

4 

— 

— 

1.75 

— 


1.08 

5 

2 02 

0 

0.48 

1.34 

— 

0 


* Sample I—before heating, 2—on reaching temperature, 3—at end of holding period, 4 — 
from ballast tank , 5— powder. 

**For treatment see Table III . 


from the first run (A) was no doubt caused by contamination. Later tests 
indicated that the high pressure pump may have been the .source of this 
contamination. 

The results of the initial experiments with the flash pasteurizer are shown 
in Table V. By appropriately adjusting the temperature of the water jacket, 
the temperature of the effluent egg was varied by one-degree intervals between 
55 and 62° (\ The original melange contained 625,000 organisms per ml. 
and, with 1-ml. amounts, 10 of ten tubes were positive for coliform organ¬ 
isms. The initial temperature was 20° to 22°C. A 99% reduction in the 
viable count was accomplished with an effluent temperature of 57°C. and the 
reduction increased as the temperature increased. With the dilutions used, 
little information was obtained about the reduction in numbers of coliform 
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organisms; no reduction was apparent until a temperature of 62°C. was 
reached. However, the liquid egg leaving the pasteurizer at 61°C. was slightly 
thick, so 60°C. was regarded as the highest working temperature with this 
equipment. 

TABLE V 

Effect of temperature on bacterial content of 

FLASH PASTEURIZED MELANGE 


Temp, egg 
at outlet, 

°C. 

Viable count, 
no. per ml. 

Coliform: 
no. of 10 
tubes positive 

55 

2600 

10 

56 

22,000 

10 

57 

1300 

10 

58 

590 

10 

59 

750 

10 

60 

150 

10 

61 

50 

9 

62 

25 

1 

Original 

melange 

625,000 

10 


In a later trial the pasteurizer was set up in conjunction with the laboratory 
spray drier and three lots of powder dried (Table VI). Lot K was put through 
the pasteurizer, cooled immediately, and later put through the drier. Lot L 
was pasteurized and pumped directly into the drier without cooling. Lot M 

TABLE VI 

Effect of flash pasteurization on the bacterial content of egg powder and on 

THE QUALITY INITIALLY AND AFTER STORAGE FOR 
THREE WEEKS AT 3 7°C. 


Lot* 

Viable 

count, 

gm. 

Colt, 

M.P.N./ 

gm. 

Mois¬ 
ture, % 

Fluorescence 

values 

Potassium 
chloride value 

Palat- 

ability 

Initial 

After 

storage 

Initial 

After 

storage 

Initial 

K 

10,000 

1000 

2.63 

21.9 

50.9 

65.0 

40.0 

7.8 

L 

8000 

0 

2.25 

21.5 

52.0 

71.0 

43.0 

8.8 

M 

34,000 

5000 

3.98 

22.0 

60.6 

64.6 

38.0 

8.3 


*See text for treatments. 


(control) was put through the cold pasteurizer. In lots K and L the water 
jacket was maintained at a temperature of 62.5°C. and the egg liquid at the 
outlet ranged from 59.5° to 60°C. 

The original melange contained 1,700,000 organisms per ml. The melange 
of lot K had a viable count of 140,000 per ml. after pasteurization (92% re¬ 
duction). The data on the powders (Table VI) indicated that pasteurization 
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followed immediately by drying (lot L ) is more effective than cooling the 
pasteurized liquid and drying later. However, the results are not conclusive 
and further work is necessary with more efficient heat exchangers. 

Effect of Pasteurization on Powder Quality 

The early experiments indicated that heating liquid egg for periods up to 
four hours did not increase the development of fluorescence during storage of 
the resulting powder (Table VII); the indications were that the longer heating 
periods retarded the development of fluorescence. 

TABLE VI1 

Effect of storage for 21 days at 37°C. on fluorescence values 

OF POWDER PREPARED FROM UNHEATED AND HEATED 
LIQUID 


Holding time, hr. 

Fluorescence values 

Initial 

After storage 

0 

12.5* 

29.8* 

0.5 

11.9 

28.8 

1 

11.9 

29.2 

2 

12.1 

28.7 

3 

12.1 

26.6 

4 

11.8 

25.0 

Necessary difference 

1.1 

2.7 


* Means of three trials at 55°, 57.5 °, and 60° C. The difference between them was not 
significant. Moisture content of all powders, 2.58 ± 0.10%. 

In the first commercial trial no significant differences between the powder 
prepared from treated and untreated melange could be detected initially by 
any of the measures of quality used (Table II). After storage at 36.7°C* 
for periods up to three weeks the fluorescence values of the pasteurized material 
were slightly less than those of the controls (Table II). This was attributed 
in part to the higher moisture content of the latter (13). As in the early 
experiment, there was an indication that the longer the liquid was kept hot 
the slower the development of fluorescence. This possibly indicates a destruc¬ 
tion of enzymes. 

The lower moisture content of the powder prepared from the heated melange 
is interesting. As may be seen from Fig. 1 the air outlet temperature was very 
high at the beginning owing to inexperience in drying hot liquid. It was 
necessary to reduce the heat input into the incoming air by one-half to bring 
the outlet temperature to the usual 135°F. As the same nozzle and the same 
pump pressure (2800 lb. per sq, in.) were used, no difference was observed in 
the amount of powder dried. 

The moisture contents of the powder prepared in the second commercial 
trial were more comparable (Table III). The changes in fluorescence and 
potassium chloride values during storage at 32.2°, 26.7°, 21.1°, and 15.0 d C. 






336 


CANADIAN JOURNAL OF RESEARCH. VOL. 24, 5JSC F. 


of powders prepared from pasteurized melange and the control powder are 
shown in Fig. 2. Fluorescence measurements showed no difference between 
the treated and untreated material. Although average values only are shown 
in the figures, the potassium chloride values of the powders from unheated egg 
and that heated to 57°C. were slightly higher than those from egg heated to 
60°C\ This difference was apparent during most of the storage period but 
was not always noticeable at the end. 



eo| 

tf) 




6 0 10 0 0 W 24 32 0 © 10 24 32 

TIME IN WEEKS 


Fig. 2. Changes in fluorescence and potassium chloride values of pasteurized and unpas¬ 
teurized egg powders on storage. Treatment of liquid egg as in Table III . Solid line — 
unheated liquid. Broken line—mean value for five lots of powder from pasteurized liquid. 


The powder shipped overseas was tested there by a number of other tests 
(Haenni solubility, foam volume, creaming, flavour, and pH), with insignificant 
differences between the pasteurized powders and the control (6). It was re¬ 
marked that the pasteurized powder was caked to some degree and resembled 
material that had been lightly compressed and then crumbled. This had 
been noted when packing the material but the lumps were easily broken up. 

Samples of lots A and F were stored overseas at 37°C. for 10 weeks with no 
difference between the two in flavour, foam volume, creaming, and Haenni 
solubility. 
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With the exception therefore of a tendency to pack and a slightly lower 
solubility there was little or no difference in the original and keeping properties 
of egg powders prepared from untreated and vat pasteurized melange. 

Panels of six persons passed judgment on scrambles prepared from all of 
the powders of the second commercial experiment before and after storage. 
Considering the variation between persons, there was little or no difference in 
the ratings given the pasteurized powders as compared with the controls. 
Treated and untreated powders deteriorated at practically the same rate. 

The results of the initial quality tests on the powders prepared with the 
flash pasteurizer are shown in Table VI. There was little difference between 
the control (lot M) and the treated material. The deterioration during storage 
at 37°(\ for three weeks was practically the same for all three powders, con¬ 
sidering the higher moisture content of the control. 

Commercial apparatus for Hash pasteurization was not available for further 
work. However, such apparatus operating with lower temperature differentials 
and more turbulent flow might allow higher temperatures to be used without 
coagulation. Regulating the How to drier capacity would eliminate the accum¬ 
ulation and holding of hot liquid, and conserve the heat introduced into the 
liquid. 
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FLUORESCENCE SPECTRA OF EXTRACTS OF 
DRIED WHOLE EGG POWDER* 


Jesse A. Pearce and W. A. Bryce 

Division of Applied Biology. 
National Research Laboratories, 
Ottawa, Canada 


INTRODUCTION 

The fluorescence of saline extracts of defatted egg powder is re¬ 
lated to the eating quality (11) and Increase in the fluorescence 
value ia a good measure of deterioration during storage (10, 17). 
Further work both here (7,8,18) and elsewhere (1,6,17) has led to the 
belief that the deterioration in egg powder was related to the protein 
and carbohydrate fractions. Therefore, information about reactions 
between sugars and proteins was sought. 

An excellent description of reactions between sugar and amino acids 
haa been presented by Enders (2). This work suggests a mechanism for 
such a reaction and indicates that the reaction product contains a 
fivemembered heterocyclic ring composed of four carbon atoms and a 
nitrogen atom. These reactions have been summarized elsewhere (9). 

During previous work. It was noted that a yellow, fluorescing sub¬ 
stance was extracted from chloroform defatted egg powder (7). An at¬ 
tempt was made to Isolate some of the fluorescing substance, but, 
before this work had been carried very far, the difficulty of separ¬ 
ating and isolating the fluorescing fractions was apparent. Since 
the substances fluoresced. It was believed that a technique similar to 
that used to Identify carcinogenic substances (4) might be applicable. 
The Coleman photofluorometer was modified and used to make crude est¬ 
imations of the fluorescence spectra of egg powder extracts. 

While some work has been done to show a relation between fluor¬ 
escence and the component parts of a molecule, little information was 
available that could be applied to the present problem (13, chap. XIV). 
Therefore, the fluorescence of a number of chemicals was examined to 
provide a background of Information for work on egg extracts. 

The present paper describes the fluorescence spectra of egg powder 
extracts and compares them to spectra of various chemicals and of the 
reaction products of various amino acids and 3ugar-like substances. In 
addition, absorption spectra of some of the fluorescing materials are 
described. 


MATERIALS AND METHODS 

The dried egg products used were materials available from storage 
studies in progress in the laboratory. Their quality was assessed by 
the standard fluorescence method (12). The chemicals were either the 
best available from commercial sources or were purified products ob¬ 
tained from other investigations in these laboratories. Solvents 
used for the various chemicals, chloroform, alcohol, ether and water, 
were redistilled in the laboratory. For the extraction of fluorescing 
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material from egg powder, the organic solvents were used in the anhy¬ 
drous state. 

The Coleman photofluorometer was modified for use as a 1 fluoro- 
spectrometer* by substituting, for filter PC-1, filters similar to 
those used in a colour-measuring device (19). A group of nine filters 
was used to separate the visible portion of the spectrum into bands 
about 30 vofi in width. All results presented here are expressed in 
terms of the principal wave lengths of these bands. Unfortunately, 
during a portion of the investigation a faded set of filters was used 
and no blank correction was made for solvents. However, sufficient 
reference curves were available to permit conclusions of value. 

Since the transmission in the various filters was not of equal 
intensity, a correction factor was necessary (Table I). The table 
also dhows that the band with a principal wave length of 412 api trans¬ 
mitted too much light to permit a reading on the scale; possibly 
some incident light, since the filter transmits light up to about 
410 wp (3). Comparison of the transmission curve for filter PC-1 and 
a fluorescence curve for a pyrrole solution (Pig. 1) indicated that 
light around 412 mpi was not transmitted to the photocell in the ord¬ 
inary fluorescence measurement. 

To maintain the instrument at the same setting during a deter¬ 
mination, it was checked frequently using filters and PC-1 and 
Standard quinine sulphate (0.2 Tper ml.). Under these conditions, 
the fluorometer reading was set at 50. Coleman cuvettes transmitted 
about 90% of the incident light at 360 mp. and were considered satis¬ 
factory. All fluorescence readings are given as units on the photo- 
fluorometer scale. Fluorescence determined using filter PC-1 was 
the standard of comparison for all materials studied. To provide 
fluorescing solutions within the range of the photofluorometer, the 
solutions were made up to a known fluorescence value rather than to 
predetermined concentrations. 

The absorption curves presented here were determined using a 
Beckman Quartz Spectrophotometer. 


RESULTS 

Fluorescence Spectra of Chemicals and Various Reaction Products 


The fluorescence spectra of various chemicals and reaction pro¬ 
ducts of sugars and amino acids are given in Pigs. 2 and 3 and in 
Table II. Substances with negligible fluorescence or no fluores¬ 
cence are given In Appendix I. 

Chemicals with a pyrrole ring had fluorescent spectra similar in 
nature (Pig. 2). However, carbazole had a spectrum Identical with 
that of anthracene (Table II). Since anthracene is difficult to is¬ 
olate (5, p.492) it Is possible that one of the chemicals used con¬ 
tained the other as an Impurity. It Is more likely, however, that the 
spectrum Is characteristic of condensed ring structures of this type. 

A number of other substances with a blue fluorescence had spectra sim¬ 
ilar to that of pyrrole, but the bands differed in intensity (Table II). 
Substances with other than a blue fluorescence had spectra differing 
completely from the foregoing (Pig. 2). The addition of a metallic ion 
caused a marked change In the fluorescence spectra (oleic acid and 
sodium oleate in Pig. 2). 

It was believed possible that this technique might be used to dif¬ 
ferentiate between fluorescence In materials of a carbyhydrate nature 
(8) and other chemicals. Comparison of the spectrum for caramel (from 
heated sucrose) with spectra of pyrrole and dicyclopentadiene showed 
it to be different from elth of these two materials. It was not 
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SHOWING CORRECTIONS NECESSARY IN DETERMINATION OP 
FLUORESCENCE SPECTRA OP PYRROLE (fluorescence with 
filter PC-1, 60 photofluorometer units) 


Principal 
wave length, 

mji. 

Fluorescence intensity 

Correction 
for filters 

Pinal 

read¬ 

ing 

Relative 

inten¬ 

sity 

as read 

less blank 
correction 
(alcohol) 

412 

off scale 

■H 


«. 


444 

77.5 


1.14 

82.7 

57.5 

474 

28.5 

■ jCrfl ■ 

1.17 

25.2 

4.6 

612 

21.0 


1.03 

20.6 

13.0 

542 

7.8 

M" - ”~~ 

1.04 

7.6 

5.7 

672 | 

1.9 


1.00 

1.9 


600 

0.2 

0.2 

1.00 

0.2 


630 

0 

0 

1.00 

0 

!■ 

700 

0 

0 

1.00 

0 

■■ 



Fig. 1 Ultra-violet transmission of filter PC-1 (dotted line) com¬ 
pared with a portion of the fluorescence spectrum of pyrrole. 
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FLUORESCENCE SPECTRA OF VARIOUS SUBSTANCES, SIMILAR 
TO PYRROLE IN 1HTS CHARACTERISTIC. FLUORESCENCE WITH 
FILTER PC-1, 50-55 (New filters and blank corrections 

made) 


Substance 


Fluorescence intensity passing filter 
with principal wave length (mp) of* 


444 

474 

512 

542 

572 

600 and higher 

Anthracene and 
carbazole 

90.5 

0.6 

4.1 

0 

0 

0 

Sodium salicylate 

71.0 

2.1 

5.1 

1.1 

0.5 

0 

Oleic acid 

57.4 

1.8 

10.2 

3.7 

1.0 

0 

Thio chrome 

52.2 

2.3 

8.0 

1.5 

0.5 

0 

Pyrrole 

48.2 

3.4 

10.0 

5.0 

It 4 

0 

Di-cyclopentadiene 

41.7 

2.5 

12.8 

4.2 

1.5 

0 

Quinine sulphate 
at 45°F. and at 

39.4 

3.4 

11.3 

4.2 

1.0 

0 

80° F. 






' 


TABLE III 


EFFECT OF COOLING TO -112° F. FOLLOWED BY WARMING 
TO ROOM TEMPERATURE ON AN ALCOHOL SOLUTION OF 
NICOTINE (Initial fluoresoence with PC-1, 61) 


Sample 

Fluorescence intensity with filters: 


PC-1 

444 

474 

512 

542 

572 

600 and 
higher 

Untreated 

61 

41.3 

EH 

15.4 

6.8 

in 

0 

Cooled 

76 

61.8 

H 

18.4 

8.9 

1.5 

0 
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WAVE LENGTH 

Fig. 2 Fluorescence spectra of various chemicals (all curves deter¬ 
mined using new filters and with a blank correction). 

A. 1. Nicotine; Fluorescence with PC-1, 70. 

2. Pyrrole and nicotine; Fluorescence with PC-1, 60. 

3. Pyrrole, nicotine and p-indolyl acetic acid; Fluores¬ 
cence with PC-1, 40. 

4. Pyrrole, nicotine and tryptophane; Fluorescence with 
PC-1, 20. 

B* Pyrrole - 

Di-cyclopentadiene - 

Caramel - 

Fluorescence with PC-1, 34.5 


0. Oleic acid 
Sodium oleate 
Fluorescence with PC-1, 55* 


C. Sodium Fluorescein - 

Acridine orange - 

Eosin blue - 

Acridine Red 1 _ 

Rhodamin G J 

Fluorescence with PC-1, 50-55. 
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400 500 600 700 400 500 600 700 


WAVE LENGTH, ^ 

Fig* 3. A. Fluorescence spectra of reaction products of sugar-like 

materials and amino acids in relation to 0-indolyl acetic- 
acid* 

Diacetyl + glycine 1 

Acetoin ♦ glycine L PC-1, 60, —Curve 1 

li3-Butanediol + glycine j 
Ethylene glycol + glycine J 

2:3-Butanediol ♦ glycine: PC-1, 53, —Curve 2 
Glucose + glycine 1 

Mannose + glutamic acid > PC-1, 40, —Curve 3 
p-indolyl acetic acid J 

Glucose + glutamic acid 1 pc-1, 19, —Curve 4 
Acetaldehyde + glycine f 

B* Fluorescence spectra of protein decomposition products 
in relation to B-indolyl acetic acid* 

Bactotryptone}PC-1, 96, —Curve 1 
Neopeptone ) pc-1, 58, —Curve 2 
Ihiopeptone ) 

0-indolyl acetic acid; PC-1, 40, —Curve 3 
Bactopeptone; PC-1, 32, —Curve 4 
Proteose peptone; PC-1, 23, —Curve 6 

(All curves determined using old filters without a blank 
correction)• 
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400 500 600 700 400 500 600 700 

WAVE LENGTH, m/l 


A. Fluorescence spectra of potassium chloride solution 

extracts of defatted egg powders of different quality. 

1. Fluorescence, 68 (identical with curve for nicotine 
at same fluorescence with filter PC-1). 

2. Fluorescence, 50. 

3* Fluorescence, 13* 

B* Fluorescence spectra of potassium chloride solution and 
ethyl alcohol (95^) extracts of defatted dried white and 
yolk. 

1. White, extracted with potassium chloride solution. 

2. Yolk, extracted with alcohol. 

3. Yolk, extracted with potassium chloride (identical 
with curve for tryptophane at same fluorescence 
value with filter PC-1). 

4. White, extracted with alcohol. 

(All curves determined using old filters without a blank 
correction)• 
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likely that thla fluorescence could be attributed to furan-llke 
materials since furfural did not fluoresce under similar conditions 
(Appendix I). In addition, the fluorescence spectrum of caramel dif¬ 
fered from the spectra of egg powder extracts (cf# Pig* 7). 

While many amino acids do not fluoresce (14), this examination 
showed that tryptophane does fluoresce and has a spectrum similar to 
that of pyrrole (Fig# 2). However, the limited solubility of this 
substance prevented any examination at high fluorescence values# 

Reaction products of sugar-like materials and amino acids (re¬ 
actions similar to those described In Ref. 2), and protein decompos¬ 
ition products all had spectra similar to materials with the pyrrole 
ring as a component of the molecule (Fig# 3). 

Fluorescence Spectra of Egg Powder Extracts 

The fluorescence spectra of egg powder extracts were similar to 
those of substances containing the pyrrole ring (Fig. 4)# Further¬ 
more there were at least two differentially soluble materials of this 
structure: one (in yolk) was more highly fluorescent in alcohol; 
while the other (in white) was more highly fluorescent In potassium 
chloride solution (Fig. 4). 

It had been observed during previous work on ethanol extracts of 
chloroform defatted egg powder that the weight of ethanol-extractable 
material Increased as the quality of the powder decreased (unpublished 
results during work described in 7). Since it was now certain that 
there was more than one fluorescing substance. It was decided to con¬ 
fine this work to the fluorescing materials in an alcohol extract of 
chloroform defatted egg powder. 

The possibility that the fluorescing substance was tryptophane 
only was dismissed since this compound is so difficult to dissolve and 
since the greatest quantities of alcohol-soluble material were extract¬ 
ed from the poorest powders. 

The separation procedure used is shown in Fig. 5. Cooling to -112°F* 
followed by warming to room temperature reduced the fluorescence value 
of an alcohol extract by about 25$. Although no precipitate was ev¬ 
ident, either a portion or a specific fraction of the fluorescing ma¬ 
terial may have been rendered insoluble by this treatment. Similar 
cooling and warming procedures when applied to an alcohol solution of 
nicotine caused an Increase In fluorescence (Table III), while cool¬ 
ing a standard solution of quinine sulphate to 45°F. did not alter Its 
fluorescence spectra (Table II). Freezing reduced the fluorescence of 
a serum from fresh liquid eggs (15). These results indicated that the 
fluorescing substances in eggs and in egg powder were more complex 
than the chemicals used for reference. 

The fluorescence of a solution of the hydrogen chloride precip¬ 
itate 3hown in Fig. 5 was destroyed by neutralization. This may ex¬ 
plain the high fluorescence values previously noted for acidified sol¬ 
utions of the fluorescing material (12). Since the material In the 
residual ether solution also fluoresced, and since an alcohol solu¬ 
tion of these materials had a constant fluorescence at pH 6 to 10 
(Fig. 5), it was now believed that the alcohol extract contained at 
least two fluorescing substances. 

The heavy, dark brown, residual oil (Fig. 5) gave two fractions 
following a futile attempt to distill the material under vaouum. One 
of these fractions was soluble in ether and insoluble In water while 
the other was ether-insoluble but water-soluble. The fluorescence 
spectra of solutions of these two materials were similar to that of 
pyrrole (Fig. 6). 
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Absorption curves on these solutions indicated that a greater con- 
oentration of pyrrole was required to attain the same fluorescence 
value as that of the materials causing fluorescence in egg powder 
(Fig. 7). Thla was a further indication of the complexity of the 
fluorescing materials in egg powder, a more dilute solution of pyr¬ 
role had absorption bands between 254 and 2^8 mu, and between 284 and 
310 mji. Although the absorption peaks for the water solution of the 
gelatinous, ether-insoluble polymer were lower than those of pyrrole, 
the bands were identical. Absorption peaks at 268 and 280 mp and at 
305 and 315 opt were observed in other examinations of egg powder ex¬ 
tracts ( 6 ). In the present study, the ether-soluble material had ab¬ 
sorption peaks at 268 and 28C mp only. All fluorescing extracts ex¬ 
amined by absorption studies varied appreciably from the absorption at 
360 191 observed for thlochrome (16, p. 120) which has a blue fluores¬ 
cence similar to that of pyrrole. 

The water-soluble substance may be a poj-tnyer resulting from the 
heat applied to the residua? fluoreacent oil during the attempted dis¬ 
tillation or it may be a third fluorescing component (heat coagul&ble) 
of the alcohol extract of defatted egg powders. 

STJWMAKY AND EXTENSION 

The Coleman photoflooi-oraeter was modified for use as a 'fluoro- 
apectromoter f by substituting for filter PC-1 nine filters which per¬ 
mitted separation of the visible portion of the spectrum into bands 
about 30 mp in width. Using this device, pyrrole, nicotine, fj-indolyl 
acetic acid, and tryptophane were observed to have similar spectra. 

These spectra differed slightly from those other substances with a 
blue fluorescence and differed markedly from substances with red and 
green fluorescence. Protein degradation products and the reaction 
products of ;,ugar~like substances and amino acids al so had fluorescence 
spectra similar to pyrrole. 

At least three fluorescing substances of different character and 
possibly a fourth were detected ir extracts of poor quality egg powder. 
One, present in dried white, was highly fluorescent in potassium 
chloride solution. Fluorescent material in yolk was soluble in alcohol. 
Alcohol extracts of defatted whole egg powder gave a material that 
fluoresced only when in acid solution, and an ether—soluble but water- 
insoluolo material. In addition, an ether-insoluble out water-soluble 
polymer was obtained as a result of an attempt to distill the ether- 
soluolo fraction under reduced pressure. All fluorescing materials had 
spectra almost identical with that of pyrrole and the polymer showed 
absorption banas similar to pyrrole. 

These results pointed to pyrrole-like substances as some of the de¬ 
gradation prodveta in dried egg powder and supported the evidence that 
the augar-protein reaction occurs in this product during its deterior¬ 
ation. 

While the fluorescence spectra described are crude, they were use¬ 
ful In this work on dried egg powder. Since a similar technique has 
been used to detect carcinogenic substances, a more accurate ? fluoro- 
apectrometer* would be generally desirable. The proposed instrument 
should be capable of providing monochromatic incident light from 200 
to 600 mp and of analyzing the emitted fluorescent light between 200 
and 800 mp. The instrument should be designed to determine spectra at 
definite concentrations of fluorescing substances rather than at a 
fixed maximum fluorescence, as used in the present work. It Is hoped 
that such an Instrument, costing hundreds, rather than thousands of 
dollars, can be produced In the near future either In our own labor¬ 
atories or elsewhere. 
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Fluorescence spectra of extracts of egg powder and pyrrole 
(Fluorescence with PC-1, 52). 

pyrrole In ether 

ether solution of ether-soluble portion 
water solution of ether-insoluble polymer 
(Using new filters but without blank corrections). 



WAVE LENGTH 77>/4 


Absorption spectra of extracts of egg powder and pyrrole* 

A* ether solution of ether-soluble portion 

B* water solution of ether-insoluble portion 

C* ether solution of pyrrole at same fluorescence value as 
A and B (with PC-1, 52) 

D. alcohol solution of pyrrole, more dilute than C, 
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APPENDIX I 

Non-fluorescing substances and substances with negligible 
fluorescence (filters and PC-1)# 


Non-fluor escing 

Negligible fluorescenee 

o-p-hydroxybenzeneazo-p-nitrobenzena 

butadiene 

colchicine 

thlophene 

4,5-dimethyl-2-mercapto-thiazole 

| chlorophyll 

2 -wethy 1 - 1 ,4-napthoqulnone 

1 

arginine 

pyridine 

| proline 

t 

nicotinic acid 


ethylene diamine 

1 

creatine 


creatinine 

i 

sodium barbitone 


2 -thion~5,5-dimethyl-oxazolidine 


4-phenyl-2-thion-thiazoline 


1, 4-thiazane-4-acetic acid 


2 -acetamino-thiazole 

i 

1 

anti pyrene 

i 

maleic anhydride 

i 

furfural 


glycine 


glutamic acid 


methionine 


valine 


phenylalanine 


hi stidine 


threonine 


lysine 


leucine 
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REDUCTION OF SPATIAL TEMPERATURE VARIATIONS 
IN AIR-COOLED STORAGE ROOMS. II. 1 

By J. W. Hopkins 2 , T. A. Steeves 3 , and W. H. Cook 4 

Abstract 

Measurements made under a series of imposed conditions of heat load, dunnage 
spacing, and air flow were in agreement with previous work in this laboratory in 
demonstrating (a) the occurrence of appreciable permanent temperature 
gradients in material, whether exothermic or not, stacked in an air-cooled storage 
room, and (b) the possibility of markedly reducing these gradients by effective 
channelling of air through the stack. With end-to-end circulation, blocking of 
voids in the room was the most important single factor in minimizing intra-stack 
temperature differentials under the conditions of these tests. Further improve¬ 
ment was effected by the provision of optimum dunnage and by augmenting the 
air flow. It is to be inferred that with blocked voids, dunnage should be 
extended to all external surfaces of the stack. The desirability of uniform 
transverse and vertical distribution of the circulating air was also evident. 
Further trials on a larger scale are required to explore the practical implications 
of these findings. 

Introduction 

A previous communication from these laboratories (4) described measure¬ 
ments of spatial temperature variations in an experimental storage room 
provided with bottom-to-top air circulation. Tests were made first in the 
empty room, then after introducing a false load of empty boxes to obstruct 
the air flow, and finally after the addition of known stack heat loads generated 
by electrical elements placed centrally in the first layer of boxes. Presence of 
the boxes, even without heat, was found to increase significantly the spatial 
variation in temperature. Addition of heat, as expected, accentuated this 
effect. It was found that blocking all voids surrounding the stack itself led 
to a significant reduction in the spatial temperature differences within the 
stack. Even more pronounced reductions (of the order of 60%) resulted 
from the provision of dunnage spacing between each horizontal layer and also 
between each pair of vertical piles of boxes. 

It is now desired to report upon a further and more extensive series of 
observations made in a somewhat larger experimental storage room. In these 
trials the preceding bottom-to-top air flow was replaced by an end-to-end 
circulation more characteristic of large warehouses, and the experiments 
comprised various stack heat loads, dunnage spacings, and air flows. The 
results demonstrate that, under the conditions specified, blocking of the voids 
above and at the side was by far the most important single factor in reducing 

1 Manuscript received March 29 , 1946. 

Contribution from the Division of Applied Biology , National Research Laboratories , 
Ottawa . Issued as Paper No. 163 of the Canadian Committee on Food Preservation , and as 
N.R.C . No. 1435 . 

2 Biometrician. 

3 Formerly Refrigeration Engineer , Division of Applied Biology; now President , Technical 
Industries Limited , London , Ont. 

4 Director. 
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the accumulation of heat within the^stack. Further reductions resulted from 
dunnage spacing (which was optimum in the vicinity of f to | in.) and from 
increased air flow. It is also shown that a major part of the spatial tempera¬ 
ture differences recorded within the stack took the form of systematic 
gradients, transverse and vertical as well as longitudinal, and some of the 
features of these characteristic of various operating conditions are investigated 
analytically by a series of plane sections of isothermal surfaces. 

Experimental 

The experimental room, which was of about 1600 cu. ft. capacity, measured 
internally 16 ft. in length, 13 ft. in width, and 8 ft. in height. It was insulated 
by a 4 in. layer of cork. Wooden boxes of size 1 by 1 by 2 ft. were stacked in 
the room 12 long, 5 wide, and 6 high, giving a stack of dimensions 12 by 10 
by 6 ft. exclusive of dunnage. Dunnage (spacing strips) was applied in 
both the horizontal and vertical plane to each vertical group of six boxes 
individually, and was also applied externally to the top, bottom, and sides 
of the stack. A free space of rather more than 3 ft. at the front end of the 
stack accommodated an exhaust blower refrigerator coil centrally located and 
discharging through a sheet metal duct past one side of the stack into a smaller 
free space, rather less than 1 ft. across, between the back of the stack and the 
rear wall of the room. One side of the stack was positioned 1 \ in. plus dunnage 
from the side wall of the room. Insulating board placed 1 in. plus dunnage 
from the opposite .side of the stack created a void roughly 3 ft. across between 
this and the opposite wall. Through this void, which was obstructed by 
battles at the front and roar (but not at the top) of the stack in order to prevent 
“short circuiting' 1 of the air circulation, passed the above-mentioned air duct. 
The combined effect of these features was to leave free spaces of approximately 
3 ft. at the front, 2 ft. at the top, 1 ft. at the back, and 1| to 1 in. plus dunnage 
at the two sides of the stack. A spacing similar to the last, namely, 1 in. 
plus dunnage, w r as also maintained between the bottom of the stack and the 
floor. All boxes in the stack were equipped with electrical heating elements 
connected in five parallel series along the length of the stack and so installed 
as to ensure the generation of equal amounts of heat in all boxes at all dunnage 
spacings. Thermocouples were installed at each of 23 positions in the stack 
as specified in Table I, and also in the exhaust and discharge air ducts. The 
complete experimental arrangement is shown schematically in Fig. 1. 

Two series of observations were made. For the first the system w r as 
operated at stack heat loads of 0, 432, and 864 B.t.u. p>er hr. in conjunction 
with air flows of 500, 710, and 920 c.f.m., dunnage widths of f, and f in., 
and with the voids above and at the side of the stack both open and blocked. 
For the second the voids above and beside the stack were blocked throughout 
but air flows of 290, 500, 710, 920, and 1130 c.f.m. were employed in con¬ 
junction with stack heat loads of 0, 432, and 864 B.t.u. per hr. as before, and 
with dunnage widths of 0, J, and \ in. The variable stack heat loads specified 
were of course additional to the more or less constant amounts entering from 
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without through the walls and generated inside the room by the fan motor. 
Calculations based on recorded differences between inlet and exhaust air 
temperatures indicated that these latter, which may perhaps be termed the 

TABLE I 

Co-ordinates of locations of thermocouples in stack, relative to 

POINT SHOWN AS BOTTOM LEFT-HAND CORNER IN FlG. 1 (PLAN) 


Thermocouple 

No. 

Co-ordinates, ft. 

Longitudinal 

Transverse 

Vertical 

1 

1.0 

1.0 

5.0 

2 

1.0 

9.0 

5.0 

3 

1.0 

5.0 

3.0 

4 

1 0 

1.0 

1.0 

5 

1 0 

9.0 

1.0 

6 

3.0 

5.0 

4 5 

7 

3 0 

2.5 

3.0 

8 

3 0 

7.5 

3.0 

9 

3.0 

5.0 

1.5 

10 

6.0 

1.0 

5 0 

11 

6.0 

9.0 

5.0 

12 

6.0 

5.0 

3.0 

13 

6.0 

1.0 

1 0 

14 

6 0 

9.0 

1.0 

15 

9 0 

5 0 

4 5 

16 

9 0 

2.5 

3 0 

17 

9.0 

7 5 

3.0 

18 

9 0 

5.0 

1 5 

19 

11 0 

1 0 

5 0 

20 

11.0 

9.0 

5.0 

21 

11.0 

5.0 

3 0 

22 

11.0 

1.0 

1 0 

23 

11.0 

9.0 

1.0 


“maintenance heat load,” averaged about 1600 B.t.u. per hr. with the voids 
open and about 1900 B.t.u. per hr. with the voids blocked, the difference of 
300 B.t.u. per hr. presumably representing the extra mechanical work required 
to maintain the same air circulation against increased resistance. The 
maximum stack heal load was thus of the order of 50% of the maintenance 
load. 

Blocking of the voids was effected as in the earlier experiments (4) by the 
inflation of suitably sized latex-coated shelter duck bags. Insulating board 
was interposed to maintain a space of 1 in. plus dunnage between these and the 
top of the stack. Ideally therefore air should have flowed with equal freedom 
over the top, bottom, and internal side surfaces. Actually, circulation was 
to some extent impeded above the stack by heater connections, and below 
it by thermocouple leads. With the voids blocked, therefore, the four surfaces 
in question were classified in the following order of increasing impedance to 
air flow: (i) outer side (adjacent to wall); (ii) inner side (adjacent to insulat¬ 
ing board); (iii) top; (iv) bottom. 
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After the imposition of any selected set of conditions the system was 
operated for several hours (usually overnight) until equilibrium was attained. 
Ten readings of each thermocouple were then made at 20-min. intervals and 
averaged to yield a mean value characteristic of the position in question. 
Analysis of the entire series of observations thus involved the statistical 
reduction of some 23,000 individual items. 

Results 

Assessment of Significance 

Although every effort was made to operate under controlled conditions of 
temperature, air flow, and heat load, for a variety of reasons this aim proved 
to be impossible of complete achievement, and the precise temperature 
gradients within the stack characteristic of any particular set of imposed 
conditions were never completely reproducible. The residual uncontrolled 
variation although generally small and of random incidence was statistically 
significant, and in these circumstances it was necessary to have recourse to 
the theory of errors for assessment of the data. The method adopted was to 
subject any function of the observations selected for study to an analysis of 
variance procedure (l, 2, 3) in which second-order interactions and differential 
effects, including the above-mentioned uncontrolled residual fluctuations, 
were used to test the statistical significance of differences in the averages of 
the main factors or their first-order interactions. The findings may con¬ 
veniently be considered under the three headings of (a) total spatial tempera¬ 
ture variance within the stack, ( b ) the proportion of thus occurring in the form 
of systematic temperature gradients, and (c) the characteristics of such 
gradients. 

Total Spatial Temperature Variation 

The standard, i.e., root-mean-square, deviation of the average reading of 
each of the 23 thermocouples located within the stack was used as a measure 
of over-all spatial variation in temperature. This provides a satisfactory 
index of the relative variability encountered under different conditions 
imposed. It requires to be noted, however, that as a major portion of the 
variation in question proved to be systematic, the absolute values obtained in 
this way are applicable only to the particular ordered arrangement of the 
thermocouples adopted in the.se tests. 

The main trends observable are summarized in Tables II to IV and illus¬ 
trated in Fig. 2, A~D. Table II and Fig. 2, A-B , indicate that blocking the 
upper and side voids, thus forcing more of the circulated air to pass through 
the stack, markedly reduced the spatial variation at ail three stack heat loads, 
including zero. It is to be noted, however, that whereas with the voids 
blocked minimum variation was recorded at f in. dunnage, with the voids 
open the widest spacing used (| in.) gave the least variation, suggesting that 
in this circumstance still wider spacing might have been advantageous. 
Table III and Fig. 2, C, obtained by combining relevant portions of both the 
first and second series of experiments, permit a comparison of six dunnage 
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TABLE II 

Index of spatial temperature variation (standard deviation in deg. F.) for 

VARIOUS CONDITIONS OF DUNNAGE, AIR FLOW, AND HEAT LOAD 




Voids open 

Voids blocked 

Dunnage, 

in. 

Air flow, 


Stack heat load 



Stack heat load 


c.f.m. 









1 

0 j 

432 

B.t.u./hr. 

864 

B.t.u./hr. 

Average 

0 

432 

B.t.u./hr. 

864 

B.t.u./hr. 

Average 




500 

2 3 

2 9 

3.7 

2 95 

0 7 

1 5 

2 2 

1.47 

i 

710 

2 4 

2 9 

3.2 

2 80 ! 

0 9 | 

1 8 

2 5 

1 76 

920 

2 0 | 

3 1 

3.6 

2.89 

0 4 | 

1 8 

2 4 

1.52 


Average 

2.23 

2 93 

3 44 

2 87 

0 67 ! 

1 71 

2 36 

1.59 


500 

2.6 

3.1 

3.8 

3 14 

0 8 

1 2 

1 2 

1.08 

2 

710 

2 8 

3.0 

3 2 

3.01 

0 6 

0 8 

1 1 

0 83 

920 

2 6 

2 6 

3 2 

2 78 

0 5 

0 7 

0 9 

0 71 


Average 

2 64 

2 90 

3 39 

2 98 

0 64 

0 91 

1 07 

0 87 


500 

2 3 

2 7 

2 8 

2.59 

1 2 

1 5 

1 8 

1.17 

'l 

4 

710 

1 9 

2 4 

2 7 

2 33 1 

0 8 

1 3 

1.5 | 

1.22 


920 

2 0 

2 3 

2 5 

2 27 j 

0 9 

1 2 

1 2 ! 

i 

1.11 


Average 

| 2 07 

2 45 

2 67 

2 40 

0.98 ; 

1 33 i 

1 j 52 j 

1 28 

A\ erage 

2 32 

2 76 

3 18 

2 75 

0 77 

1 32 

1 65 

1 24 

__ __ 

\ i 

L_ 

: _ 

_ 


_ _ j 


__ 1 

_ 


Necessary difference (5% level of statistical significance) between averages of 3 = ± 0 30. 

Necessary difference (5% level of statistical significance) between averages of Q = ± 0.17. 

Necessary difference (5% level of statistical significance) between averages of 27 = ± 0 //. 


TABLE III 

Index of spatial temperature variation (standard deviation in deg. F.) under 

SPECIFIED CONDITIONS OE DUNNAGE AND HEAT LOAD. 

(Averages for air flows of 500, 710, and 920 c.f.m. Voids bloc ked) 


Stack 


Dunnage spacing, in. 


13.t.u./hr. 

0 

i 

* 


3 

8 

i 

i 

0 

0 75 

0.68 

0.74 

0.64 

0 67 

0.98 

432 

1.90 

1.71 

1.47 

0 91 

0.83 

1.33 

864 

3 15 

2.36 

1.97 

1.07 

1 02 

1.52 


Necessary difference for 5% level of statistical significance — ± 0 28. 


spacings ranging from 0 to J in., with the voids blocked. Under these con¬ 
ditions, optimum dunnage was clearly in the neighbourhood of ? to ^ in., 
whilst the effect of reducing this spacing became progressively more pro¬ 
nounced with increasing heat load. Table IV and Fig. 2, Z>, constructed 
entirely from the second series of trials, show that increasing the air flow 
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TABLE IV 

Index of spatial temperature variation (standard deviation 

IN DEG, F.) UNDER SPECIFIED CONDITIONS 
OF AIR FLOW AND HEAT LOAD. 


(Averages for 0, i, and i in. dunnage. Voids blocked) 



Stack heat load, B.t.u./hr. 

Air flow, c.f.m. 

0 

432 

864 

290 

1 25 

2.12 

2.94 

500 

0.92 

1.58 

2.41 

710 

0 65 

1.32 

1.90 

920 

0 60 

1.31 

1.84 

1130 

0 46 

1.19 

1.70 


Necessary difference for 5% level of statistical significance = ± 0 23. 



o 'A '/a 3 A o 500 iooo 
DUNNAGE SPACING,IN. AIR FLOW.C.F.M. 

Fig. 2. Index of spatial temperature variation (standard deviation in deg. F.) in relation 
to dunnage, heat load, and air flow. A: voids open. B-D: voids blocked. 
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from 290 to 1130 c.f.m., i.e., from about 11 to about 40 changes per hour in 
the empty room, led to a progressive, although not directly proportional 
reduction in temperature variations. This was true of all the three heat 
loads and dunnage spacings included in this series. 

Temperature Gradients 

Systematic elements in the foregoing temperature differences within the 
stack were investigated by equating the mean temperature t characteristic 
of each of the 23 measured positions to a general quadratic function of the 
rectangular co-ordinates x , y, z of the point in question. This equation was 
of the form: 

t = a + bx + cy + dz + exy -f fxz + gyz + hx 2 + iy 2 + jz 2 + e (1) 

Values of the 10 coefficients a-j were determined by the method of Least 
Squares so as to minimize in turn the sum of the squares of the residuals 
S (e 2 ) for each of tlit' sets of operating conditions included in the experiments. 
The difference between S (e 2 ) and S (/ — /) 2 , where t denotes the average of 
the 23 recorded mean temperatures, then provided a measure of the proportion 
of the total intra-stack temperature variance representable by continuous 
quadratic gradients. This is set forth in the form of percentages in Tables V 
to VII. 

TABLE V 

Percentage of infra*stack temperature variance 

REPRESENT ABLE BY QUADRATIC GRADIENTS. 

(Averages for £, g, and 2 in 

DUNNAGE AND AIR FLOWS OF 500, 

710, AND 920 C.F.M ) 


Stack heat load, 
B.t.u./hr. 

| VUlUh 

Open 

Blocked 

0 

88 

90 

432 

88 

92 

864 

86 

91 

Average 

- — ~ 1 

87 ; 

91 


Augmented air flow (Table VI) or heat load in conjunction with } in. or 
less dunnage (Table VII) resulted in some increase in the complexity of the 
heat distribution, which was accordingly less adequately represented by a 
quadric surface. In general nevertheless the quadratic function specified 
in Equation (1) accounted for some 90% of the total intra-stack variance, 
indicating that by far the greater part of the recorded temperature differences 
were associated with relatively simple continuous gradients, however different 
the form of these might be under the various conditions of heat load, dunnage, 
and air flow. It may be remarked that the terms in xy } xz, and yz in Equation 
(1) are to be interpreted physically as representing interactions of the linear 
temperature gradients in the x , y, and z directions. Such interactions would 
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TABLE VI 

Percentage of intra-stack temperature variance 

REPRESENTABLE BY QUADRATIC GRADIENTS. 

(Averages for 0, J, and £ in. dunnage. Voids blocked) 


Air flow, c.f.m. 

Stack heat load, B.t.u./hr. 

0 

432 

864 

290 

94 

90 

93 

500 

93 

90 

89 

710 

91 

90 

88 

920 

91 

89 

90 

1130 

81 

89 

87 


TABLE VII 

Percentage of intra-stack temperature variance 

REPRESENTABLE BY QUADRATIC GRADIENTS. 

(Averages for air flows of 500, 710, and 920 c.f.m. Voids blocked) 


Stack 
heat load, 
B.t.u./hr. 



Dunnage spacing, in. 



0 

i 

i 

.i 

8 

i 

3 

4 

0 

92 

92 

96 

87 

86 

90 

432 

89 

88 

91 

93 

91 

94 

864 

89 

86 

85 

94 

93 

94 


operate to produce for example a modification of the longitudinal gradient as 
between the bottom and top or one side and the other of the stack. The 
occurrence of several such interactions was revealed by the analyses of 
variance. Their numerical magnitude was however in all instances definitely 
secondary to that of the average linear and quadratic trends. 

Characteristics of Temperature Gradients 
Tables VIII to X summarize the mean linear gradients deduced from the 
temperature differences recorded within the stack under various conditions. 
The mean longitudinal gradients listed range from + 0.64° F. per ft. for a 
stack heat load of 864 B.t.u. per hr. with the voids open (Table VIII) to 
+ 0.07° F. per ft. for zero stack heat and 1130 c.f.m. air flow with the voids 
blocked (Table IX). In general the longitudinal gradient was reduced by 
more than 50% by blocking the voids or by increasing the air flow from 290 
to 1130 c.f.m. It was rather less sensitive to variations in dunnage (Table X) 
but was at a minimum in the region of f to | in. The mean linear transverse 
and vertical gradients were for the most part small in magnitude and fluctuated 
irregularly in sign, indicating that the temperature differences recorded in 
these directions were distributed fairly symmetrically about the centre of the 
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TABLE VIII 

Mean linear temperature gradients (deg. F. per ft.). Averages for i, f, and 1 in. 
DUNNAGE AND AIR FLOWS OF 500, 710, AND 920 C.F.M. 


Stack 
heat load, 
B.t.u./hr. 

Longitudinal 

Transverse 

Vertical 

Voids 

Voids 

Voids 

Open 

Blocked 

Open 

Blocked 

Open 

Blocked 

0 

432 

864 

4-0.47 

40.58 

40.64 


40.16 

40.19 

40.21 

— 0.03 
-0.06 
-0.10 

-0.38 

-0.37 

40.20 


Average 

40.56 

40.24 

40.19 

-0.06 

, ! 

-0.13 

40.04 


Necessary difference for 5% level of statistical significance: Longitudinal , ±0 04; transverse , 
±0.02; vertical , ±0.04. 


TABLE IX 

Mean linear temperature gradients (deg. F. per ft.). 
Averages for 0, i and, i in. dunnage. Voids blocked 


Air 

flow, 

c.f.ni. 

Longitudinal 

Transverse 

Vertical 

Stack heat load, B.t.u./hr. 

Stack heat load, B.t.u./hr. 

Stack heat load, B.t.u./hr. 

0 

432 J 

864 

0 

432 

864 j 

0 

432 

864 

290 

500 

710 

920 

1130 

40 27 
40 16 
40.18 
TO 11 
40 07 

40.41 
40 29 
40 27 
40 22 
40 21 

40 54 
40 41 
40 34 
40 29 
40.24 

-0 02 
! -0 02 
40 01 
40 00 
40 00 

40.02 
-0 06 
-0 04 
40 01 
TO 02 

40.03 
-0 05 
-0 07 
40 02 
40 07 

-0.11 
-0 12 
-0 07 
40 01 
40 01 

-0 09 
-0.03 
40 01 
40 02 
-0.01 

40.27 
40.05 
40.01 
40.04 
-0 00 


Necessary difference for 5% level of statistical significance; longitudinal , ± 0 07; transverse , 
± 0.05; vertical , ± 0 14. 


TABLE X 

Mean linear temperature gradients (deg. F. per ft.) 
Averages for air flows of 500, 710, and 920 c.f m. Voids blocked 


Dunnage, 

in. 

1 

Longitudinal 

Transverse 

Vertical 

Stack heat load, B t.u /hr 

Stack heat load, B.t.u./hr. 

Stack heat load, B.t.u./hr. 


0 

i 432 

864 

0 

432 

864 

0 

432 

864 

0 

40.15 

40.29 

40.42 

-0 10 

-0.12 

-0.14 

-0 08 

-0 08 

-0.02 

i 

40.09 

40.25 

40.44 

-0.10 

-0.23 

-0.36 

+0.09 

40 10 

40 11 

1 

40 20 

40.32 

+0 40 

40.05 

-0.04 

-0 04 

-0 07 

-0 05 

-0.08 

l 

40.12 

40.21 i 

40.26 

-0 01 

-0.00 

-0.01 

40.16 

40.06 

40.05 

J 

+ 0.10 

+0.17 j 

+0.23 

40.05 

40.07 

40.08 

40.06 

40.08 

+0.17 

3 

+0.19 

+0.26 

+0.33 

40.03 

40 06 

40.08 

-0.13 

-0 08 

-0.04 


Necessary difference for 5% level of statistical significance: Longitudinal , ± 0.06; transverse, 
± 0.06; vertical , ± 0.10. 
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stack. They, however, present no information respecting the pronounced 
curvature actually characteristic of these gradients. This was examined 
analytically as described below. 

If / is given some constant value such as t 0 + 1, where to is the mean tem¬ 
perature of the cold air entering the room from the delivery duct, and if € is 
neglected, then Equation (1) specifies the quadric surface approximating most 
closely to the actual surface generated by the aggregate of points within the 
stack at the temperature to + 1. This may be termed the isothermal surface 

of + 1°. Similarly equating / to / 0 + 2, to +3, - to + n leads to the 

isothermal surfaces of + 2°, + 3°,-b »°. Figs. 3 to 7 illustrate some 

of the characteristics of these surfaces under different experimental conditions 
by longitudinal, transverse, and vertical plane sections through the central 
axes of the stack. 

VOIDS OPEN 


■ 0 / 

-6 +7° „ 

LL2L 



VOIDS BLOCKED 



7', 

- 

>* . -'■< j 


vS 

/ J 




Fig. 3. Plane sections of isothermal surfaces. A: central longitudinal vertical section. 
B: central transverse vertical section. C: central longitudinal horizontal section. Averages for 
air flows of 500, 7JO, 920 c.f.m., heat loads of 0, 432 , and 864 B.t.u. per hr., and I, f, and 
i in. dunnage. 
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A considerable number of the surfaces obtained were sectors of hyperboloids 
of one sheet. They thus exhibited anticlastic (“saddle-shaped”) curvature, 
presumably owing to the fact that cold air circulated across the sides of the 
stack more freely than across the top or bottom. However, the general 
breaking down of temperature gradients by an air flow of 1130 c.f.m. with 
the voids blocked resulted in an “open” isothermal surface for + 2° F. 
which was approximated by the portion of a hyperboloid of two sheets illus¬ 
trated in Fig. 6. Various segments of ellipsoids also resulted. 

Fig. 3 portrays the marked decrease in both magnitude and complexity of 
temperature gradients resulting from blocking the voids and thereby channel¬ 
ling circulating air more effectively through the stack. Also to be noted is 
the asymmetry of the temperature gradients obtained with the void open. 
It would appear that in this circumstance, the non-central location of the 
discharge duct tended towards an orientation of the air circulation across and 
over the surface of the stack. This characteristic was largely, although not 
completely, eliminated by blocking the voids, the previously noted differential 
impedance of air movement across the top, bottom, and sides of the stack 
still remaining operative. The foregoing effects are observable in more 
detail in Figs. 4 and 5. These also illustrate the building up of temperature 


Stock Heat 0 


tt; 

-U.Z'JL 


J 


VOIDS OPEN 


Stack Heat 432 1 

" 1 

lUT a 

Li zJQ 

1 


Stack Heat 864 B.t.u ^ 


r i 

nil i / 




J 

r " 


r 

i 



B 

N- 

I_ k 



11 \ 

1" •! 

> \ 

8 1 

i [i 

+ 8 * 

LXJ 

| ,'t 

L J 



Fig. 4. Plane sections of isothermal surfaces, voids open. A: amtral longitudinal vertical 
section. B: central transverse vertical section . C: central longitudinal horizontal section. 
Averages for air flows of 500 , 710 , and 920 c.f.m. and J, and J in. dunnage . 
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VOIDS BLOCKED 



Fig. 5. Plane sections of isothermal surfaces, voids blocked. A: central longitudinal 
vertical section. B: central transverse vertical section. C: central longitudinal horizontal 
section. Averages for air flows of 500, 7JO, and 920 c.f.m. and j, and \ in. dunnage. 


gradients by stack heat loads, whilst Fig. 6 exemplifies their reduction, 
particularly in the central zone of the stack, by augmented air flow. Fig. 7 
shows the average gradients recorded with the voids blocked for zero, $ and f 
in. dunnage, the second of these being in the vicinity of the optimum for the 
operating conditions of these tests. 

This optimum was presumably occasioned by the balancing of two opposed 
factors as follows. Maintenance of an extra inch or 1| in. of free space in 
addition to dunnage at the top, bottom, and sides of the stack must have 
resulted in a correspondingly greater part of the total circulated air passing 
over these surfaces rather than through the apertures in the stack itself. 
This in turn would lead to relatively more accumulation of heat in the centre 
which, in the event of the stack apertures being small, would more than offset 
the effect on the external surfaces of radiation from the walls, ceiling, and 
floor. The left-hand side of Fig. 7 illustrates this effect in the extreme case 
of zero dunnage, i.e., no internal aperture at all. As the size of the internal 
apertures was increased, more air traversed the stack internally, and f in. 
dunnage sufficed to reduce temperatures at the centre below those at the 
periphery, as shown in the middle portion of Fig. 7. On the other hand, 










































HOPKINS ET AL.: TEMPERATURE VARIATIONS IN COLD STORAGE ROOMS 393 

increasing the width of the apertures by additional dunnage must have corre¬ 
spondingly reduced the linear velocity associated with the circulation of a 
specified number of cubic feet of air per minute, until eventually a point was 
reached at which this became a limiting factor, and a further accumulation of 

VOIDS BLOCKED 

290 C.F.M. 1130 C.F.M. 



Fig. 6. Plane sections of isothermal surfaces, voids blocked . A: central longitudinal 
vertical section. B: central transverse vertical section. C: central longitudinal horizontal 
section. Averages for heat loads of 0, 432, and 864 B.t.u. per hr. 

heat, particularly peripherally but to some extent internally as well, became 
manifest. This would appear to be the situation exhibited in the right hand 
portion of Fig. 7. 

It will be appreciated that the quadric surfaces delineated in Figs. 3 to 7 
are only second-degree approximations to the actual isothermal surfaces 
generated within the stack. From Tables V to VII, however, it is clear that 
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they must in fact portray fairly closely most of the recorded temperature 
gradients. In general these gradients were characterized by more pronounced 
curvature in the vertical than in either the horizontal or transverse planes, 

VOIDS BLOCKED 

O Dunnage %!nch Dunnage % Inch Dunnage 



Fig. 7. Plane sections of isothermal surfaces, voids blocked. A: central longitudinal 
vertical section. B: central transverse vertical section: C: central longitudinal horizontal 
section. Averages for heat loads of 0, 432, and 864 B.t.u. per hr. and air flows of 500, 7JO, 
and 920 c.f.m. 

presumably as a further consequence of the unequal restriction of air move¬ 
ment over the top, bottom, and side surfaces. Dunnage eliminating vertical 
and transverse gradients and reducing all isothermal surfaces to planes at 
right angles to the direction of air flow would be desirable as indicative of 
uniform effectiveness of heat removal throughout the stack. An approxima¬ 
tion to this might perhaps be achieved by using different widths of dunnage 
at the centre, periphery, and exterior, although the requirements would almost 
certainly be modified by any alteration in the size or shape of the stack or in 
the location of inlet and exhaust ports. 

Conclusions 

It is concluded that these experiments were in agreement with previous 
work in this laboratory in demonstrating (a) the occurrence of appreciable 
permanent temperature gradients in material, whether exothermic or not, 
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stacked in an air-cooled storage room, and ( b ) the possibility of markedly 
reducing these gradients by effective channelling of air through the stack. 
With end-to-end circulation, blocking of voids in the room was the most 
important single factor in minimizing intra-stack temperature differentials 
under the conditions of these tests. Further improvement was effected by 
the provision of optimum dunnage and by augmenting the air flow. It is 
to be inferred that with blocked voids, dunnage should be extended to all 
external surfaces of the stack. The desirability of uniform transverse and 
vertical distribution of the circulating air was also evident. Further trials on 
a larger scale are required to investigate the extent to which the present results 
were a function of the size and shape of the stack, and also to determine the 
most suitable ratio of external to internal dunnage. 
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PACKAGING 

IV. METHODS OF APPLYING WATER-VAPOUR BARRIERS, AND THE WATER- 
VAPOUR RESISTANCE OF SOME PACKAGING MATERIALS 1 

By C. G. Lavers 2 and Jesse A. Pearce 3 


Abstract 

Reynolds’ Metal A 10 and 450 M.S.Y.T. “Cellophane” were used as liners and 
ovetwraps and Darox P 16 as a wax-dip tor carton?* containing sawdust, and 
packed in a master container. Sonic packages were dropped a distance of thtcc 
feet, 20 times .it —40“ F., otlu rs received the same* treatment at room tempera¬ 
ture, and some were subjected to a free fall of about 70 ft. Greatest pioteclion 
was provided l>> the list* ol a liner inside the carton. 

Water-vapour resistance and ability to withstand rough handling were 
in\c-tigated for a wide varietx of packaging materials (all materials but one 
tested as carton liners). Laminated materials having metal foil as one la's or 
provided tin* gnatest piotcchort Wa\-coatmgs ellectivelx reduced water- 
vapour transmission, but provided little added protection when packages were 
subjected to shock. Laminating two stocks produced marked reduction in the 
water-vapour transmission tvpical of cither base sheet when used alone Com¬ 
binations utilizing scrim or kraft produced batriers th.it were* less likeh to 
fracture when subjected to rough handling. When Cellophane was considered, 
M.S.Y.T. stock and the use oi triplex bags provided the greatest protection. 


Introduction 

The need for protection against loss or gain of water vapour by foods, 
particularly when frozen or dehydrated, is generally recognized in the food 
industry today. For this reason, a limited study of the water-vapour 
resistance of packaging materials has already been made in this laboratory 
(3). It was felt desirable to continue this work and evaluate thoroughly the 
effectiveness of the more important types of flexible barriers available in 
Canada. 

During the course of preliminary studies (3). the question of the relative 
effectiveness of carton liners and ovet wraps was raised. In addition, no 
precise information was available to permit selection between the foregoing 
methods and wax-dipping as a means of providing protection against water- 
vapour penetration. Hence, prior to investigating individual materials an 
experiment was designed to evaluate the resistance to rough handling of 
packages made by these various methods. 

1 Manuscript received March 29, 1046. 

Contribution from the Division of Applied Biology , National Research Laboratories , 
Ottawa. Issued as Paper No. 164 of The Canadian Committee on Food Preservation and as 
N.R.C. No. 1443. 

* Chemical Engineer , Food Investigations. 

8 Biochemist , Food Investigations. 


Price 25 cents 
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Relative Fragility of Water-vapour Barriers when Applied 
by Various Methods 

Materials and Methods 

The packaging materials selected for use in this portion of the investigation 
were: 450 M.S.Y.T. “Cellophane,” Reynolds’ Metal A-10 (a lamination of 
kraft to metal foil to Cellophane), and Darex Wax P-16 (a commercial 
dipping wax). These materials were used to prepare liners and overwraps 
or for wax-dipping 12 cartons, 4 by 2\ by 1 Hj in. (opening end 2\ by 
b}{: in.). These cartons were of the regular flat folding style with full 
overlapping long flaps and were made of 0.020 in. chipboard. The packages 
were tilled with sawdust, closed, and packed in a master container which 
accommodated three layers each containing six by four or 24 upright packages. 
The master container was 12] by 11 £ by 121 in- high (opening end 121- by 
11 1 in.), and was made of regular B-llute, utilizing 0.016 —0.000 —0.016 
Fourdrinier kraft liner and corrugations. Of 72 cartons in each master 
container, a set of 12 w r as under study and were packed in fixed positions 
(Fig. 1), the remaining space being filled with dummy packages containing 
saw* dust. 

Three 4 experimental conditions of rough handling were investigated. The 
first involved cooling the packages to minus 40° F., and then dropping them 
20 times through a distance of three feet to a cement floor (five falls on each 
of the four upright edges of the master container). The second treatment 
followed the same procedure at room temperature (approximately 75° F.). 
The third permitted a single fall of about 70 ft. on to cement (temperature of 
packages, approximately 75° F.). After treatment the packages were opened 
and the water-vapour barriers wore examined visually for fractures, and for 
pin holes. 

Results 

The results of the visual examination of the packaging materials are given 
in Table I, and the data are summarized on a per cent basis in 'Fable II. Of 
the materials used, Cellophane did not develop pin holes as easily as did 
Reynolds’ Metal A-10, but it was more prone to fracture. Over-all, Cello¬ 
phane appeared slightly more flexible than Reynolds’ Metal, but this was not 
borne out by subsequent w T ork, as will be shown later. 

Reduction in temperature greatly increased the fragility of barriers when 
roughly handled. In addition, a number of short falls, a condition more 
likely to be met in ordinary commercial handling and transport, caused 
greater damage to the water-vapour barrier than a single fall from a much 
greater height. 

Under the handling conditions described, w^ax-dipping was generally less 
desirable than either of the other two methods of providing water-vapour 
protection. While Darex P-16 may not be the most flexible wax obtainable, 
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TABLE I 

Fragility of water-vapour barriers when roughly handled 




Number of barriers 

Method of providing water- 
vapour harrier 





Method of handling 

Unbroken 

With 

pinholes 

Fractured 

Cartons with liners 





450 M.S.Y.T. Cellophane\ 

3 ft. drop, 20 falls at 

f 2 

2 

8 

Reynolds’ Metal A-10 / 

-40° F. 

\ o 

10 

2 

450 M.S.Y.T. Cellophane\ 

3 ft. drop, 20 falls at 

f 7 

2 

3 

Reynolds’ Metal A-10 / 

approx. 75° F. 

1 3 

9 

0 

450 M.S.Y.T. Cellophane! 

70 ft. drop (approx.), 

/II 

1 

0 

Reynolds’ Metal A-10 / 

one fall at approx. 
75° F. 

l 9 

1 

2 

Overurapped cartons 





450 M.S.Y.T. Cellophane! 

3 ft. drop, 20 falls at j 

/ 0 
l o 

0 

12 

Reynolds’ Metal A-10 / 

—40° F. 

2 

10 

450 M.S.Y.T. Cellophane! 

3 ft. drop, 20 falls at 


4 

4 

Reynolds’ Metal A-10 j 

approx. 75° F. 

1 0 

9 

3 

450 M.S.Y.T. Cellophane! 

70 ft. drop (approx.). 

/ 8 

1 

3 

Reynolds’ Metal A-10 J 

one fall at approx. 
75° F. 

l 6 

3 

3 

Wax-dipped cartons 





Darex P-16 

3 ft. drop, 20 falls at 

0 

0 

12 


—40° F. 




Darex P-16 

3 ft. drop, 20 falls at 

0 

0 

12 


approx 75° F. 




Darex P-16 

70 ft. drop (approx.), 

0 

0 

12 


one fall at approx. 
75° F. 





the results are nevertheless indicative of what may be expected from this 
type of packaging using currently available waxes. It has been observed 
elsewhere (2) that rough handling caused an appreciable increase in the 
moisture gain of wax-dipped packages of dehydrated pork. 

The most desirable method of providing water-vapour protection was a 
liner inside the carton (Table II). This method cannot be used, however, 
when the contents of the package are of such a nature as to effect possible 
rupture of the inner barrier. In such circumstances overwrapped cartons 
seemed to be more desirable. Subsequent work has shown, however, that the 
best method of packaging such materials is by the use of the container- 
barrier-container method (I). This consists of placing the product in a light 
carton, applying the water-vapour barrier, and placing the whole in another 
snugly fitting carton. 
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TABLE II 

Summary of factors affecting the fragility of water-vapour harriers 

CONSIDERED OVER OTHER CONDITIONS 


Factor 

Per cent of barriers 

11 n broken 

With pinholes 

Fractured 

Method of providing harrier 




Liner 

44 

35 

21 

Overwrap 

25 

26 

49 

Wax-dip 

0 

0 

100 

Material 




Cellophane 

44 

14 

42 

Refolds* Metal A 10 

25 

47 

28 

l Kuv\ P-16 

0 

0 

100 

Method of handling * 




3 ft drop, 20 falls at -40° F 

4 

29 

67 

3 ft. drop, 20 falls at approx. 75° F. 

29 

50 

21 

70 ft drop (approx ), single fall at appiox. 




75° F. 

71 

12 

17 


* Summary confined to liners and overwraps only. 


Water-vapour Transmission of Packaging Materials 

Materials and Methods 

Earlier work has indicated that the most satisfactory evaluation of the 
water-vapour resistance of packaging materials was obtained after fabrication 
into packages (3). Moreover, the experiment described above showed that 
the most desirable method of using a water-vapour barrier was as a liner inside 
the package. Hence, in the present work, all barriers (with one exception as 
noted below) were fabricated into carton liners. 

The materials tested were different grades and plies of Cellophane, and 
various combinations of metal foil, scrim (a material similar to cheesecloth), 
kraft paper, glassine, Cellophane, Pliofilm, cellulose acetate, and vinvlite. 
In addition, some of the materials were tested after waxing. Detailed 
descriptions of individual materials are given in Tables III, IV and V. 

The materials were fabricated into pouch type liners, having outside 
dimensions of 5| by 6® in. high and inside dimensions of 4£ by in. high, 
suitable for use inside the chipboard carton which has already been described. 
The liners were opened, inserted into the cartons and partially filled with 
sawdust; then 73.5 gm. of anhydrous calcium chloride in a perforated P.T. 
Cellophane bag was added; this bag was surrounded by sawdust and the 
remainder of the liner was filled with sawdust. The liner and cartons were 
then sealed, sodium silicate glue being used to make the carton closure. 

The one exception to the above procedure w r as the material composed of 
scrim laminated to M.S.A.T. Cellophane, both sides being waxed with micro- 
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crystalline wax. This material was designed for overwrapping, and so was 
applied in this way. A double fold was made at the side seam, and completed 
packages were dipped in microcrystalline wax held at 170° F. 

Five tests were done on each packaging material, six completed packages 
being used for each test. Six packages without calcium chloride and sawdust 
were used as a means of estimating the sorption of water vapour by the 
packaging materials. To estimate the sorption by the material used as an 
overwrap, a set of dummy packages of the same size as the chipboard cartons 
used was made, using metal in place of the chipboard box, to eliminate all 
absorbent material beneath the barrier. 

One set of six packages was placed in a cabinet operating at 95° F. and 100% 
relative humidity (high humidity cabinet, vapour-pressure differential 
approximately 42 mm. of mercury). Another set was placed in an alternating 
cabinet which operated at 80° F. and 100% relative humidity (vapour- 
pressure differential approximately 26 mm. of mercury) for 12 hr., and 120° F., 
55% relative humidity (vapour-pressure differential approximately 48 mm, of 
mercury), for the remaining 12 hr. of the' day. The latter test was designed 
to give packages an opportunity to breathe. 

The remaining three sets of packages were subjected to various treatments 
before the water-vapour penetration was determined in the high humidity 
cabinet. One set was stored at 140° F. (relative humidity about (>%) for one 
month, to evaluate the effect on the barrier of storage under hot dry conditions. 
To simulate very severe conditions of handling and transport, one set was 
cooled to minus 40° F. and dropped three feet, 20 times (five falls on each 
upright edge of the master container). After cooling to minus 40° F. the 
remaining set was subjected to a vacuum of 20 in. of mercury for two hours, 
to reproduce conditions encountered in air transport. Dropping and low 
pressure tests wen* performed using a master carton, which has already been 
described. The arrangement of test packages in the master container is 
shown in Fig. 1. It will In* noted that, in the dropping test, two of the 
packages were buried in the interior of the master carton, being surrounded 
by dummy packages, while the remaining four were placed at the edges of 
the master carton. 

To determine moisture gain, packages, as individual units, were weighed 
before insertion in the cabinets and at weekly intervals for four weeks. 

Since packages are not normally stored in an atmosphere of 95° F., 100% 
relative humidity, it was desirable to be able to interpret water-vapour 
transmission rates in terms of temperate room conditions. Hence, the 
transmission of three materials (Reynolds’ Metal A-10, 300 M.S.A.T. Cello¬ 
phane, and 300 M.S.T. Cellophane wax-coated 40 lb. per ream) was deter¬ 
mined under the conditions existing in the laboratory, as well as in the high 
humidity cabinets. Packages were made up as previously described, and 
weighed at weekly intervals from August 1, 1945, to February 1, 1946. 
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Results 

Water-vapour transmission rates are shown in Tables III, IV and V. To 
obtain these values, the weight of water vapour sorbed by the packaging 
materials (empty packages) at a given time was subtracted from the total 
increase in weight of the test packages, weighed at the same time. The slope 



BOTTOM 


Fig. 1. Packages in master container, arranged for handling trials (packages under study 
marked, all others dummies). 

O Dropping test, methods of application trials. 

# Low pressure test. 

□ Dropping test, material trials. 


of the line showing weight gain per week of the package contents over a period 
of one month was then calculated assuming a straight line relation. 

The average standard error for the transmission rates, except those obtained 
after the dropping test, was 0.24, hence rates must differ by 0.48 gm. per 
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TABLE III 

Summary of weight changes in packages utilizing Cellophane as a liner 


' 

Material 

Thick¬ 

nesses 

Seal 

Sorption 
(Km ) by 
packaging 
materials 
held 
in high 
humidity 
cabinet 

Water-vapour transmission (grn /week), high 
humidity cabinet, alter treatments as follows 

Water- 

vapour 

trans¬ 

mission 

(gm./ 

(week), 

alternat¬ 

ing 

cabinet 

Untreated 

One 
mouth 
at 140° F. 

Subjection 
to low 
temp and 
low 

pressure 

Dropping* 
20 times 
at -40° F 

1 

: 

i 

300 M.S.T. 

Duplex 

Crimp 

1 84 

0 89 

10 78 

1 66 

6 82 

1 44 

300 M.SA.T. I 

Duplex 

Cump 

2 68 

0 79 

3 21 

1 31 

2 32 

0.99 

300 M.S.Y.T. 

Duplex 

Crirnp 

? 50 

0 48 

1 22 

0 86 

0 97 

0 65 

300 M S.A T. 

Single 

Crimp 

1 44 

1 46 

8 81 

2 75 

4 92 

1 30 

300 M S A.T. 

Duplex 

Cntnp 

2 68 

0 79 

3 23 

1 81 

2 32 

0 99 

300 M.S A T. 

Triplex 

Crimp 

3 *7 

0 25 

0 02 

0 82 

2 17 

0 78 

300 M S A.T. 

Duplex 

Flat 

1 96 

0 81 

5 50 

0 96 

2 87 

O 83 

300 M S A.T. 

Duplex 

; 

Crimp 

: 

2 68 

0 79 

3 23 

1 31 

2 32 

0 99 


* Average for only two packages (see Table VI). 


week to be significantly different. As shown by Table VI, when most 
of the materials tested were subjected to dropping at —40° F., the four 
packages against the edges of the master container were fractured. For this 
reason, the water-vapour transmission rates obtained after the dropping were 
calculated from the gains of only the two packages buried in the interior of 
the master carton, and the standard error for these rates was larger, being 
0.79. Keeping the above limits of accuracy in mind, it is possible to compare 
the protection offered by different materials under the conditions used. 

Little difference was noted between the water-vapour transmission of 
untreated packages in the alternating and constant temperature cabinets, but 
any treatment simulating storage or transport markedly increased the rate of 
moisture gain (Tables III, IV, and V). After subjection to low temperature 
and pressure, the majority of packages showed a substantial increase in water- 
vapour penetration; however, the increase was no greater than that caused 
by the other handling tests, and no fractures in packaging material resulted 
from this treatment. This indicates that air transport should not damage 
packages extensively, provided air volumes inside the barriers are kept to a 
minimum. 

When Cellophane was considered, it was apparent that M.S.Y.T. stock 
provided greater protection than M.S.A.T., which in turn was better than 
M.S.T. (Table III). The use of triplex bags gave maximum resistance to 
water vapour. A flat seal appeared to be generally more desirable than a 
crimp seal, although the latter was superior for excessively high storage 
temperatures. 





416 


CANADIAN JOURNAL OF RESEARCH . VOL. 24, SEC . F. 


TABLE IV 

Summary of weight changes in packages using plain or wax- 
coated MATERIALS AS LINERS 


Stock 

Processing 

Ilcnt 

sealed 

Sorption 
(«m.) by 
packaging 
matenals 
lield in 
high 

humidity 

cabinet 

\V ater-vapour transmission 
(gm./week). high humidity cabinet; 
after treatment as tollows: 

Water- 
vapour 
trans¬ 
mission 
(gm./ 
week), 
alternat¬ 
ing 

cabinet 

Un- 

tieated 

One 

month 

at 

140° K. 

! Sub- 
1 jection 
to low 
tern p 
and low 
press. 

Di op¬ 
ing* 20 
tunes at 
-40° F 

40 lb. kraft 

Wax-impregnated 

(Adhesive 

3 38 

14 Of 

1 7,32f 

13 2f 

17.8f 

6 16 



sealed) 







40 lb. wet 

Wax-coatcdtt 








strength kraft 

40 lb./ream 

Plat 

7 58 

1 42 

1 77 

1 86 

3 79 

2.83 

25 lb bleached 

Theimoplastic 

Flat 

1 94 

4 97 

t 

6 98 

IS 66 

4 61 

glafesine 

coated one side 








25 lb. bleached 

\\ ax-coated ft 

Flat 

8 46 

0 84§ 

1 19 

1 2 5 § 

t 

2.06 

glasbinc 

40 lb./ream 





j 



300 M.S.T. Cello¬ 

None 

Flat 

2 28 

1 85 

33 Of 

2 41 

10 06 

1 .50 

phane 









300 M.S.T. Cello¬ 

Wax-coatedft 

Flat 

8 50 

0 79 

0.31 

3 02 

t 

0.80 

phane 

40 lb./ream 








Laminated 300 









M.S.T. Cello¬ 

None 

Flat 

4 10 

O 59 

0 08 

0 46§ 

1 76 

0 66 

phane 









Laminated 300 

Wax coated fl 

Flat 

3 57 

0 24 

0 06 

0 08 

0 89 

0 01 

M.ST Cello¬ 

40 lb./ream 








phane 









Pliofilm 

None 

Flat 

1 43 

1 18 

1 27 

1 35 

2 03 

1,16 

Scrim laminated to 

Applied as over¬ 

j 







M S.A T. Cello¬ 

wrap. Pat huge 

, 







phane waxed 

wax-dipped 








both sides 

(a) Scrim side in 

-- 

0 18 

0 17 

0 39 

0 13 

0 19 

0 11 


(b) Scrim side out 

— 

0 75 

0 02 

0 22 

0 39 

0 17 

0 14 


* Average for only two packages (See Table § Averages for jive packages only—one 
VI). failure wider these conditions. 

t Complete failure under these conditions. ft Flexible wax composition. 

I Measurement for first two weeks only, 
complete failure. 

Wax-coating (40 lb. per ream) various base stocks reduced the moisture 
penetration to less than one-half; but the transmission of all stocks was not 
reduced to a common value, i.e., the more dense the base stock the lower the 
water-vapour transmission after waxing (Table IV). Wax-coating Cellophane 
and glassine reduced the moisture gain after ageing at 140° F., but did little to 
increase resistance to fracture at low temperature (Tables IV and VI). It will 
be noted that the material that was applied as an overwrap withstood dropping 
slightly better than other waxed materials. This was due to the fact that the 
wax on this material was more flexible than that on the coated materials, and 
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to the strength imparted to it by the scrim incorporated into the sheet. It 
must be borne in mind, however, that the transmissions reported after drop- 


TABLE V 

Summary of weight changes in r \ckages using laminated materials as liners 



Laminated to: 

(wax laminated 
unless otherwise 
stated) 


Sorption 

by 

packaging 
matenals 
held m 
high 

humidity 

cabinet 

Water-vapour transmission, 
(gm./week). high liumidity cabinet, 
after treatment as follows 

Water- 

vapour 

trans- 

Stock 

Heat 

sealed 

Cn- 

t rented 

One 

month 

at 

140° F 

Sub¬ 
jection 
to 1>*\V 

temp, 
and low 
pres-. 

Drop- 
mg* 20 
times at 
-40° F 

mission, 
(gm / 
week). 
alternat¬ 
ing 

cabinet 

Scrim (Rr> Holds’ 

Kraft and allowed 

, 

Elat and 

1 79 

0 02 

0 25 

0 00 

0 60 

0 04 

A 50) 

lead foil with 

reintoiced 








biilvat outing 

with cellu- 








(asphalt lam ) 

j lose tape 






i 

25 lb kraft 

25 lb krait, thermo- 

Elat 

2 04 

8 92 

79 26f 

t 7 96 f 

15 551 

4 92 


plastic coated one 
side 








JS ll> kiiift 

251b gla*»sni»\ thermo 

Mat 

2 10 

2 3f> 

10 901 

> <>4 

3 63 

j mt 


plastic coated on 
glassmo 








White kraft 

300 M S f Olio- 1 

Crimp 

3 92 

0 80 j 

0 40 

1 1 4 

5 48 

0 43 


phane 








25 lb. kraft 

300 M S A r Cello- 

Mat 

4 50 i 

0 80 

1 30 

1 40 

2 S3 

0 79 

: 

phane 


’ 

, 






25 lb kraft 

1 

Oil ulose* .a etale, j 


! 







thermoplastic j 

coated on at ft no* | 
side 

Mat 

2 24 

1 62 

9 7 4 

4 78 

6 58 

1 42 

25 lb kr.tlt 

Alloyed lead fod, 








(Reynold*-’ 

tasplialt lam ), 

Mat 

0 85 

0 24 ! 

0 40 

0 34 

1 20 

0 22 

A 15) 

theiinoplastn c.*at 









on foil 








40 lb kiatl 

Allov ed lead b»d and 








(Rev Holds’ 

Cellophane 

Flat 

2 15 

0 00 

0 1 4 

0 10 

0 97 

0 13 

A-10) 

(asphalt lam 1 








25 lb glassine 

25 lb gl i-siiH*. 









thet moplastu 
< oated one .suit' 

b lat 

2 (US 

1 2 4 

! I 4 

1 59 

1 92 

3 78 

'25 lb gl.issme 

S00 M S T Olio 

( limp 

1 0 4 

0 77 

0 2 4 

0 99 

4 9 5 

0.49 


phane 








300 M.S T. 

300 MS r. 

Flat 

4 10 

0 59 

0 08 

0 46§ 

1 76 

0 66 

Cellophane 

Cellophane 








300 M.S.T. 

Aluminum toil 

Croup 

1 43 

0 05 

0 3 7 

t) 35 

1 43 

0 19 

Cellophane 









Vinj- lite 

Both sides of 

Flat 

2 06 

0 00 

0 00 

0 00 

0 00 

0 00 


aluminum 1 oil 









* Average for only tivo packages (See Table 
VI). 


f Complete failure under these conditions. 

t Measurements for first three weeks only , 
complete failure. 


§ Average for five packages only, one failure 
under the condition \ 

ft Average for four paiknges only , two failures 
under the.se conditions. 
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'FABLE VI 

Ability of packages to withstand 20 drops of three feet each at — 40° F. (—40° C.) 


Slock 

Processing 

Packages 
unbroken—* 
(six tested) 

Packages 
with water- 
vapour trans¬ 
mission com¬ 
parable to 
that of 
interior 
packages 

Scrim (Reynolds’ A- 50) 

Laminated to kraft and foil with 
bulvar coating 

6 

4 

40 lb. kraft 

Wax •-1 n i pre^ n a ted 

6 

0 

White kraft 

Laminated to 300 M.S.T. Cellophane 

6 

1 

Metal foil 

Laminated to 300 M.S.T. Cellophane 

6 

0 

Scrim laminated to 
M.S.A.T. Cellophane 

Applied as overwrap Package wax 
clipped, (a) Scrim side in 

6 

1 

waxed both sides 

( b ) Scrim side our 

6 

0 

Kraft (Re> Holds’ A-10) 

Laminated to metal foil and Cello¬ 
phane 

5 

0 

25 lb. kraft (Reynolds* 
A-15) 

Laminated to metal foil with thermo- 
1 plastic coaling 

5 

0 

25 lb. kraft 

| Laminated to cellulose acetate 

5 

1 

Vinylite 

| Laminated to both sides of alum- 
j inum foil 

4 

2 

40 lb. kralt (wet 
strength) 

i 

Wax-coated 40 lb /team 

3 

0 

25 lb kralt 

f animated to 25 lb glnvsine 

3 

0 

25 lb. kralt 

Laminated to 300 M.S.A.T. Cello¬ 
phane 

3 

0 

300 M.S.T. Cellophane 

Laminated to 300 M.S.T. Cellophane 

3 

1 


* All other types had only two interior packages unbroken (sec Tables III, IV, and V). 


ping were based on the two interior packages only, and must be considered in 
conjunction with Table VI. 

Laminated materials having metal foil as one layer provided greater protec¬ 
tion than any other materials (Table V). The results also show that laminate 
ing two stocks produced marked reduction in the water-vapour transmission 
typical of either base sheet when used alone. The lamination of vinylite to 
metal foil illustrates that it is possible to produce a very water-vapour resistant 
package by combining a material that is not water-vapour resistant with one 
that is. Vinylite is not considered water-vapour proof and was utilized in 
this combination to provide strength and heat sealing properties. 

Table VI shows the number of packages remaining unfractured after the 
dropping test, and indicates that the great majority of materials tested require 
protection from such treatment. Laminations utilizing scrim or kraft were 
less likely to fracture when roughly handled, but absence of a visible break 
did not necessarily mean that the water-vapour transmission rate had not 
increased considerably. 
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Under room conditions, the water-vapour transmission rates of Reynolds’ 
Metal A-10, 300 M.S.A.T. Cellophane, and 300 M.S.T. Cellophane wax- 
coated 40 lb. per ream were 0.00, 0.20, and 0.11 gm. per week, respectively. 
The foil barrier had an undetectable transmission rate in the high humidity 
cabinet (untreated packages, Table V), and this was also true under room 
conditions. However, for 300 M.S.A.T. Cellophane and for wax-coated 
Cellophane, the ratio of the water-vapour transmission in the high humidity 
cabinet to the transmission under room conditions was 7.3 and 7.2, respec¬ 
tively. 
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LIQUID AND FROZEN EGG 

Ill. SOME FACTORS AFFECTING TIIE QUALITY OF STORED FROZEN EGG 1 

By Jesse A. Pearce 2 and Margaret Reid 2 

Abstract 

Liquid from eggs of various qualities packaged in Reynold’s Metal A-10 and 
liquid fioni Grade A eggs in wax paper with and without added ice was frozen at 
—40° F. and stored at 10°, 0°, and —10° F. for 12 months. Examination of 
baking propeities and changes in pH, fluorescence, and reducing sugar content 
indicated the desirability of using liquid from (trade A eggs, although liquid 
from Grade C and crackl'd eggs mav also be satisfactory; and of limiting the 
storage period tor frozen egg, stored at these tempeiatures, to about six months. 

It was also desirable to allow the frozen egg to age for a month or two before use; 
and to use a highly moistiue lesistant barrier at all storage temperatures, 
although the wax paper and ice combination may be satisfactory at 0° and 
— 10° F. Reducing sugar content den eased with an increase in the number of 
bacteria and, in addition, this measurement appeared to be a good indication of 
the quality of liquid and frozen egg. 

Introduction 

Since the production of eggs is seasonal, it is frequently necessary to 
carry large stocks for si\ months of the year or longer. The perishable nature 
of this commodity demands attention to the manner in which it is stored. 
While eggs in the shell can be held for short periods, some other method of 
preservation is desirable. Preserving eggs by removing them from the shell, 
mixing tin* yolk and white, and freezing has been an important commercial 
process for many years. During the war years, a large proportion of Canada’s 
eggs were exported in the dried form: nevertheless, about five million pounds 
was frozen for use by bakery and other trades, exclusive of the quantities 
frozen for subsequent drying. However, only limited information is avail¬ 
able to describe 1 he keeping quality of the frozen product and the chemical 
changes occurring during its storage. 

It seemed advisable before beginning the studies described in this paper to 
consider some of the change's likely to occur in eggs. An examination of 
frozen egg stored for six years at a temperature of 0° to —5° F. showed that 
if eggs of good quality were frozen, the odour of the product did not change 
but, if floor quality eggs were frozen, the initial putrid odour seemed to 
intensify (12). Although there appeared to be an increase in ammoniacal 
nitrogen as eggs became inedible (15, pp. 225-234), it seemed unlikely that 
this test would prove useful (15, pp. 260-261) and this was substantiated by 
preliminary work in these laboratories. As eggs deteriorate there is an 
increase in formic, lactic, and acetic acid content (5); therefore, measure- 

1 Manuscript received July 24 , 1946. 

Contribution from the Division of Applied Biology , National Research Laboratories , 
Ottawa. Issued as Paper No. 165 of the Canadian Committee on Food Preservation and as 
N.R.C. No. 1449. 

* Biochemist , Food Investigations. 


Price 10 cents 


N.R.C . No. 1449 
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ments of pH changes seemed desirable. During work on dried eggs, it was 
observed that the fluorescence of extracts of the powder was related to the 
quality (9). Further work has indicated that fluorescence development may 
be attributed, in part, to a reaction between reducing sugars and proteins 
(1, 6, 7). Therefore, two modifications of this fluorescence test were applied 
to liquid eggs (10). It also appeared desirable to measure changes in reducing 
sugar content of the eggs, since this component has an important effect on 
the keeping quality of dried eggs (13) and since reducing sugars might dis¬ 
appear if the foregoing reaction occurred. In addition, sugar might also be 
removed by microbial growth (15, pp. 233-234). Much of the commercial 
frozen egg is used by the baking trade, and, for this reason, sponge cakes were 
believed desirable as tests of baking quality. 

Materials and Methods 

The storage experiment utilized material described in an earlier paper (10, 
Table IV). In brief, liquid from fresh tirade A eggs, from Grade A eggs held 
for 16 hr. at 80° F. in sterile glass containers, from Grade C* eggs, from 
cracked eggs, from musty eggs, and from “eight-day” incubator reject eggs 
(for grade descriptions, see (2)) was poured into moulds containing about four 
litres, frozen within 16 hr. in a room operating at —40° F. and held at tempera¬ 
tures of 10° (+ 2°, — 2 °), 0° (± 1°), and — 10° (± 1°) F. for a period of one 
year. Samples were examined before and after freezing, and after 3, 6, and 
12 months’ storage. The liquid from fresh Grade A eggs was packed in 
Reynold’s Metal A-10, a highly moisture vapour resistant material (16), 
plus a Fourdrinier kraft, B-Flute carton; in wax paper (40 lb. kraft, waxed 
to 50 lb.) plus the carton with ice cubes (about 2 cu. in. in volume) inside the 
carton around the wrapped egg; and in wax-paper and carton without added 
ice. All other samples were packed in Reynold’s Metal A-10 and cartons. 

The analyses included measurements of pH and reducing sugar (4, pp. 416 
and 438) on whole egg liquid; fluorescence of whole egg liquid, using a modifi¬ 
cation of a technique applied to egg powder (3); and baking volume and 
foaming volume measurements on whole egg liquid (11). In one portion of 
the study, reducing sugar content and pH of liquid egg, before and after 
freezing, were compared with the viable bacterial count (14). 

In the initial stages of the study, pH, reducing sugar and fluorescence 
measurements were made on sera removed from the frozen egg by the chloro¬ 
form treatment described earlier (10). It was possible to collect enough sera 
for all measurements on samples up to and including the three-month storage 
period. At the six-month storage period, only enough serum was separated 
from any one sample to permit fluorescence evaluation. The fluorescence 
changes up to the six-month sampling have been discussed (10) and at the 
12-month storage period, the structure of the frozen egg had so changed that 
no sera could be separated. 

* Eggs may be graded as C because of dirty shells or because of poor quality before the candling 
lamp (2); those used in this study were selected for poor quality . 
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Results 

Effect of Bacterial Growth Before Storage on Reducing Sugar Content and pIT 
The relations between baclerial growth, reducing sugar content, and pH 
changes in frozen and unfrozen liquid egg are shown in Table I. Bacterial 
growth was most rapid in egg yolk and least rapid in egg white but both whole 
egg and egg yolk attained about the same bacterial populations after holding 
for 48 hr. at 80° F. Slight bacterial growth in liquid from whole egg and egg 


TABLE I 

The relations between reducing sugar content, pIJ, and bacterial 

GROWTH IN FROZEN AND UNFROZEN EGG 


Material and treatment 

Viable bacteria at 37° C. 

Reducing sugar, % 

pH 

B.F.* 

A.F.* 

B.F. 

A.F. 

B.F. 

A.F. 

Whole egg 







48 hr. at 30° F. 

<1.0 X 10 2 

1 0 x K ) 2 

0 32 

0.28 

7 7 

8.1 

24 hr. at 80° F. and 

24 hr. at 30° F. 

4 2 X 10* 

2 2 X 10* 

0 29 

0 26 

7 7 

8 0 

48 hr. at 80° F. 

3 1 X 10 9 

1.8 X 10 s 

0 05 

0 05 

5 9 

6.0 

E(1K white 







48 hr. at 30° F. 

5 3 X U> 3 

2 OX 10 3 

0 32 

0 33 

8 9 

8.9 

24 hr. at 80° F. and 

24 hr. at 30° F. 

4 6 X 10 3 

7.7 X 10 3 

0 32 j 

0 32 

8 5 

8 3 

48 hr. at 80° F. 

7 0 X 10* 

2.2 X 10 s 

0 29 

0 25 | 

j 

8.2 

8.3 

Err yolk 







48 hr. at 30° F. 

5 0 X 10- 

5 0 X 10 2 

0 24 

0.26 

6 4 

6 4 

24 hr. at 80° F. and 

24 hr. at 30“ F. 

1 4 X 10° 

1 4 X 10 fi 

0 24 

0.27 

6.4 

5.9 

48 hr. at 80° F. 

5 9 X 10“ 

3 0 X H)“ 

0 04 

0.06 | 

i 

5.0 

4.9 


Before freezing, A.F.- -After freezing. 


white had a more marked effect on the sugar content than on pH, while, for 
separated yolk, fairly excessive bacterial growth had little effect on either 
measure. Freezing appeared to effect slight reduction in the bacterial con¬ 
tent of some samples, and to have little effect on pH or reducing sugar 
content of liquid from egg white, but caused an apparent reduction in 
the reducing sugar content of liquid from whole egg and an apparent 
increase in the reducing sugar content of liquid from yolks. 

Quality Changes During Storage 

Baking volume, foaming volume, pH, and fluorescence measurements on 
the whole egg liquid were of little value in differentiating between many of 
the stored samples and were of less value in differentiating between storage 
temperature and between method of packaging. Baking or foaming volume 
measurements were of value in demonstrating the effect of storage time. 

Volume measurements on sponge cakes made from the various types of 
liquid egg showed that musty eggs and incubator rejects were less suitable 
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than the other types of egg (Fig. 1). Liquid egg before freezing or frozen 
egg stored for three months gave larger cakes than egg just after freezing. 
At the six-month sampling, the baking volume was slightly less than that at 
the three-month sampling and at the twelve-month sampling it was markedly 






FROZEN STORAGE ,months 

Fig. 1 . Effect of freezing and frozen storage on baking volume (ml.), foaming volume 

(ml.), pH, and fluorescence of liquid from eggs of varying quality. O Grade A . • Grade C. 

□ Cracks. ■ Muslies. ® Incubator rejects . 

less. This reduction in the baking volume of egg when freshly frozen is 
known to occur in commercial practice and, in this state, the product is known 
as “green egg." Many concerns handling frozen egg prefer to let it age for a 
short period before releasing it. 

Foaming volume measurements also showed that musty eggs and incubator 
rejects were less likely to be satisfactory in baked goods (Fig. 1). After 12 
months' storage, egg held at 10° F. averaged 25 ml. less than the samples 
held at 0 or —10° F. Egg wrapped in Reynold’s Metal A-H) and stored at 
10 and 0° F. had foaming volumes 30 ml. greater than when wrapped in 
waxed paper (with or without added ice): at — 10° F. no difference w^as evident. 

Musty eggs were generally more acidic than incubator rejects, which in 
turn were more acidic than all other types of egg studied (Fig. 1). All types 
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of frozen egg, except that prepared from musty eggs, tended to become more 
alkaline as the storage time increased. Liquid from musty eggs increased in 
pH markedly during the freezing period and then decreased rapidly as storage 
progressed. Liquid from Grade A eggs suffered smaller pH increases when 
stored at -“10° F. than when stored at 0° and 10° F. (Table II). 


TABLE II 

SoMh EFFECTS OF TEMPERATURE ON THE QUALITY OF FROZEN EGG 


Criteria 

Typo of okrs 

Tempera¬ 
ture, °F. 

Storage time 

B.F.* 

A.F.* 

3 Mo*. 

6 Mos. 

12 Mos. 

pH 

Grade A 

10 

1 

f 

8.02 

8 03 

8.11 



0 

\ 7.72 

7 80 

8.08 

7 87 

8.08 



-10 

j 

1 

7.92 

7.90 

7.95 

Fluorescence* 

Incubator 

10 

) 

r 

83.0 


60.1 


rejects 

0 

V 73.5 

85 4 

88 0 

— 

76.1 



-10 

1 

l 

86.0 

— 

80.9 

1 

Musty 

10 


( 

64 0 

— 

75 9 



0 

92 8 

56 6 \ 

62,0 

— 

62.0 



-10 


1 

64 0 

~~ 

61.4 


. F. -Before freezin". A. F -- After freeziti 


The fluorescence of material from Grade A, Grade C, and cracked eggs was 
generally lower than that of musty eggs and incubator rejects and showed a 
general increase through freezing and frozen storage, with the fluorescence 
value of (hade A and cracked eggs somewhat higher than the values for 
Grade C eggs (Fig. 1). The high fluorescence values of liquid from Grade A 
and cracked eggs when compared to those of liquid from Grade (’eggs may 
reflect differences between measurements directly on the melange and measure¬ 
ments on the serum (10), or may be only a reflection of the limited number of 
samples of eggs used. In an earlier study, more comprehensive on this point, 
liquid from Grade ( eggs, on the average, resulted in powders with fluorescence 
values higher than those of liquid from Grades A and H eggs (8). 

Incubator rejects gave a product that increased in fluorescence during 
freezing and decreased in this attribute during frozen storage, while musty 
eggs gave a product that decreased in fluorescence during freezing and in¬ 
creased during frozen storage (Table II). The decreases for reject egg and 
the increases for musty egg were more rapid at + 10° F. than at 0° and 
*—10° F. While the fluorescence changes in the liquid from incubator rejects 
are at present unexplainable, the fluorescence and pH changes in musty egg 
may be related to commercial observations. If pails of liquid have a musty 
odour and are allowed to stand for about 24 hr. at 30° F., the musty odour 
will disappear. It is possible that the volatile products are acid in nature and 
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highly fluorescent. However, loss of these volatiles did not improve baking 
quality. An attempt is being made, in these laboratories, to isolate the 
possible acid, fluorescing volatiles. 

Measurements of the reducing sugar content appeared to be of greater value 
than the foregoing and are shown in more detail (Fig. 2). These measure- 



bf af 3 6 9 12 er AF 3 6 9 12 


FROZEN STORAGE, months 

Fig. 2. Effect of freezing and frozen storage on reducing sugar content (% X 1000) of 
liquid from eggs of varying quality. ■ Values before (B.F.) and after freezing (A.F.). 

A Storage at 10° F. □ Storage at 0° F. O Storage at — 10° F. 

ments showed greater loss in sugar content as the storage temperature 
increased; as shown by the points in the figure, however, only mean changes 
for the various types of egg are given by the curves. The apparent decrease 
in reducing sugar content after freezing, observed in the preliminary study, 
was again noted here. This was followed by an increase after three months’ 
storage but after six months’ storage reducing sugar again decreased. These 
changes corresponded in general with the changes in baking volume. 
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The reducing sugar content was greatest for liquid from Grade A eggs and 
decreased for liquid from the other types in the following order: Grade C, 
cracked, incubator reject, and musty eggs. The reducing sugar values reported 
here for fresh liquid egg are in general agreement with some values reported 
in the literature, but lower than others (15, pp. 230 and 249). Measurements 
of reducing sugar appear to be a good indication of egg quality and they can 
be readily performed in a plant laboratory or by local consulting laboratories. 

TABLE III 

Effect of packaging method on freezer burn in frozen egg stored 12 months 


Packaging method* 

Approximate depth of dehydrated sur¬ 
face, in., at various temperatures 


10° F. 

0° F. 

-10° F. 

All samples in Reynold’s Metal A-10 

0 

0 

0 

Liquid from Grade A eggs in wax paper plus ice 
chunks 

>i 

0 

0 

Liquid from Grade A eggs in wax paper only 


i 

i 


* All further enclosed in kraft carton. 

The effect of freezer burn on the frozen blocks is described in Table III. 
The greatest general protection was afforded by the Reynold’s Metal wrap. 
The addition of chunks of ice reduced freezer burn at storage temperatures of 
0° and -10° 1 ; . but appeared to accelerate freezer burn at + 10° F. The 
latter effect may be attributable to differences in specific heat of the ice and 
the liquid egg, resulting in transfer of moisture from the blocks of frozen egg 
to the ice as the temperature of the storage room and its contents varied 
around the controlled temperature, 10° (+ 2°, — -|°) F. 

Acknowledgments 

The authors wish to express their thanks to Miss H. Brown, Bacteriologist, 
Food Investigations; to Mr. II. Metcalfe, Biochemist, Food Investigations; 
and to Mr. J. R. Marier, Laboratory Assistant, for valuable technical assist¬ 
ance. 

References 

1. Bate-Smith, E. C. and Hawthorne, J. R. J. Soc. Chem. Ind. 64 : 297-302, 1945. 

2. Department of Agriculture, Canada. Regulations respecting the grading, packing 

and marking of eggs. Ottawa. 1940. 

3. Fryd, C. F. M. and Hanson, S. W. F. J. Soc. Chem. Ind. 63 :3-6. 1944. 

4. Hawk, P. B., Bergeim, O., Oser, B. L., and Cole, A. G. Practical physiological 

chemistry. 11th ed. P. Blakiston’s Son & Co., Inc., Philadelphia. 1937. 

5. Lepper, H. A., Bartram, M. T., and Hillig, F. J, Assoc. Official Agr. Chem. 27 : 204- 

223. 1944. 

6. Olcott, H. S., Dutton, H. J., and Edwards, B. G. Ind. Eng. Chem. 37 : 1119-1126, 

1945. 




444 


CANADIAN JOURNAL OF RESEARCH. VOL. 24 % SEC. F. 


7. Pearce, J. A. and Bryce, W. A. Proc. Inst. Food Tech. In press. 

8. Pearce, }. A., Reid, M., Metcalfe, B., and Tessier, H. Can. J. Research, F, 24 : 

215-223. 1946. 

9. Pearce, J. A. and Thistle, M. W. Can. J. Research, D, 20 : 276-282. 1942. 

10. Reid, M. Can. J. Research, F. 24 : 130-135. 1946. 

11. Reid, M. and Pearce, J. A. Can J. Research, F, 23 : 239-242. 1945. 

12. ScriNRiTER, R., Bari ram, M. T., and Lfppkr, H. A. J. Assoc. Official Ai;r. Chem. 26 : 

172-182. 1943. 

13. Stewart, G. F., Best, L. R., and Lowe, B. Proc. Inst. Food Tech. 77-89. 1943. 

14. Thistle, M. W., Pearce, J. A., and Gibbons, N. K. Can. J. Research, 1), 21 : 1-7. 1943. 

15. Win ton, A. L and Winton, K. B. The structure and composition of foods. Vol. III. 

John Wiley & Sons, Inc., New York. 1937. 

16. Woodcock, A. IL, Chapman, M. G., and Pearci , T. A. Can. J. Research, F, 23 : 109- 

116. 1945. 



A STUDY OF METHODS FOR ASSESSING RANCIDITY IN LARD 

By G. A. Grant and H. J. I.its 


Price 25 cents 


N.R.C. No. 1451 



Reprinted from Canadian Journal of Research , F t 24 : 450-460 . November , 1946 
Published by the National Research Council of Canada 


A STUDY OF METHODS FOR ASSESSING RANCIDITY IN LARD 1 

By G. A. Grant 2 and H. J. Lirs 3 * 

Abstract 

Lard from 26 sources was stored in glass jars at 26.7° C (80° F ) until 
definitely rancid. Spoilage was evaluated at two-week intervals by chemical 
tests and odour ratings. Correlation coefficients between odour scores and the 
logarithms of chemical test values were: iodometric peroxide, — 90; alpha- 
dicarbon>l test, — 85; Stamm test — 82; Kreis test — 81; ferrometric 
peroxide, — 80; fluorescence, 70; free fat t\ acids, — 10. Associat ion between 
chemical measurements was greatest between alpha-dicaibony] and iodometric 
peioxide values (r -- .97). As peroxides an* not thermostable, the measure¬ 
ment of the stable alpha-dicarbonvl compounds, although less pi ease, is con¬ 
sidered the best available chemical method lor assessing raneidilv. 


Introduction 

Recent increases in production and export of Canadian lard have focused 
attention on the perishability of the product. As part of a program to 
improve the stability and general quality of lard, a study was made of avail¬ 
able chemical methods for detecting rancidity. A number of these methods 
and their association with odour ratings are described in the present paper. 

Methods 

The exact measurement of rancidity development in fats by any one 
procedure is difficult. This is due to the diversity of the reactions producing 
rancidity, eg., atmospheric oxidation and the action of micro-organisms 
and enzymes. Taste and smell, among the least sensitive of the senses, 
have been widely used as criteria of rancidity but since odour and taste 
judgments are difficult to reproduce, it is desirable to employ chemical 
or physical measurements, which are reproducible and can be calibrated 
against the results of odour or taste panels. 

Considerable uncertainty exists concerning the relative merits of the 
chemical tests and only those showing promising results from preliminary 
trials were selected for the present study. These included determination of 
peroxide oxygen, Kreis, Stamm, alpha-dicarbonyl, and fluorescence values. 

Peroxide Oxygen Content 

Several methods have been proposed for determining peroxides in fats (1, 
5, 6, 11, 22). A modification (6) of an iodometric method (10) and a modifica¬ 
tion (11) of a ferrometric method (1) were selected. The iodometric is 

1 Manuscript received May 13, 1940. 

Contribution from the Division of Applied Biology , National Research Laboratories , 
Oftan'o, Canada. Issued as Paper No. 166 of the Canadian Committee on Food Preservation 
and as N.R.C. No. 1451. 

2 Laboratory Steward, Food 1 nvesligalions. 

3 Biochemist, Food Investigations. 

* This author's name appeared in earlier publications as A. Lips. 
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simpler than the ferrometric procedure but the latter has been reported to be 
more sensitive. 

A previous study on chicken fat indicated that peroxide oxygen content as 
determined by the iodomctric procedure was 20% less than the actual content 
(2) because iodine was absorbed by the unsaturated fatty acids. As lard has 
an appreciably lower iodine number than chicken fat, it was assumed that this 
correction was not necessary. Lea’s original practice (10) of reporting 
peroxide oxygen as millilitres of 0.002 N sodium thiosulphate is employed in 
this investigation for the iodomctric procedure. The peroxide content by 
the ferrometric method (11) is reported as milliequivalents of peroxide per 
kilogram of fat. 


Kreis Value 

Of the several modifications of the Kreis test (9) one (20) was selected because 
of its simplicity and because the colour was developed in a single phase system. 
The colour intensity has been found proportional to the concentration of fat 
(21), increasing with a decrease in fat concentration. For this investigation 
the same concentration of fat, 1 gin. in 10 ml., was adopted for all determina¬ 
tions, dilution, if necessarv, being made in the coloured solution. The Evelyn 
photoelectric colorimeter (3) was used for all colorimetric procedures. The 
colour intensitj of tlit' Kreis test w as determined using a No. 540 m/x Rubicon 
filter, and reported as extinction coefficients according to the equation 


K = 


2 - log G 


where G is the corrected galvanometer reading and C is the 


concentration of fat in grams per millilitre of final solution. Although this 
value has little physical significance it is suitable for purposes of comparison. 


Alpha-dicarbonyl and Stamm Values 

Many tests for rancidity depend on the presence of aldehydes and ketones 
in the oxidized fat. Of the many methods for the detection of akleh>des 
and ketones in rancid fat (4, 8, 12, 10, 17), two (12, 17) were chosen for further 
study. 

The Stamm method (17) used arbitrary standards to measure the colour 
developed, and was not sensitive to small changes in colour intensity. Use 
of a colorimeter was believed desirable to obtain accurate comparison between 
samples. The reagent was prepared by heating 0.5 gm. of .wliphenyl- 
carbazide in 100 ml. of tetrachloroethane until it dissolved, cooling rapidly, 
and filtering in a darkened room. It was then stored in a brown reagent 
bottle. Heating 1.0 gm. of fat with 10 ml. of reagent in a graduate for 3.0 
min. at 100° C., cooling rapidly, and reading immediately in the Evelyn 
colorimeter employing a 580 m/x filter w r as found to be satisfactory. The 
results are reported as extinction coefficients. 

The alpha-dicarbonyl method (12) was also modified for use with the 
Evelyn colorimeter. Preliminary test solutions containing 1.0 gm. of fat, 
1.0 ml. of 30% potassium hydroxide solution, and 9.0 ml. of ethanol heated 
for 20 min. at 60° C., demonstrated differences between fresh and rancid lard. 
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However, the solutions were not suitable for reading in the colorimeter, as 
they separated into two phases. Employing stronger potassium hydroxide 
solution or heating for one hour failed to produce a single phase system, but 
with the use of 30 ml. of alcohol the solutions remained clear and in a single 
phase. 

To investigate the effect of fat concentration on the extinction coefficient, 
0.5, 1.0, and 3.0 grn. of lard were heated with 3 0 ml..of potassium hydroxide 
solution and 32 ml. of purified ethanol. The solution containing 3.0 gm. of 
lard became cloudy and had to be filtered. The ethanol was freed of aldehydes 
and ketones by refluxing with calcium oxide, distilling, shaking with 2,4-dinitro- 
phenylhydrazine and redistilling. The results are given in Table I. The 
extinction coefficient decreased with an increase in fat concentration and 1.0 
gm. of fat showed the largest difference between fresh ancUrancid lard. 


TABLE I 

Till-. F111CCT OJ- 1- A T CONCT N IK AT I ON ON LXTINCTION 
C'tUvFriCIFNTS IN 1HK AI.PU \-DICARBONAL U-M 



Extinct ion 

coefficients 

Weight of 
sample. gin. 

Eredi 

Rancid f 

0 5 

.•i 2 

7 1 

1 0 

0 9 

5 4 

3 0 

0 9 

__! 

3 7 


* The peioxide oxygen tontcut of the ram id sample ions 
14 ml. of 0 002 N thiosulphate per gm. 


The effects of temperature and time of heating were also investigated. 
Solutions were heated for 30 min. at 00° C. and 100° C. and for 30, 60, and 90 
min. at 80° C. The results are shown in Tables II and III. Raising the 

TABLE II 

Till*. M-FFX'l OI IKMPkRAK-Rk AKIM* HLVHNG FOR 30 
MIN. ON I’llh ALPHA-DICARIJONYL KX UNCI ION 
COM- riCILNTS 


Temperature, °C. 

[Extinction 

coefficients 

Fresh 

Rancid 


60 

0 2 

9.4 

80 

0 7 

8 4 

too 

0 4 

9 1 


temperature from 60° to 100° C. had little effect on the extinction coefficient, 
but increasing the time of heating resulted in a higher value. This effect was 
more pronounced in fresh lard than in the rancid samples. 
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The procedure adopted was as follows. One gram of fat was weighed into 
a glass-stoppered graduate and 3 ml. of 50% potassium hydroxide solution 
and 30 ml. of purified ethanol were added. The solution was heated for 30 

TABLE III 

EH'FCI Oh 'll MI'. Ol< J1 LATINO AT 80' V. ON ALW1A- 
PICAKHOWT, EXJUNCTION COtH-ICII* NT*? 


Time, min. 

Extinction 

coefficients 

Fiesh 

Rancid 

30 

0 72 

8 4 

60 

1 70 

8 9 

90 

2 J2 

9 2 


min. at 80° C., then allowed to cool, made up to 35 ml. with alcohol, and 
read in an Ivvclyn colorimeter using a 420 m/x filter. The results were reported 
as extinction coefficients. 

Fluorescence 

Examinations of laid by ultra-violet light have been reported (13; 19, pp. 
00-91). A method (13) using the Coleman photoHuorometer standardized 
with quinine sulphate as previously described (14) was investigated. Fluor¬ 
escence values are reported as phototluorometric readings of the lard solution 
minus blank solvent readings. 

f rom previous work on butterfat (7) it was indicated that the type of 
solvent and concentration of fat might have a marked influence on the fluor¬ 
escence values. To study the effect of organic solvents on fluorescence of 
fresh and rancid lard, 1 0 grn. of lard was dissolved in 10 ml. of various 
solvents, slightly warmed, mixed thoroughly, and read on the photofluoro- 
meter. Petroleum ether, xylene, dioxane, benzene, and ethylene dichloride 
were studied, as the previous work had indicated a better differentiation 
between rancid and fresh fat with these solvents. The results are given in 
Table IV. The rancid lard gave lower fluorescence values with all solvents. 


TABLE IV 

The effect oi* okcvnic* solvints on tjif. fluorescence 

OF 1RFSH AND RANCH) LARD 


Solvent 

Fresh 

Rancid 

Petroleum ether 

14 0 

12 0 

Xylene 

19.5 

12 0 

Dioxane 

16 5 

8 7 

Benzene 

16.0 

8.0 

Ethylene dichloridc 

15.5 

11 5 
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Greater differences were observed with dioxane, benzene, and xylene than 
with petroleum ether or ethylene dichloride. Xylene was chosen for further 
study as it gave the lowest blank reading. 

To .study the effects of concentration, 1- to 5-gm. samples of fresh or rancid 
lard were dissolved in 10 ml. of xylene. The results are given in Table V. 

TABLE V 

ThR hUhCT OF CONCENTRATION ON THE l LCOKIiSChNCli 
OK 1 RKSH AND RANCID LARD 


Fluorescence value 


10 ml. of solvent 

Fresh 

Rancid 

1 

15 7 

8 7 

2 

! 27 5 

12 2 

A 

57 2 

15 0 

5 

Over 100 

i 

16 0 


An increase in fat concentration gave an increase in fluorescence values. 
This increase was of greater magnitude with fresh lard than with the rancid 
samples. As the fluorescence changes between tin* fresh and rancid lard were 
not similar with dilution, an empirical method was adopted to ensure com¬ 
parability. One gram of fat was weighed into a 10 ml. glass-stoppered 
graduate and 10 ml. of xylene added. The mixture was shaken until the fat 
was completely dissolved and then read in a Coleman photofluorometer. 

Odour Tests 

Rancidity in the lard was assessed by a 10 member panel and scored on 
the following basis: 10, excellent, odour fresh or absent; 8, good, no rancid 
odour; 6, fair, slight rancid odour; 4, poor, odour definitely rancid; 2, bad, 
odour very rancid; 0, unapproachable. Odours that could be classified as 
burnt, tanky, or otherwise objectionable, but not rancid, were given a rating 
of 7 on this scale. 

Materials and Procedure 

Samples of all types of lard manufactured in Canada were received from 26 
Canadian packing plants and stored in half-pint glass jars at 26.7° C. Ten 
samples were put into storage every two weeks and sampled at two-week 
intervals. This ensured differences in level of rancidity, and convenience in 
the number of samples coming out of storage at any one time. Samples for 
odour tests were removed and the remainder melted on a steam-bath and 
mixed thoroughly to provide material for the objective tests. If all the 
tests were not completed on the day of sampling the material was stored at 
— 40° C. 
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Results 

The association between objective tests and the odour test was assessed by 
computing simple correlation coefficients. For predicting odour scores from 
objective test values, the correlation coefficient must be highly significant and 
attain a value of .8 to .9. A small scatter around the regression line is also 
desirable and this was assessed by computing the error of estimate. The 
coefficients of correlation with their errors of estimate and prediction equations 
between odour score and the logarithms of the objective tests are given in 
Table VI. 

TAHI.K \I 

ThK COKKJ LATION COEM'ICIENTS, PREDICTION EQUATION^, AND ERROPs OI‘ KM [MATE 
BETWEEN ODOUR SCORE AND LOGARITHM** OK 1 HE OBJECT 1VE TEST DATA 


Quantities correlated with 

l )egrces ot 

Correlat ion 

Fi edit t ion j 

Frrors of 

odour score: 

fi eedom 

coefficients 

equations 

est linate 

Alpha-dicarl »on\ 1 

204 

- 85 

y 8 48 - 2 78* 

0 83 

Iodometric pci oxide oxygen 

160 

- 90 

v -- 7 ()3 — 1 81* 

0 70 

Ferrometric peroxide o\\ gen 

204 

- 80 

y — 8 30 - 1 52* 

0 94 

Kreis 

185 

- 81 

y ~ 10 0 — 2 73* 

0 54 

Stamm 

204 

- 82 

V: 

11 

—* 

~-4 

1 

t'J 

0 91 

Free tat t > at ids 

108 

- 10 


- - 

Fluorescence 

1 

161 

.79 

y - 5 53 F 6 63* 

0.96 


A decrease in odour score was associated with an increase* in all the objective 
values, except the fluorescence measurements, which gave a corresponding 
decrease. Of the objective tests correlated with rancidity as assessed by 
odour scores, the alpha-dicarbonyl values and peroxide oxygen determined by 
the iodometric procedure gave the highest associations. The Kreis, Stamm, 
ferrometric peroxide oxygen, and fluoiescence values were all about equally 
associated with odour score. The sensitivity of the tests as assessed by the 
regression coefficients showed the ferrometric peroxide oxygen to Ik* most 
sensitive. However, this test and the fluorescence measurement had the two 
laigest errors of estimate. The fluorescence v alues, although highly associated 
with odour score, had regression values too high to enable prediction of odour 
scores lower than vS.O (Mg. 6), the fluorescence values being almost nil at this 
point. This indicates that fluorescing substances were almost completely 
destroyed when the lard had just become rancid. The free fatty acid values 
were not significantly associated with odour scores. 

Further details of the association between objective tests and odour scores 
are shown in Figs. 1 to 6. The equations for the relations shown in the figures 
are given in Table VI. It is evident from Figs. 1 to 6 and Table VI that a 
slightly rancid lard (odour score of 6) corresponded to the following objective 
test values: alpha-dicarbonyl value, 7.8; iodometric peroxide oxygen, 7.8; 
ferrometric peroxide oxygen, 31 .6; Kreis value, 28.8; and Stamm value 6.8. 
The regression lines of the objective tests are shown in Fig. 6. The two 






O 1*7 32 5*6 10 17*7 31*6 56*2 100 177*8 316*2 5623 1000 



0 *25 *50 *75 1*0 1*25 1*50 1*75 2*0 2*25 2*50 2*75 3*0 


log. of peroxide oxygen value (iodo metric) 

Fig. 2. Relation between odour score and iodometric peroxide oxygen content on develop - 
ment of rancidity in lard stored at 80 0 F. 





ODOUR SCORE <V" ODOUR SCORE 


GRANT AND LIPS: RANCIDITY IN LARD 


457 


10 

9 

6 

7 

6 

5 

4 

3 

2 

I 

O 



LOG. OF PEROXIDE OXYGEN VALUE (FERROMETRIC) 


i Relation between odour score and ferrometric peroxide oxygen content on develop - 
ranudity in lard stored at SO T\ 
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Fig. 5. Relation between Stamm value and odour store on development of rancidity in lard 
stored at S0 U F. 
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LOG. OF CHEMICAL VALUE 

Fig. 6. Relation of regression lines of the objective tests and odour score in lard which 
developed rancidity on storage at SO 0 F. 
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peroxide methods gave the same slope. The Kreis and alpha-dicarbonyl 
measurements also showed equal slopes, but of greater magnitude than those 
of the peroxide values. 

Interrelation of Chemical Measurements 

The interrelation of the chemical measurements was assessed by computing 
simple correlation coefficients (Table VII). Of the methods investigated, the 

TAHLK VII 

Simple coefficients oi correlation between objective test* on lard 

THAT ATTAINED STATISTICAL SIGNIFICANCE 


Quantities correlated 

I >egrees of 
freedom 

Correlation 

coefficients 

Alplu-dienrl>on\ 1 value with* 



lodonutrie peroxide nwni'ii content 

204 

0 97** 

Kermnietric peroxide oween content 

204 

0 86** 

Stamm value 

201 

0 60** 

logarithm of alpha-dicarlionvl value with: 



Kl ei** \ alue 

198 

0 89** 

lodomet iic peroxide oween content with: 



Stamm \alue 

204 

0 62** 

F< rromef r ic peroxide owjrn content 1 

204 

0 84** 

Logarithm of lodometnr peroxide o\\ i*en with: 

I Oitanthm Kreis xalue 

108 

0 90** 

Fefioinetiic peioxide o\\ v»en content with. 

Stamm value j 

204 

0 60** 

i 

l.ouaiithni of ferrometric pei oxide ox\ gen with: 

i 

i 

Krciv \ alue 

204 j 

1 0 57** 

Stamm value v\ ith: 

, ' 


Kieis \alue 

20 i 

0.75** 


** Indicate\ 1% level of \tahstual significance. 


alpha-dicarbonyl value and peroxide oxygen content were most closely 
associated. The Kreis values showed a logarithmic association with alpha- 
dicarbonyl and peroxide oxygen content. The results suggest that formation 
of peroxides is more closely associated with alpha-dicarbonyl compounds, 
believed present in increasing quantities in rancid fat (16), than with epihydrin 
aldehyde, which may also be present (15), and which is supposedly responsible 
for the Kreis test. 

Discussion 

Although most of the results of the chemical methods were highly associated 
with those of organoleptic rancidity, the peroxide oxygen and alpha-dicarbonyl 
measurements appeared to have more advantages than the others. As perox¬ 
ides are not thermostable, the peroxide oxygen content is usually altered by 
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processing techniques such as deodorizing or bleaching^ Thus, substantial 
oxidation may have taken place, but the material may htive only a small 
peroxide value. The measurement of the stable alpha-dicarbonyl compounds 
although less precise is considered a better method for the assessment of 
rancidity. 

It is of interest to note the disappearance of fluorescent materials with the 
appearance of rancid odours at the end of the induction period. This indicates 
that fluorescence in lard may be linked with natural antioxidant substances, 
which are altered by oxidation. 
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DRIED MILK POWDER 

VI. THE EFFECT OF GAS- AND VACUUM-PACKING ON KEEPING QUALITY 

By Jessk A. Pearce 2 and W. A. Bryce 3 

Abstract 

Skim (1% fat) and whole {26, 28, and 30% fat) milk powders (2% moisture) 
from two plants were packed in air, carbon dioxide, nitrogen, 80% carbon 
dioxide and 20% nitrogen, 20% carbon dioxide and 80% nitrogen, and under 
vacuum, and stored for 12 months at 80° F. Quality was assessed by a tasting 
panel of 14 persons. Packing in an inert gas or under vacuum effected a general 
improvement in the quality of skim-milk powders. This was attributed to 
removal of volatile degradation products during the packing process and early 
storage. The storage life of whole milk pow'ders was increased from a maximum 
of three months when packed in air to nine months when packed in inert gases 
or vacuum 


Introduction 

Packing milk powders in nitrogen or carbon dioxide* or in mixtures of both 
has become common commercial practice, but the effectiveness of these gases 
for preserving milk powders has been the subject of some controversy. The 
use of nitrogen only was teported to have no beneficial effect (14), but other 
investigations indicated that it provided protection (15), particularly if the 
oxygen concentration of the headspace gas was maintained at a low level 
(5, 8). The use of carbon dioxide* has been variously reported as favourable 
(8, 15), without beneficial effect (14, 16), and harmful (7) to stored, dried, 
whole milk ()ther reports indicated t hat mixtures of these two gases provided 
protection to stored milk powders (3, 6) and that packing under vacuum or 
partial vacuum had a beneficial effect on stored milk powders (7, 14, 15). 

Studies on dehydrated egg-and-milk mixtures have shown that packing in 
carbon dioxide extends the storage life of this product (13). Carbon dioxide 
had a greater preservative effect on stored egg powder than nitrogen, which 
was in turn better than air (12). 

The above results show' that marked disagreements exist in the published 
investigations on the effect of gas-packing on the storage life of dried milk. 
It was, therefore, detuned advisable to compare the effect of packing in air, 
carbon dioxide, nitrogen, mixtures of carbon dioxide and nitrogen, and under 
vacuum, on milk powders of different fat levels from different sources. The 
present paper describes this investigation. 

1 Manuscript received June 8, 1946. 

Contribution from the Division of Applied Biology, National Research Laboratories, 
Ottawa. Issued as Paper No. 167 of the Canadian Committee on Food Preservation and as 
N.R.C. No. 1456. 

2 Biochemist, Food Investigations . 

3 Formerly, Biochemist , Food Investigations. Now Graduate Student, Dept . of Chemistry, 
McGill University, Montreal , P.Q. 
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Materials and Methods 

The materials used were those described in an earlier paper of this series (1) 
and consisted of powders of 1, 26, and 28% butterfat from one plant and 
powders of 1, 26, 28, and 30% butterfat from another. The powders were 
tempered to a moisture content of 2% by vacuum desiccation over phosphorus 
pentoxide and were packed in tinplate containers. 

Occluded air (oxygen) may effect the storage life of gas-packed milk powder 
(3, 6, 8, 9). Therefore, in the packing technique used, an attempt was made 
to reduce the occluded gas to a minimum and to have the same amount in 
each sample. Using a previously described apparatus (2), the chamber 
containing the tins was evacuated to 1 mm. pressure, flooded with gas of the 
desired composition, evacuated as before, flooded again, and sealed. In 
vacuum packing, the tins were held under 1 mm. pressure for 15 min. and 
sealed at this pressure. The gases used were nitrogen* carbon dioxide, 80% 
carbon dioxide and 20%) nitrogen, and 20% carbon dioxide and 80%, nitrogen. 
Although il is believed that carbon dioxide may not be an “inert” gas when 
used to protect stored fat (7), the gas and vacuum-packs will be grouped 
under the heading “inert packs.” 

The foregoing samples and control samples with air as the headspace gas 
were stored at 80° F. and examined by palatability assessment initially and 
after 1, 3, 6, 9, and 12 months. To assess palatability, the samples were 
reconstituted as previously described (10), and sampled by 14 tasters. Scoring 
was done on a scale of 10 (the equivalent of excellent, fresh whole or skim-milk) 
to 0 (repulsive). A score of 4 is considered the point at which milk is no 
longer suitable for use as a milk drink. The reliability of the scoring by the 
taste panel has been estimated and palatability assessment was found to be 
more suitable than any of the chemical tests of milk powder quality (10). 
The desirability of using organoleptic tests as well as chemical tests on stored 
milk powders has been observed by others (4). 

Results 

The scores for the skim-milk powders (1% butterfat) at the 1 to 12 month 
samplings and scores for the whole milk powders (26, 28, and 30%, butterfat) 
at the 1 to 9 month samplings were subjected to analysis of variance. The 
factors found to be significant are shown, in Fig. 1, by curves drawn through 
the mean palatability values for the various sampling times. 

As noted previously, these skim-milk powders improved in quality during 
the first month of storage (1). Contrary to these earlier results (1), skim-milk 
powders from the two sources, when stored in an atmosphere of air, did not 
differ significantly in quality, but after 12 months' storage in inert atmospheres 
or in vacuum the powder from Plant 2 was considered half a palatability unit 
better than powder from Plant 1. Although no one method of obtaining an 
inert pack was significantly better than any other, after 12 months' storage, 
skim-milk powders in inert packs were significantly better than the air-packed 
material (about one palatability unit). 



Pearce and brycb: dried milk Powder. Vi. 


44V 

The air-packed whole milk powders deteriorated in a manner similar to that 
previously described (1); powders of 26 and 28% fat from Plant 2 had the 
poorest keeping quality; powder of 30% fat was better; and powders of 26 
and 28% fat from Plant 1 had the best storage life. As observed in the 
previous study (1), there was no significant difference between powders of 
26 and 28% fat from either plant. 



TIME , MONTHS 

Fig. 1. The effect of gas- and vacuum-packing on skim and whole milk powders stored 
at 80 ° F. 

- O—.. . .- gas- or vacuum-packed material. 

-•- air-packed material. 
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The average loss in quality was the same in all whole milk powders packed 
in an inert atmosphere or under vacuum. No one method of obtaining an 
inert pack lengthened storage life significantly more than any other. How¬ 
ever, the use of inert packs extended the average life of whole milk powders, 
normally one to three months, to nine months. 

Discussion 

The consistently higher palatability scores for the skim-milk powders packed 
in inert atmospheres and under vacuum support a previous suggestion that 
degradation products, responsible for low quality, are dissipated during the 
first few weeks after repacking (11). Beneficial effects of inert packing were 
evident after one month, and this superiority was maintained throughout the 
storage period. It is possible that subjecting these powders to low pressures 
during repacking removed quantities of volatile degradation products in 
excess of those dissipated when repacking in air only. 

The variation in the rate of quality deterioration of the air-packed whole 
milk powders shows the effect on fat stability of processing practice in the 
different plants. Gas- or vacuum-packing reduced this difference in fat 
stability. While dissipation of degradation products may have been partly 
responsible for this improved storage life of gas- or vacuum-packed whole 
milk powders, the increasing differences in palatability, as storage progressed, 
supports previous evidence (5, 8) that reduction in the oxygen content of the 
gas surrounding the powder particles minimizes deterioration. 

Deteriorative changes in whole milk powders packed in inert atmospheres 
approached those of air-packed skim-milk powder. This and other factors 
(11) indicated that solids-not-fat also play an important role in the deterior¬ 
ation of whole milk powders. 

A wide variation was observed in the* scores applied to the powders packed 
in inert gases or under vacuum. This variation includes the effect of a 
number of factors: source of powder, fat level, method of obtaining an inert 
pack, variability in the milk powder samples, and variability of taster scores. 
These results may explain the observed differences in effectiveness of methods 
of gas-packing. Examination of the scatter shows that some samples in inert 
packs were judged to be of lower quality than air-packed samples, while 
others were considered to be about the same quality as the air-packed samples. 
Therefore, it is possible that samples in inert packs, when examined by one 
investigator, might appear no better than air-packed samples, while another 
examination would show inert packing to have a beneficial effect. The 
results presented here show that the average effect of inert packing is a 
prolongation of the storage life of dried milk powder. 
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DRIED WHOLE EGG POWDER 

XXII. SOME FACTORS AFFECTING THE PRODUCTION AND INITIAL 
QUALITY OF DRIED SUGAR-AND-EGG MIXTURES 1 

By Jesse A. Pearce 2 , J. Brooks 8 , and H. Tessier 4 


Abstract 

Sugar-egg powder was produced undci a variety of conditions in a laboratory 
spra\ drier and in two commercial driers. A product prepare*I at inlet tempera¬ 
tures below 270° F and outlet temperatures below 150° F. was the most suitable 
for baking purposes and was genetallv the best when assessed bv measurements 
of fluorescence, potassium chloride value, and pll. Powder ot particle si/e 
small enough to pass an 80 mesh screen (F S. Buioau ol Standards) appeared to 
have better baking properties than coarser material. Trials with nozzles of 
various sizes indicated that the best product was prepared using small nozzles. 
Sucrose s> rup or solid sucrose, with fresh or lro/en egg, all produced powders of 
similar initial <iuuht\. 

Introduction 

The addition of sucrose sugar to liquid egg before drying is known to provide 
protection during heat treatment (2) and storage of the dried product (1, 3). 
The product is much more suitable than plain egg powder for use in baked 
goods (2). However, no information was tuailahle about the best conditions 
for producing this material. Since il is expec ted that Canada will produce 
about 20] million pounds of dried sugar egg powder during 1946, it was 
believed desirable 1 to examine certain factors in the processing procedure that 
may affect the quality. 


Materials and Methods 

The liquid from fresh, (hade A, she'll eggs, except as noted in Fig. 1, was 
used in operations on the laboratory rone-type drier (11), while liquid from 
frozen egg was used for all work on two commercial cone-type driers, except 
as noted in Table II. 

Rate of production at specific drying conditions for some of the work done 
in the commercial plants is given in Table I. The effect of air temperature 
and nozzle diameter on the rate of powder production can be estimated from 
Table I and the data in the other tables and Fig. 1. 

The quality of the powder was determined by measurement of the moisture 
content (9), fluorescence value (vS), potassium chloride value (9), pH (4), 
baking volume (6), foaming volume (6), and foam stability. In addition, 

1 Manuscript received April 26, 1946. 

Contribution from the Division of Applied Biology, National Research Laboratories , 
Ottawa. Issued as Paper No. 168 of the Canadian Committee on Food Preservation and as 
N.R.C. No. 1454. 

2 Biochemist , Food Investigations. 

* Low Temperature Research Station , Cambridge , England, Seconded lo the British 
Ministry of Food. 

4 Laboratory Steward, Food Investigations. 
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TABLE I 

Drying conditions and rath of sugar-kgg production for some of the 

WORK DONE IN THE COMMERCIAL PLANTS 


Plant 

Inlot 

tempera! ure, 
°F. 

Outlet 

temperature, 

° K. 

Nozzle 

diameter, 

in. 

Pump 

pressure, 

p.s.i. 

Production, 
lb./hr. 

1 

285 

155 

0 0635 

4300 

700 

2* 

240 

155 

0 0700 

4400 

700 


* Uses preheater on egg just before tt goes to spray nozzle in drier. 


some samples were subjected to a sieve analysis to obtain fractions of different 
particle sizes. The procedures for determining baking volume and foaming 
volume were unsatisfactory and were modified as noted below. 

To prepare sponge cakes for the determination of baking volume, all the 
materials used were brought to a temperature of 80° F. and all mixing was 
done in a room at 80° F. and 05% relative humidity. The procedure was as 
follows. 

Sugar egg powder (9 gm.) was mixed, by hand, with 17 gm. of commercial, 
powdered sugar (sucrose) in the small bowl of a Mixmaster. A portion of a 
measured volume of 19 ml. of tap water was added and mixed into a paste 
with the sugar and powder. The remainder of the water was added and 
mixed with the paste until a homogeneous liquid was obtained. The beaters 
of the Mixmaster were then lowered into the bowl so they just touched the 
bottom and were allowed to whip the mixture for 10 min. while operating at 
No. 10 speed. After five minutes’ beating, the bowl was turned by hand 
through 90°, but no other motion of the bowl was permitted. Small portions 
of a 20 gm. quantity of a standardized super-cake flour were sprinkled over 
the surface and each portion was carefully mixed in with a rubber spatula in 
such a manner that the foam was disturbed as little as possible. The batter 
w r as then carefully scraped from the beaters and bowl and transferred to an 
ungreased pan, which was immediately inserted into an oven (400° F.) and 
baked for 15 min. After baking, the sponge and pan were inverted and 
allowed to stand in the conditioned room overnight The next day, the vol¬ 
ume of the cake was measured. The standard deviation of this volume-meas¬ 
uring technique was 2 4 ml. 

It w'as observed that two different technicians produced cakes with an 
average difference in volume of 12 ml., therefore, most of the baking was 
done by one person only. For this person, three cakes were necessary to 
show a significant difference of 10 ml. in the baking volume of the powders. 
Therefore, all values show r n are the average of volume measurements on three 
cakes. No significant day-to-day differences in cake volume were observed. 

To determine foaming volume the requirements for conditioning and 
mixing the materials were the same as for the baking test. Otherwise, the 
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quantities of material and the procedure described elsewhere were used (2). 
Foam stability was evaluated by inverting the graduate cylinder, in which 
foaming volume was measured. The time required for the foam to begin 
dripping from the cylinder was determined. 

LABORATORY DRIER 


INLET TEMP. CIT1- 

OUTLET TEMP COT)* DILUTION & 

r IXED VALUE CFV) FIXED O T., 140* F FIXED I T , 250*F MATERIAL CD&M) 



COMMERCIAL DRIERS 


NOZZLE 

IT -O T - F.V.= 100* F F 01 , i 50*F. F I.T , 2ftS*F DIAMETER CN.D) 



Fig. 1. The effect of drying conditions on the moisture content and rate of production 
(shown as pump pressures in commercial driers) of sugar-egg powder. 

Laboratory drier: O, powder from fresh shell eggs (S); #, powder from frozen liquid 
eggs (F). 

Commercial drier: Q, operations at Plant 1; •, operations at Plant 2. 
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Particle size separations were done using screens of 16, 35, 65, 100, 200, 
and 325 mesh (U.S. Bureau of Standards). Previous examination indicated 
that one hour on a Ro-tap shaker was the most desirable sieving time, and 
this sieving period was used throughout. However, it has since become 
apparent that even this time did not provide complete separation of particles 
of different size (8). 

Results 

Laboratory Drier 

The use of low drying temperatures reduced the rate of production and 
resulted in increased moisture content in the powder (Fig. 1); this corro¬ 
borated the results of a previous study on plain egg powder (10). However, 
powder produced at an inlet temperature of 280° F. and an outlet temperature 
of 140° F. had an unexpectedly high moisture content. This may be attribut¬ 
able to the low volume of air passing through this drier and the high liquid 
flow rates necessary to maintain the low outlet temt>erature. Under these 
conditions, adequate removal of the water vapour was not possible. 

As with plain egg powder (10), the present work showed that the best 
product, as assessed by all quality measures, was produced at the lowest 
temperatures (Fig. 2). One anomalous result was noted in the studies using 
fixed outlet temperatures. Materials produced at an outlet temperature of 
150° F. had lower fluorescence values than material produced at 140° or 
160° F. These products also had higher foaming volumes than material 
produced at 140° F. In general, the results indicated that, for this drier, 
good quality sugar-egg powder could be produced at an inlet temperature of 
270° F. and that outlet temperatures of about 140° to 150° F. were satis¬ 
factory. 

For a fixed pump rate a smaller amount of powder was produced from 
frozen melange than from fresh liquid egg (Fig. 1). This was attributable to 
the greater viscosity characteristic of stored, frozen, liquid egg. (It is possible 
that this high viscosity might be reduced by the addition of sugar to the 
liquid egg before freezing.) The moisture content was lower owing to the 
higher outlet temperatures associated with the lower throughput. However, 
by appropriate dilution, it was possible to prepare material from frozen 
melange that was similar in quality to that prepared from fresh eggs. As 
might be expected, at a fixed pump rate, dilution reduced the outlet tempera¬ 
ture, with a corresponding increase in powder quality and moisture content. 

Several additional factors were examined using the laboratory drier (Table 
II). These results showed that no significant difference resulted from the 
use of solid sugar or sucrose syrup, or from the sugars currently available in 
Canada and likely to be used by the various producers. Rapid beating of 
the sugar and liquid egg before drying increased the fluorescence value and 
decreased the potassium chloride value although it had no significant effect 
on baking quality. 
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Fi<;. 2. The effect of drying conditions on the quality of sugar egg powder prodiued on 
laboratory drier {for abbreviations , see Fig. 1): O, powder from fresh shell eggs (S); #, 
powder from frozen liquid eggs (F). The average baking volume for sponges prepared from 
shell eggs was 286 ml. 
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TABLE II 

Effect of miscellaneous items on powder production and powder 

QUALITY—LABORATORY DRIER 






Powder 
pro¬ 
duction, 
gm /nun 

Powder quality 

Item 

Number 

of 

trials 

Inlet 
temp , 
° F. 

Outlet 

temp., 

°F. 

Mois¬ 

ture, 

% 

Baking 
volume, 
ml. j 

Foaming 

volume, 

ml. 

F oam 
stabil¬ 
ity 

mm. 

Fluor¬ 

escence 

value 

Potas¬ 

sium 

chloride 

value 

pH 


Sugar vs. syrup (about 55% sucrose) 


Set 1 












Sugar 

0 

250 

150 

18 8 

2 8 

- 

662 

— 

22 1 

76 7 

8 6 

Syrup 

V 

250 

150 

14 2 

4 0 

__ 

682 

— 

21 1 

78 6 

8 6 

Set 2 












Sugar 

? 

225 

160 


— 

27? 

— 

- 

34 8 

78 8 

8 7 

Syrup 

3 

225 

160 



265 



34 6 

77.1 

8 5 


Effect of sugar from different areas 


Alta (beet) 

, 

250 

140 



284 

670 

! 

2 5 | 

17 7 

81 2 

8 8 

Man (beet) 

3 

250 

110 


- 

286 

687 

2 5 

18 3 

83 5 

8 8 

Out. (vane) 

3 

250 

140 

■ ~ 

— 

286 

710 

4 0 

18 2 

81 t 

8 8 


Effect of rate of stirring egg and sugar before drying 


Fast 











(causes foaming) 

•> 

250 

140 

25 8 

2 78 

280 

633 

1 5 

26 1 

84 8 

Slow 










i 

(no loarnmg) 

2 

250 

140 

25 8 

3 05 

276 

656 

1 0 

: 2i 8 

88 0 


Commercial Driers 

For the commercial driers, as for the laboratory drier, it was apparent that 
reduction in the inlet temperature, with a fixed outlet temperature, decreased 
production (estimated from pump pressure changes noted in Fig. 1) and 
resulted in a product with increased moisture content. Reducing the 
diameter of the spray nozzle lowered the moisture content, but did not affect 
production if the pump pressure was increased. 

By all quality criteria, except foam stability and pH, the best product was 
produced at the lowest drying temperatures (Fig. 3). The foam stability 
measurement gave irregular results but this measurement was believed to be 
of less importance than baking volume. No explanation can be offered for the 
exceptionally high pH values observed for material produced at inlet tempera¬ 
tures higher than 285° F. for Plant 1 and 280° F. for Plant 2. In general, 
inlet temperatures of 270° F. and lower were most satisfactory. For Plant 1, 
an outlet temperature of 150° F. or lower was most desirable. Because of 
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IT.-OT =TV F.OT FIT. N.O. 



Fig. 3. The effect of drying conditions on the quality of sugar-egg powder produced on 
commercial driers (for abbreviations , see Fig. 1): O, operations at Plant 1; #, operations at 
Plant 2; dotted hues, trials at Plant 2 , points omitted to avoid confusion. All studies shown 
in the first three columns done at nozzle diameters of 0.064 in. and 0.070 in Plants 1 and 2, 
respectively. The average baking volume for sponges prepared from shell eggs was 286 ml. 
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the limited range studied it was difficult to evaluate the most desirable outlet 
temperatures for Plant 2, but, again, the indications were that the lowest 
temperatures were the most desirable. 

The size of the spray nozzle used was important. Results from both plants 
showed that the smaller the nozzle diameter the better the baking quality 
of the product and the lower the moisture content of the powder, but the 
fluorescence values were slightly increased. Nevertheless, the powders 
produced would meet the requirements of the tentative specification for Grade 
A sugar-egg powder (7). Further trials in Plant 2, using a multiple nozzle 
(three openings, 0.055 in.), gave products w r ith baking volumes of 289 and 
291 ml. 

Baking tests were also done on fractions sieved from the various powders 
(Table III). These results supported the foregoing evidence and indicated 
that, for best baking quality, the powder should be fine enough to pass an 
80 mesh screen. 

TABLE III 

Tub rmcr ok parhcll m/f. on rite making quality of sugar-fgg powder 


Baking 

Baking volume* (ml.) of sieved portions falling between the following 

volume of 


sieve s 

izes (L.S. Bureau of Standards): 


whole sample, 













ml. 

16-35 

35-65 

65-80 | 

80-100 

100-200 ] 

200-325 

283 



262 

273 

279 


282 

— 

- . 

— 

— 

276 

279 

269 

— - 

274 

282 


272 

— 

266 

— 

267 

— 

264 

272 

— 

266 

— 

275 

265 

— 

257 

— 

265 


259 

254 

— 

265 

- . 

265 

— - 

228 

250 

— 

252 

254 

264 

— 

268 

272 

— 

271 

— 

250 

.... 

268 

261 

275 

269 

— 

259 

248 

254 

256 

— 

257 

— 

Average 

248 

262 

263 

271 

263 

266 


Several additional factors were examined (Table IV). The increased 
temperature difference necessary when producing powder in wet weather 
caused a slight increase in fluorescence value and a slight decrease in potassium 
chloride and foaming volume values. The temperature of the powder at the 
time of packing had no significant effect on the baking quality of the product. 
Differences in powders produced from diluted liquid egg (fresh, shell), mixtures 
of frozen and shell egg liquids, and frozen egg were not significant. Powders 
of similar quality were produced by the addition of sugar in either solid or 
liquid form. 

Discussion 

The results obtained using either the laboratory or commercial driers 
showed that sugar-egg powder with excellent baking properties can be 
produced at inlet temperatures of 270° F. or lower and at outlet temperatures 
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TABLE IV 

Effect of miscellaneous items on powder production and powder 

QUALITY—COMMERCIAL DRIERS 


Item 

Number 

of 

trials 

' 

Inlet 
temp., 
° F. 

; 

Outlet 
temp., 
° F. 

Powder 

pro¬ 

duction, 

Kin./min 

Powder quality 

Mois¬ 

ture, 

% 

! 

Bakins 

volume, 

ml 

Foaming^ 

volume, 

ml. 

Foam 

stabil¬ 

ity, 

min. 

Fluor¬ 

escence 

value 

Potas¬ 

sium 

chloride 

value 

pH 

Dry weather 

Wet weather 

9 

8 

285 

290 

255 

250 

! 5244 

3098 

3 92 

4 07 

20 2 
260 

632 

593 

2 2 

1.2 

22 7 

24 1 

86.2 
84 3 

8 6 
8 6 


Powder packaged at average temperature of 78° F. 


Plant 1 

2 

289 

152 

1170 

4 05 

! 254 

610 

1 4 

21 7 

83 6 

8 7 

Plant 2 

1 

255 

102 

6000 

4 12 

267 

695 

3 0 

21 6 

84 l 

8 4 

Average 





4 07 

258 

638 

i 

1 9 

21 7 

83 8 

8 6 


Powder packaged at average temperature of 106 ° F. 


Plant 1 

2 

288 

151 

2400 

5 

23 

256 

564 

1 0 

21 

5 

82 5 

8 7 

Plant 2 

1 

255 

16 > 

OtHK) 

4 

33 

270 

685 

3 5 

22 

9 

84 8 

8 2 

Average 





4 

93 

261 

601 

1 8 

24 

0 

83 3 

8 5 


Frozen vs. fresh shell liquid, and dilution 


Shell (undiluted) 

3 

285 

152 

3300 

.3 22 

260 

627 

2 0 

21 4 

86 8 

8 6 

Shell plus 7 ( / 0 water 

1 part -hell and 3 

l 

285 

154 

3300 

<* 

3 81 

260 

617 

2 5 

25 8 

87 2 

8 6 

parts frozen 
Frozen plus 7% 

1 

285 

153 

30(H) 

4 01 

264 

628 

1 5 

25 5 

86 2 

8 4 

water 

4 

285 

154 

3680 

3 86 

266 

616 

2 0 

23 0 

86 8 

8 6 


Sugar vs. syrup (about 55% sucrose) 


Plant 1 

Sugar 

3 

285 

154 

3350 

4 02 

265 

640 

2 3 

| 

20 2 

86 8 

8 6 

Syrup 

3 

285 

155 

3300 

3 76 

2.57 

611 

2.2 

22 7 

86 0 

8.6 

Plant 2 












Sugar 

1 

257 

155 

6000 

4 94 

266 

685 

1 8 

21 9 

85 2 

8 6 

Syrup 

1 

255 

160 

5300 

2 52 

283 

688 

3 4 

2.5 0 

83 8 

8.6 

; 


of 150° F. or lower. These conditions permitted fairly rapid production and, 
when small nozzles were used, produced powder with less than 3.0% moisture 
(2). It is also of interest to note that in the commercial trials the plant using 
a preheater for the liquid egg produced powder with better baking quality. 
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The present results showed that no improvement in initial baking quality 
resulted from cooling the product before packaging. Heat treatment studies 
have shown that rapid cooling of the product on removal from the drier is an 
essential (2). 

Although the average value obtained for the baking volume of cakes from 
shell eggs of varying quality was 286 ml. (range 266 to 305 ml.), powder 
prepared on the laboratory drier produced cakes with baking volumes as 
high as 300 ml. This was attributed in part to the use of fresh shell eggs in 
this drier, but the major factor believed responsible was the use of an extremely 
small nozzle (0 025 in.). 

While this study showed little difference in the initial quality of products 
prepared using solid sugar or sucrose syrup and using fresh eggs and frozen 
melange, it has been observed elsewhere that the use of syrup and the use of 
frozen melange resulted in products that were less stable when stored (2). 
In addition, the use of s\rup necessitates the removal of a greater quantity 
of water, thereby increasing the cost of production. 
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DRIED WHOLE EGG POWDER 

XXIII. THE EFFECT OF MOISTURE CONTENT AND METHOD OF PACKING 

ON THE STORAGE LIFE OF DRIED SUGAR-EGG MIXTURES 1 

By R. L. Hay 2 and Jesse A. Pearce 2 

Abstract 

Dried sugar-egg powders, obtained from a commercial Canadian source, were 
adjusted to 1.4, 2.8, and 3 2% moisture and stored at 40°, 80°, and 120° F. 
from 1 to 52 weeks. Quahtv of the powder was assessed bv measurement of 
fluorescence, potassium chloride value, pH, and foaming volume. The rate of 
deterioration increased with an increase m moisture content at 80° and 120° F. 

The effect of moisture content on fluorescence and potassium chloride values was 
negligible at 40° l'\, but high moisture in powders stored at this temperature 
accelerated the development of acidity and the loss in baking quality as assessed 
by foaming volume. 

Packing in carbon dioxide, nitrogen, and in vacuo had a slight beneficial effect 
on dried sugar egg powder. 

Introduction 

Lowering the moisture and volatile content of plain egg powder to 2% has 
been found to exert a definite beneficial effect on storage life (10). Moisture 
levels of less than 1% improved the keeping; qualities of dried albumen and 
whole egg but not of dried yolk (7). In a recent investigation, sugar-egg 
powder tempered to a 1.4% moisture level was considerably better than a 
similar powder with a 2.8% moisture content, when held at elevated tempera¬ 
tures (1). Packing in carbon dioxide had a definite preservative action on 
stored plain egg powder but packing in nitrogen and under vacuum had no 
beneficial effect (9, 11). 

The present paper deals with the effects of low moisture content and of 
packing with carbon dioxide, nitrogen, and iri vacuo (inert packs) on the 
keeping quality of sugar-egg powder stored for one year. 

Materials and Methods 

The sugar-egg powder (33% sugar, dry basis) used in this investigation 
was similar to that described in an earlier paper (1) and was adjusted to 
moisture levels of 1.4, 2.8, and 3.2%. Samples at all moisture levels were 
sealed in an atmosphere of air: samples at 2.8% moisture were also sealed 
in carbon dioxide, nitrogen, and under vacuum. All were examined after 
storage for one, two, and four weeks at 120° F.; after 1, 2, 4, 8, 16, and 32 
weeks at 80° F.; and after 16, 32, and 52 weeks at 40° F. The quality of the 
egg powder was assessed by measurement of fluorescence (4), potassium 
chloride value (8), pH (8), and foaming volume (1, 5). 

1 Manuscript received May 6 , 1946. 

Contribution from the Division of Applied Biology , National Research Laboratories , 
Ottawa. Issued as Paper No. 169 of the Canadian Committee on Food Preservation and as 
N.R.C No. 1455 

1 Biochemist , Food Investigations. 
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During this investigation, it was observed that the foaming volume test 
was not entirely satisfactory and, as a result, a baking test has been sub¬ 
stituted in other work in these laboratories (2). While foaming volume has 
proved inferior to the baking test, the former can be utilized to evaulate the 
baking quality of sugar-egg powder, when comparing powders from the same 
source. 

Results 

The results are presented in Figs. 1 to 4. It should be noted that the time 
intervals are shown as a geometrical progression, to permit graphical com¬ 
parison of changes at high and low storage temperatures. 


MOISTURE EFFECTS PACKING EFFECTS 



TIME IN WEEKS 


Fig. \, Effect of moisture contents of 1.4 to 3.2% and method of packing on the fluor¬ 
escence values of dried sugar-egg powders . 

The Effect of Moisture Content 

An increase in moisture content in the powder resulted in accelerated 
fluorescence development at 80° and 120° F. but had no measurable effect on 
the fluorescence of powders stored at 40° F. (Fig. 1). At 40° F. fluorescence 
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changes in the powders at all three moisture levels were negligible during the 
first 16 weeks, but fluorescence increased considerably and at equal rates for 
all moisture levels during the subsequent portion of the storage period. At 
80° F. the fluorescence values of all powders increased slowly and at equal 
rates during the first four weeks, but subsequent changes in the 2.8 aqd 3.2% 
powders were much more rapid than in the 1.4% egg powder. At this 
temperature, reducing the moisture content from 2.8 to 1.4% appeared to 



I 2 4 8 16 32 52 



I 2 4 8 16 32 52 


I20T 


eoT 


40T 


TIME IN WEEKS 


Fig. 2. Effect of moisture undents of 1 4 to 3 2% and method of packing on the potassium 
chloride values of dried .sugar- egg powders. 


increase the storage life of sugar-egg powder by about 12 weeks. The 
difference in behaviour between the several moisture*levels was most marked 
at 120° F., the 1.4% powder remaining at the lowest fluorescence level during 
the entire storage period. 

The behaviour of the potassium chloride values in this study (Fig. 2) agreed 
with and supported the results noted above for the fluorescence test. Lower¬ 
ing the moisture content from 3.2 to 1.4% did not appear to prolong the 
storage life of sugar-egg powder when stored at 40° F. for one year. However, 
at both 80° and 120° F. the beneficial effects of reduction in moisture content 
from 3.2 to 1.4% were quite marked. At 80° F. loss in quality of the 1.4% 
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powder was comparatively small. The 3.2% samples deteriorated at approxi¬ 
mately the same rate as those containing; 2.8% moisture during the first four 
weeks of storage at 80° F., but showed a more rapid loss in solubility during 
the remaining portion of the storage period. Changes in potassium chloride 
value were rapid in all powders stored at 120° F., the most marked occurring 
in the 2.8 and 3.2% powders during the first week. 



I20T 


eo *r 


40T 


Fig. Effect of moisture contents of I 4 to 3.2% ami method of packing on the pH values 
of dried uigar-egg 'powders 


The pH measurements (Fig. 3) gave further evidence that very low moisture 
contents are advantageous. At all temperatures studied, powders containing 
1.4% moisture maintained a higher pH level than either the 2.8 or 3.2% 
powders. There was little difference between the 2.8 and 3.2% powders at 
the higher temperatures, but, unlike the other tests, this test showed that 
reduced moisture content prolonged storage life at 40° F. 

Notwithstanding the irregularities shown in Fig. 4, the foaming volume 
measurements supported the desirability of maintaining a low moisture 
content in stored sugar-egg powders. During a previous study (1), it Avas 
noted that sugar-egg powder with a high moisture content had a higher foam¬ 
ing volume after short storage periods than low moisture powder. HoweA'er, 
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after the powders had been stored for some time the foaming volume of the 
high moisture powder decreased below that of the low moisture powder. In 
the present study (Fig. 4) a similar effect was evident during storage at 40° F. 

Effect of Methods of Packing 

Of the powders stored at 40° F. for 52 weeks there was no evidence by any 
test to show that gas-packing had a preservative effect on the quality of 




I 2 4 8 16 32 52 


2 4 8 16 32 52 


I20T 


80T 


40* r 


TIME IN WEEKS 

Fic». 4. Effect of moisture contents of I 4 to 3 2% and method of packing on the foaming 
volumes of dried sngar-egg powders. 


sugar-egg. At 80° F. the fluorescence test (Fig. 1) and the foaming volume 
test (Fig. 4) showed that the inert packs exerted some protective action during 
storage. However, pH (Fig. 3) and potassium chloride values (Fig. 2) were 
not affected by inert packing. Only pH and foaming volume measurements 
showed a beneficial effect from the use of inert packs on powders stored at 
120° F. Although inert packs appeared to retard quality deterioration 
slightly, there was no evidence to show that any one was more effective than 
the other two. The limited protection provided by this treatment does not 
seem to warrant its use in current commercial practice. 




HAY AND PEARCE: DRIED WHOLE EGG POWDER. XXUI. 


435 





Fig. 5. Effect of moisture contents of 1.4 to 3.2% on tke time required for su^ar-egg 
powder to change from A to B quality. Values plotted at 40°, 80°, and 120 9 F. were calculated 
from data in Figs. 1, 2 , and 3; those at 60 ° F. were from the present study hut not shown other¬ 
wise; those at 100° F. from a previous study (1). 
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Discussion 

The importance of moisture content in these powders can be assessed by 
considering the length of time required for them to change from A quality to 
B quality (shown by dotted lines in Figs. 1, 2 and 3 and summarized in Fig. 5) 
according to the tentative specifications for sugar-egg powder produced in 
Canada (6). Reducing the moisture content from 2.8 to 1.4% appeared to 
have little effect on the fluorescence and potassium chloride values of powder 
stored at 40° F.; perhaps, at this temperature, the protective effect of added 
sugar (1) was sufficient to mask any advantage gained from a very low mois¬ 
ture content. However, the pH changes indicated that the life of Grade A 
egg powder stored at 40° F. might be prolonged for more than one year when 
the moisture was reduced from 2.8 to 1.4%. Unless sugar-egg powder can 
be kept at temperatures of about 40° F. it vseems advisable from these results 
to prepare powders with moisture contents below 2.8%, which are believed 
to be commercially feasible (2). 

A previous investigation with plain egg powder showed that only carbon 
dioxide had a beneficial effect (11). The presence of added sugar in the egg 
powder used in this study apparently retards the reaction that contributes 
most to egg powder deterioration (probably a sugar-protein reaction (3) ) 
and permits oxidation reactions to become more important. Hence any 
protective effect was common to all methods of obtaining an inert pack. 
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A FLUORESCENCE METHOD FOR ASSESSING THE KEEPING 
QUALITY OF BUTTER 1 

By G. A. Grant 2 and W. Harold White 3 

Abstract 

The fluorescence values of serum from salted butter were affected by separation 
temperature, dilution, nature and pH of the diluent, and the stability of the 
diluted serum. A satisfactory procedure was as follows. The serum was 
separated by placing 125 gin. of butter in centrifuge bottles arid heating to 45° C. 
in a boiling water-bath, centrifuging at 1700 r.p.m., and siphoning off the fat. 

Two millilitres of the serum was diluted to 50 ml. with 10% sodium acetate, the 
pH adjusted to 5-6 and the fluorescence determined immediateh in a Coleman 
pholofluorometer using a filter that transmitted light in the region of 565 m/z. 

This procedure gave fluorescence values that were correlated with flavour score 
(r « — .84) on salted butter stored at 32 2° C. (90° F.). 

Introduction 

Numerous objective methods for assessing the quality of butter have been 
investigated without marked success. These include measurements of the 
aldehyde (9), peroxide (7), and free fatty acid (2) contents of the fat; and 
titratable acidity, hydrogen ion concentration, and amino nitrogen content 
of the serum (2). The measurement of fluorescence has been applied to a 
variety of foodstuffs (3, 4, 5) to assess the changes induced by storage. Con¬ 
comitant organoleptic assessment of the products has shown marked relation 
between flavour deterioration and fluorescence values for some materials, e.g., 
powdered eggs, while for others the objective test is not at all indicative of 
flavour status. This is to be expected since, for the materials studied, fluor¬ 
escence is an attribute of the salt extract of the defatted material and as such 
primarily reflects changes in the non-fat components. Increasing the moisture 
content of egg powder and ration biscuits (8, 3) brought about an increase in 
fluorescent material, and in the latter suppressed oxidative changes in the 
fat. These observations suggested that the serum separated from butter 
would contain fluorescing substances in amounts that increase as the butter 
deteriorates. This paper describes the factors affecting the measurement of 
fluorescence in fresh and spoiled salted butter, and demonstrates the changes 
in fluorescence value under accelerated storage conditions. 

Procedure 

Preliminary Trials 

After several trials it was observed that serum and butter fat could be 
separated satisfactorily by heating 125 gm. of butter at 60° C. for five minutes 

1 Manuscript received Marth IS, 1946. 
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and centrifuging for 10 min. at 1700 r.p.m. The fat was removed by siphon¬ 
ing and the dearest portion of serum pipetted into an Erlenmyer flask. 

One millilitre of serum was diluted to 20 ml. with one of the solutions to be 
described, thoroughly mixed, and passed through No. 1 Whatman filterpaper. 
The fluorescence of a 15 ml. portion of the filtrate.was determined by means 
of a Coleman photofluorometer with standard ‘Vitamin Bi* filters transmitting 
active light of wave-length 365 mjjL. The photofluorometer was standardized 
by adjusting the instrument to give a scale reading of 50 for a solution con¬ 
taining 0.20 7 of quinine sulphate per ml. (5). 

Effect of Diluents 

During preliminary trials it was observed that when sera from fresh and 
spoiled samples of salted butter were diluted with 10 % potassium chloride 
solution their fluorescence values differed by 38 photofluorometer units. These 
sera were turbid, presumably owing to dispersion of fat particles. It was 
believed that fat solvents mixed with other diluents for the serum might elim¬ 
inate this difficulty. However, mixtures of dioxane, acetone, and chloroform 
with various salt solutions proved unsatisfactory. A number of diluents when 
used by themselves showed promise and merited further investigation. 

An aqueous solution of sodiumr acetate was found to be the most satisfactory 
solvent because it gave the greatest difference in fluorescence readings between 
fresh and spoiled butter (viz., 45.0 and 65.6, respectively) and the solution 
was only slightly turbid. The sodium chloride, ammonium chloride, and ethyl 
alcohol solutions gave satisfactory differences but were too turbid. Sodium 
acetate, sodium chloride, ethyl alcohol solutions, and water were selected for 
further study. 

Effect of pH 

Hydrogen ion concentration has been shown to have an effect on the fluor¬ 
escence of an extract of defatted dried egg pow r der ( 6 ). In the present study, 
pH effects were evaluated using the selected diluents mentioned above. 
Water and solutions of sodium chloride and ethyl alcohol were adjusted to the 
desired pH by adding dilute hydrochloric acid or sodium hydroxide solution; 
the pH of the sodium acetate solution was adjusted with dilute acetic acid or 
sodium hydroxide. 

The diluted sera from spoiled butter increased in turbidity with increase in 
pH between 4 and 9, while that from fresh butter remained fairly clear. At 
pH 2 all the diluted sera were quite clear but fluorescence values were small. 
Sera, diluted with sodium acetate solution adjusted to pH 5, resulted in the 
clearest extracts, and a large difference in fluorescence values between fresh 
and spoiled butter (viz., 16.0 and 87.0, respectively). Therefore, a 10 % 
solution of sodium acetate adjusted to pH 5~6 was selected as an appropriate 
diluent and used in all subsequent work. 

Effect of Temperature 

It was observed in the above study that duplication of results was poor in 
some instances. Since it had been demonstrated that temperature affected 
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the fluorescence of extracts of dried whole egg powder (6), it was considered 
that temperature variations might be responsible for the difference between 
duplicates. To evaluate this the procedure was modified as follows: samples 
of butter placed in centrifuge bottles and heated in a boiling water-bath were 
centrifuged when the samples were at each of the following temperatures: 35°, 
40°, 50°, 60°, and 80° C. Fluorescence values were determined for each 
sample as previously d( scribed. 

The results showed that temperature had little effect on the fluorescence of 
sera from fresh butter, but an increase in temperature caused a small decrease 
in fluorescence of sera from spoiled butter. The greatest difference in fluor¬ 
escence values between fresh and spoiled butter (viz., 26 0 and 35.0, respec¬ 
tively) was obtained for sera separated by heating to 40° or 50° C. Hence 
heating to 45° C. in a boiling water-bath prior to centrifuging was believed 
desirable. 

Effect of Dilution 

The fluorescence of a solution may be quenched by various factors, such as 
too great a concentration of fluorescing substance, which may be avoided by 
proper dilution. Such procedures may introduce other errors, namely, 
quenching or apparent quenching due to the solvent or instrument error (10). 
Therefore, it was of value to determine behaviour of butter sera diluted to 
various concentrations. 

One-millilitre aliquots of serum, obtained from a sample of spoiled butter, 
were diluted to the following volumes with 10% sodium acetate solution 
(pH 5- 6): 20, 30, 40, 50, 60, 70, 90, 100, and 200 ml. Fluorometric readings 
on these solutions are shown in Fig. 1. At the higher concentration there is 
slight quenching, as the relation deviates from the linear. Therefore solutions 
should be diluted so that readings will fall between 10 and 70 fluorescence 
units. 

Stability of Diluted Sera 

The time elapsing between dilution of a serum and photofluorometric 
measurement might conceivably affect the fluorometric value obtained. To 
study this, serum obtained from spoiled butter was diluted 1 : 50 with 10% 
sodium acetate of pH 5- 6, allowed to stand at room temperature, and fluoro¬ 
metric values determined at intervals throughout a six-hour period. The 
data show* that the diluted serum is reasonably stable at room temperature, 
since there is a decrease of only five fluorometer units (viz., 45 0 to 40.0) in 
six hours. 

Recommended Procedure 

As a result of the above observations the following procedure was adopted 
as being most suitable. Whole salted butter (125 gm.) weighed into a centri¬ 
fuge bottle w r as heated to 45° C. w r ith constant stirring in a boiling water-bath. 
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and centrifuged for 10 min. at 1700 r.p.m. Fat and serum were separated by 
centrifuging and siphoning off the fat. Two millilitres of clear serum was 
diluted to 50 ml. with 10% sodium acetate solution (pH 5-6), mixed, and 
filtered through No. 1 Whatman filter paper. The fluorometric value of the 



FLUORESCENCE VALUE 

Fig. 1. Effect of dilution on the fluorescence value of spoiled butter serum. 



Fig. 2 . Relation between flavour score and fluorescence values on samples of stored butter . 
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filtrate was determined in a Coleman photofluorometcr. As the diluent had 
a small fluorescence value it was necessary to correct all fluorescence readings. 


Evaluation of the Method on Stored Butter 


Materials and Methods 

The material investigated consisted of four sets of samples of canned and 
printed salted butter from an eastern and a western Canadian creamery. The 
butter was stored at 32.2° C. (90° F.) for 32 days and sampled at intervals to 
give a wide range of quality. To assess the suitability of the fluorometric 
method, fluorescence values were compared with flavour scores. The usual 
method for scoring butter was not employed as it is not readily adaptable to 
statistical treatment. Butter was scored as follows: 10, excellent; 8, good; 6, 
fair; 4, poor; 2, bad; 0, inedible. The ten tasters were required to score a 
set of four samples chilled to approximately 10° C. (50° F.). 


Results 


Fluorescence 1 values increased with a decrease in flavour score (Fig. 2). 
Good agreement is indicated between the two (r = — .84). The equation for 
these data is: 


y = 7.867 - 0.0632 *, 


where x - corrected photofluorometer readings and y = flavour score. It is 
evident that fluorescence values of 30 and 61 correspond to flavour scores of 
6 and 4, respectively. 

Statistical analyses of the data obtained for each sample of butter showed a 
high correlation and no difference between regression coefficients. There was 
no .significant increase in correlation by using the log of fluorescence values, 
which is the usual form of curve to be expected. However, this may possibly 
be due to insufficient samples of low and high flavour scores. The co-linearity 
of the four sets of data was slightly different. While this difference was 
statistically significant it is probable that the taster level of scoring did not 
remain constant. 

Discussion 

The high correlation and lack of significant difference in regression 
coefficients between fluorescence measurements and flavour scores indicate 
that this test should be a valuable aid in assessing the keeping quality of butter 
under unfavourable storage temperatures. However, this test will not assess 
flavour deterioration in butter due to tainting by foreign materials, nor can it 
be definitely stated whether it will apply to other forms of spoilage that may 
occur in commercial practice (I, pp. 75-92). 
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